










П Гр ' | i ^ 4. 
| || rat о 
| Uno thawed | м 
Е ћи ' LA 1 "Y ADI | n p и у 
|| s . | ht | loss c^" M ч ш 
с | Е h. EE | 
т | | Ма, M 4 udo " 
' б! bir v wv 
| , i у | | ^ || 
BEES О cg s 
hie om hM Uo UBL Y 
red -! ‚т үну ГТ. 
т | A^. Tox fx 


| M | | 

E , 

u. | i "ul. Hu 

PI f XY | 

Ev SIE V CLUE | 
TERT 


M || YT 










7 | 
ЕЕ МЕ ETE 
їг 





ак 


» т | 
v 


IX QU 1)! 
! | oy Г. и | í А | 1; . "o | na n E: 
T | om "TR үт r T^. К К »» 
i ' A T a А 
| (y E y t 2 "qs а 
| tar | ' A | у 9 1 1 ў T Т 4 À. 
1 | v D | | | 1 | " | rot 
| Г Par MM | 
(bue nons, du. 
' | | M | К ии А ' 
Nd І Н. ЕИ 
' 7 | | р 0 ' | 
i | ee dE S ^n i "M Ah 
ЈИ НЕКЕ high 
j | a | |! || is И 
n М 7 р + 
u LE А | Ум „||| | ni | A pn 
| ba а Г Ve [ON 
[DT S y. 7 o 0, | | ү Y 01 МИ 
' ' LIE SELLE | LL ТЕ пая. 


"E ШИШ OG OU 











SHIELD AND COMPRESSED AIR 
TUNNELING 


hh TT eo ДИУ» 

S X» 
| Will Book @ he | 
| MeGrawHill Boor Cà ће | 
E PUBLISHERS OF BOOKS РОК) Е 
El Electrical World v Engineering News-Record Е 
Power v Engineering and Mining Journal-Press Е 
=| Chemical and Metallurgical Engineering E 
Е Electric Railway Journal т | CoalAge Ẹ 
=| American Machinist © Ingenieria Internacional E 
=| Electrical Merchandising v BusTransportation E 
=" Journal of Electricity and Western Industry E 
© Industrial Engineer | e 


~ 

$ 
à 

D 


| 
| 
| 
| 
| 
| 
| 
| 
| 





(роолпоь ирроцит дү рио uospnyy fo A894000) 
(22ә2081)иол yg) 9981 oy? Jo 1194 soddn ay} ul 31$ рие 91904404 OY} Ul ҷои лод MON „әм џогрпд əy} әри 





SHIELD AND COMPRESSED AIR 
TUNNELING 


BY 


В. Н. М. HEWETT, М. АМ SOC. С. ЕМИ INST. C. E. 


DIRECTOR, JACOBS & DAVIES, INC,, NEW YORK, CONSULTING ENGINEERS. SOMETIME ENGINEER 
ON THE CONSTRUCTION OF THE CENTRAL LONDON RAILWAY, OF EXTENSIONS TO THE CITY 
& SOUTH LONDON RAILWAY, OF THE HUDSON RIVER TUNNELS FOR THE PENNSYLVANIA 
RAILROAD, NEW YORK, AND OF THE LAXAXALPAM AQUEDUCT TUNNELS FOR TIE 
MEXICAN LIGHT & POWER COMPANY IN THE STATE OF PUEBLA, MEXICO, 


AND 


5. JOHANNESSON, М. AM. SOC. С. Е. 


SOMETIME ENGINEER ON THE CONSTRUCTION OF THE ISLINGTON EXTENSION TO THE CITY 
& SOUTII LONDON RAILWAY, OF THE PENNSYLVANIA RAILROAD TUNNELS, NEW YORK, 
AND OF THE MANHATTAN ELEVATED RAILROAD IMPROVEMENTS AND EXTENSIONS 
FOR THE INTERBOROUGH RAPID TRANSIT COMPANY, NEW YORK. 


First EDITION 


McGRAW-HILL BOOK COMPANY, Inc. 
NEW YORK: 370 SEVENTH AVENUE 
LONDON: 6 & 8 BOUVERIE ST., E. C. 4 
1922 


COPYRIGHT, 1915, 1922, By THE 
MCGRAW-HILL Book Company, INC. 


THE MAPLE PRESS - YORK PA 


PREFACE 


At least two valuable books on shield tunneling have been 
written. The first was published in Paris in the year 1897. The 
author was R. Legouez and the title ^ De F Emploi de Boucher dans 
la Construction des Souterrains.” Тһе second was published in 
London in the year 1906. The author was W. C. Copperthwaite 
and the title “Tunnel Shields and the Use of Compressed Air in 
Subaqueous Works." Besides these two books and several 
others dealing largely, however, with tunneling in general rather 
than with the special subject of shield tunneling, a great number 
of papers to engineering societies and institutions and of articles 
in the technical press have appeared. In most of these scattered 
writings the matter has consisted, for the most part, of deserip- 
tions of the methods used and the work done on specific instances 
of tunnel construction. 

Why was this book written? So much tunneling has been done 
with the aid of the shield and the art of such work has been 
developed to such a point that it is possible now to formulate, to 
some extent at least, certain principles and rules of practice on 
which to base the design and construction methods of future 
work. At the suggestion of F. E. Schmitt, Associate Editor of 
Engineering News-Record, and with his help, this is what the 
authors have tried to do. 

The writers of such a book inust be under a deep debt of grati- 
tude to all engineers who have left a written record of their work. 
This debt is freely and thankfully acknowledged. 

The Pennsylvania Railroad Company, through Samuel Rea, 
President, has authorized the publication of the important facts 
in connection with its Hudson River tunnels, particularly those 
detailed on page 349. 

These facts have been obtained by an unbroken series of 
observations commenced during the construction of the tunnels, 
under the direction of the Chief Engineer, С. M. Jacobs, and of 
the Chairman of the Board of Engineers, Brig. Gen. C. W. 
Raymond, and continued up to the present time under the 
direction of James Forgie, Consulting Engineer, who was Chief 
Assistant Engineer during the construction. 
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The importance of this information to the profession is great 
and the authors are deeply indebted to the Pennsylvania Rail- 
road for permitting its publication through the medium of this 
book. 

In addition our grateful thanks are especially due to the 
following: J. Vipond Davies of New York, Consulting Engineer, 
who has opened to us freely the tunnel records of his office and 
who has helped in many other ways; Robert Ridgway, Chief Engi- 
neer of the Rapid Transit Commission of New York, who has 
given information and photographs relating to the recent tunnels 
crossing the East River for the New York subways; Howard E. 
Boardman, formerly Assistant Engineer on the construction of 
the Hudson River tunnels of the Pennsylvania Railroad, who 
made suggestions in connection with the chapter on Tunnel 
Surveys; W. С. Copperthwaite, Chief Engineer to the London 
County Council, for permission to use illustrations from his book 
“Tunnel Shields,” which mine of useful information has been 
used freely by the authors; Colonel К. A. Snyder, General Resident 
Engineer, New York-New Jersey vehicular tunnel under the 
Hudson River, for suggestions, particularly as to the chapters on 
Plant, and Dr. Edward Levy, Physician to the Transit Com- 
mission, New York City, for invaluable help in the chapter on 
compressed air illness. 

В. Н. М. HEWETT. 


New York, N. У. S. JOHANNESSON. 
August, 1922. 
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SHIELD AND COMPRESSED 
AIR TUNNELING 


CHAPTER I 
INTRODUCTION 


The work deseribed in this book is of quite recent growth. In 
the year 1879 compressed air was first applied to tunnel work, in 
1886 the first iron-lined, shield driven tunnel of the modern type 
was built. The scope and importance of tunneling are increasing 
constantly as our cities grow in size and wealth. From year to 
year tunnels are needed for Railways, Highways, Rapid Transit, 
Water Supply, Sewage Disposal, Gas Supply and other purposes, 
and the shield method frequently will be found useful and even 
necessary for the construction of these tunnels. As the popula- 
tion grows the size and number of the tunnels required tend to 
beeome greater and greater. What was impossibly large to one 
generation is a commonplace to the next. 

Tunneling is a braneh of Engineering, therefore, which the 
student, whether still in college or grown gray in bending the 
forees of nature to the use and benefit of mankind, cannot and 
must not neglect. No matter what his special branch may be, 
the engineer may be called upon to take his part in the construe- 
tion of a tunnel or in deciding whether he shall or shall not build 
а tunnel, and if so, by what method he shall build it. He may ђе 
the chief on whose shoulders rest the responsibilities of making 
the final decision and of directing the efforts of a staff of experts, 
or he may be a youngster fresh from college, serving his first term 
as a draftsman, inspector or rodman on the design or construction 
of such a tunnel. 

In most branches of the civil engineering art practice and 
theory have advanced hand in hand to such a point that the sub- 
ject may be said to have reached virtual standardization. By 
this is meant, not that the ultimate has been reached—far from 
it; but that a wealth of written testimony exists which will guide 
the engineer along the safe path and ensure practical success. 

Quite the reverse is true in shield and compressed air tunneling. 
Important though the subject, there is little written which 
attempts to garner the fruit of the large body of experience whieh 
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has accrued and from that experience to deduce some general 
rules of theory and practice as a stepping stone to the standardi- 
zation of the art. No doubt, there may be good reason for this. 
The subject is one of great complexity. There is а bewilder- 
ing array of conditions and combination of conditions to be 
considered and it seems that the engineer may have been deterred 
by this very complexity and have been content to look upon each 
tunnel problem that has arisen as a special case. Nevertheless, 
this has reacted on tunnel construction as well as on the tunnel 
engineer. Tunnels are often considered only as a last resort 
and the tunnel engineer as a rule-of-thumb artisan. Both of 
these views are wrong and the aim of this book is to help to 
change them. 

The particular kind of tunnel dealt with in this book is that in 
which the tunneling shield or the use of compressed air or the two 
in combination are indicated. In other words, it covers the 
difficult work of tunneling through soft or waterbearing ground. 

In tunneling, the ground to be penetrated may be the hardest 
rock or the softest mud. It may consist of any variety between 
these two. It may be below the level of ground water or even 
below a waterway. How are we to design the tunnel, be its 
purpose what it may? How are we to design the shield? What 
plant do we need? What force of men will be required? What 
progress shall we make? How shall we carry out the work 
of eonstruetion? What will the tunnel cost? What methods 
of survey will ensure our tunnel being where we want it? What 
precautions must we use to reduce to a minimum the dread sick- 
ness that walks in compressed air? These are some of the 
questions answered in this book. 

In tunneling with the shield, more so than in any other branch 
of engineering, it is the engineer’s function to direct the work, not 
only in general terms, but even down to the smallest details. 
Whoever has been privileged to have charge of the construction 
of a shield driven tunnel will know that, after the location has 
been fixed, the design made and the work started, he will be 
charged with a never ceasing load of eares that cannot be left to 
the contractor, however proficient, efficient or experienced the 
latter may be. To start with, every move of the very shield is in 
itself an experiment which must be controlled and directed by the 
engineer. Every change of ground demands a change in the 
methods of construction. It is the engineer's duty to know 
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beforehand where these changes will occur and to be prepared for 
them and not merely wait for them to show themselves. It is he 
who must direct what exploratory borings must be made to pre- 
determine these changes of ground and it is he who must know 
what methods are best suited to the conditions thus disclosed. 
He must have knowledge of the proper air pressure to carry under 
a given set of conditions; he must know where the bulkheads 
should be built; he must be prepared, in fact, to give to every 
phase of the work the most broad and basic directions and at the 
same time to see that in the minutest details the work 1s con- 
ducted so as to give the best possible result that the circumstances 
will allow. Heavy, indeed, is his load of care. He owes it to his 
clients and equally to his own conscience that his loeation, design 
and direction are such that the work is sound and permanent, 
built with due economy of money, time and labor and that the 
lives of those who are carrying out the work may not be endan- 
gered by collapse, flood or disease. 

These pages are rather a pioneer effort to place the art of 
shield tunneling on a rational basis. If they give help to any 
fellow engineer who, by choice or by fate, follows the art of tun- 
neling, the authors will fecl repaid indeed. 


CHAPTER II 
TUNNELING 


1. Purpose of Tunnels.—lixcept in connection with mining 
operations tunnels are built for one purpose only, namely trans- 
portation. The objects to be transported may be persons, 
vehicles or any solid, liquid or gaseous matter. 

2. Choice of Tunnel.—The surface of the earth is the natural 
place on which to transport matters, but sometimes there is an 
obstacle in the way which prevents or makes economically impos- 
sible the use of the surface for all or specifie kinds of transporta- 
tion. The obstacle may be a hill, a waterway or a crowded city. 
If the obstacle is a hill, the only solution is to build a tunnel. 
If the obstacle is city traffic or a waterway, there may be a choice 
between carrying the line above the surface on a bridge ог 
elevated structure or below the surface in a tunnel. In city 
streets publie opinion rather than engineering economies will 
determine the ehoiee. The prevailing tendency is to earry under- 
ground those lines which cannot be carried on the surface, except 
possibly in outlying distriets. 

3. Crossing of Waterways.—As regards the crossing of rivers or 
waterways, it is largely the custom and habit to think in terms of 
bridges, the possibility of using tunnels being overlooked. This 
trend of thought has survived from the time, not so very long 
ago, when rock tunneling was earried out precariously by alternate 
applications of fire and water and when tunneling through 
open waterbearing ground practically was beyond the eapability 
of man. Those times have passed. It is now possible to tunnel 
through any kind of ground. 

4. Tunnel or Bridge.—In any given case, therefore, involving 
the provision of a crossing of a waterway, the final decision as to 
the type of structure should be reached only after the comparative 
advantages and disadvantages of both tunnels and bridges have 
been considered. There are eases where a bridge is out of the 
question, but where a tunnel might be provided. There are 
other eases where a tunnel equally evidently is impossible, but 
where a bridge is feasible. In many cases, however, an alterna- 
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tive choice is possible and in these cases a comparative study 
should be made. The proper selection is largely a matter of 
economy. The cost of a bridge will be approximately propor- 
tional to the number of traffic lines it carries, but the 
cost per unit length of the bridge will rapidly inerease with 
the length of the span. The cost of a tunnel, on the other hand, 
will usually be less per unit length, the longer it is, because the 
plant and other overhead eharges are distributed over a greater 
length; but the cost per traffic line will inerease with the 
number of traffic lines carried. This latter disadvantage mav 
frequently be remedied, however, by separating the traffie lines 
and carrying them in two or more smaller tunnels. <A tunnel, 
therefore, will often compare favorably in eost with a bridge, and 
it is not an obstruction to the waterway. Neither is the traffic 
in the tunnel subjeet to periodie stoppage as is the ease with 
swing or baseule bridges. 

5. Special Conditions.— Certain cases may not admit of purely 
engineering or economie solutions. It may be desired to build 
a bridge as a memorial of some great event. In that ease the 
whole merit of the scheme lies in the fact that the bridge is visible. 
Even though a tunnel might be the logical engineering choice, 
it would not be acceptable, as it could not be seen from a dis- 
tance, and therefore could not make the same appeal to the 
imagination. On the other hand, it should not be forgotten that 
in time of war a bridge is one of the most vulnerable objects of 
the enemy's fire, while a tunnel is comparatively safe from 
destruction. The “tubes” of London afforded safe haven for 
thousands while the Zeppelins were dropping bombs and the guns 
of the defenee were searching the darkness for their target. 

6. Types of Tunnels.— During the progress of the art of tunnel- 
ing several types of tunnels have been developed which may be 
classified as follows, according to the methods used in carrying 
out the work of construction. 


CLAss I. TRUE TUNNELS (SURFACE Хот DISTURBED) 


I-A. Mining (and timbering if necessary) in normal air. 
І-В. Mining (and timbering if necessary) in compressed air 
I-C. Complete Tunnel Shield in normal air. 

I-D. Complete Tunnel Shield in compressed air. 

1-Е. Roof Shield in normal air. 
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I-F. Roof Shield in compressed air. 
I-G. Freezing and mining. 


Crass II. Рзеџро TUNNELS (SURFACE DISTURBED) 


11-А. Cut-and-Cover in normal air. 
II-D. Cofferdam, in normal air. 
II-C. Trench, in normal air. 

II-D. Caisson, in compressed air. 


7. Selection of Type.— The selection of type to use in any given 
instance depends on the condition of the ground and on the facili- 
ties of construction. Class I tunnels are construeted without 
disturbing the surface of the ground and eompressed air is used 
in their construetion when the ground is waterbearing and in some 
instances to assist 1n supporting the excavation. Class II tunnels 
are permissible where the surface may be occupied during the 
construction period. Generally speaking the selection of each 
type of tunnel may be indicated as follows. 

I-A. Mining and Timbering in Normal Air.—Suitable for 
dry ground, particularly in rock, stiff clay and similar ground. 

I-B. Mining and Timbering in Compressed Air.—Suitable in 
wet cohesive ground, which may be dried out by the compressed 
air. If much timbering is needed shield tunneling may ђе 
preferable. | 

1-С. Complete Tunnel Shield in Normal Atr.—Suitable for dry 
swelling or running ground. 

I-D. Complete Tunnel Shield in Compressed Air.—Suitable 
for any kind of waterbearing ground. 

I-E. Roof Shield in Normal Air.—Suitable instead of mining 
and timbering in dry ground when the extent of the work war- 
rants the eost of the shield. 

I-F. Roof Shield in Compressed Air.—Suitable instead of 
mining and timbering in waterbearing ground, permitting this 
method, when the extent of the work warrants the cost of the 
shield. 

I-G. Freezing and Mining—Method as yet undeveloped. 
Recommended only as а last chance. 

II-A. Cut-and-Cover.—Suitable where the ground is dry and 
the cover shallow. 

II-B. Cofferdam.—Suitable in shallow water and with shallow 
cover, particularly when the work is limited in length. 
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IT-C. Trench.—Suitable under water when the cover is shallow. 
In open ground with very shallow cover the method may be more 
economical than shield tunneling. 

II-D. Caisson.—Vor limited tunnel construction in waterbear- 
ing ground. Suitable where the tunnel structure is too compli- 
eated for shield tunneling. 


CHAPTER Til 
THE TUNNEL MINER'S ART 


1. Effect of Shield on Mining Methods.— As will be seen later 
the shield method and the use of compressed air have not sup- 
planted the earlier mining methods, but have merely made easier 
the task of the miner, reduced the risk, increased the speed and 
thus lowered the cost of penetrating the ground. The more 
dificult the ground from the miner’s point of view, the more 
applicable the shield method and its faithful assistant, compressed 
air. To provide a background for much that follows it 1s neces- 
sary to devote a few pages to a deseription of the miner's art. 

2. Origin of Mining Methods.— When our ancestor, the cave 
man, desired to extend his cave, he doubtless found that, as he 
dug further into the ground, the roof of his newly exposed tunnel 
developed an uncomfortable habit of dropping large chunks upon 
his head. It was natural then that he eut a stout tree and made 
a post to hold up the scaling roof. In some such way we may 
imagine that the methods of timbering a tunnel were initiated. 
Later, as men became acquainted with the metals and ores they 
needed for ornaments and use, they began to follow the veins 
from the surface into the ground, and the primitive methods of 
supporting the excavation were further developed. 

3. Timbering of Tunnels.— In hard self-sustaining rock, min- 
ing is a matter solely of breaking the rock and transporting the 
debris to the mouth of the tunnel. In ground which isnot self- 
supporting the problem of protecting the opening against the pres- 
sure of the ground, which is tending constantly to flow into the 
tunnel bore, is added to that of simple excavation and removal. 
When the ground is charged with water further difficulties are 
added, as the water has to be prevented from flowing into the 
bore in excessive quantity. Some soils, as for example when in 
the condition of “quick-sand,” are really fluids ready to flow 
instantly Into any opening made within them. Whenever the 
ground is not self-sustaining the miner must timber his excava- 
tion as he proceeds. In loose rock this timbering may be com- 
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paratively simple and confined to the roof. In real soft ground 
the timbering must consist of an unbroken surface extending 
over roof, sides, bottom and face. Each kind of ground has its 
own peculiar characteristics of weight and fluidity, and these 
will determine the method of excavation and timbering which 15 
best adapted to the conditions presented. 

4. Governing Conditions.— l'he miner's method will depend 
in the main on several chief factors as follows: 

(a) the degree to which the ground is self-supporting; 

(b) the degree to which the ground is free from, or charged 
with, water; 

(c) the size (in cross-section) of the tunnel. 

5. Self-supporting Dry Ground.—Suppose a ease in which 
the factors are as follows: (a), the ground is quite self-supporting, 
(b), it is quite dry, (c) the size is such that à man can reach the 
entire height of the tunnel. "This may be said to be the simplest 
possible ease. It is merely necessary to excavate the ground and 
remove the spoil to the mouth. 

6. Self-supporting Dry Ground, Large Excavation.—Now let 
us suppose that (a) the ground is self-sustaining, (b) it is dry, (c) 
the tunnel is so large that a man standing on the floor cannot 
reach the top. Here the only complication is afforded by the 
height of the tunnel. In such a ease the work will consist of 
“heading” and “bench” work, whereas in the previous case 
there was nothing but heading work. In this second ease a 
portion of the tunnel, it may be the top, the bottom or the mid- 
dle section, will be driven first. The cross-section of this 
advaneed work is such that men ean work freely in it, which 
means that it will not be less than 6 or 7 ft. in height. "The 
carrying out of this work is termed “driving the heading." Some 
distance behind the heading the rest of the cross-section of the 
tunnel simultaneously is exeavated. This is termed “taking out 
the hench.” The heading is always kept some distance ahead of 
the beneh. Since most of this kind of tunnel work is in solid rock 
where the removal of the ground is done by blasting, it is becom- 
ing the habit to keep the heading and bench fairly close to one 
another, perhaps 12 ft. or so apart, so that by firing the shots 
in the heading and bench simultaneously the rock is thrown down 
into the same heap and may be removed all together. It is 
clear that by driving the heading and taking out the beneh impor- 
tant advantages are gained, А greater number of men may be 
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employed at one time in excavating, as the men on the bench do 
not interfere with those at work m the heading, and the drill 
holes can be placed more effectively. 

7. Ground Not Self-supporting, but Dry. Tunnel Small.— 
Now suppose that (a) the ground is not self-supporting, (b) it is 
dry, (c) the tunnel is so small in eross-section that a man standing 
on the floor ean reach all parts of it. In this case the work will 
be all heading work, but the bore must be supported by timbermg. 
This timbering will consist in general of aseries of frames or “sets” 
of round or squared timber of eross-section having considerable 
strength, perhaps 10 in. in diameter if round or 8 by 8 in. 
if square. These sets will be placed at intervals of from 2 to 5 
ft., depending on how “heavy” is the ground, and outside of the 
frames will be placed boards or planks, forming a sheathingor 
lagging. The boards take the thrust of the ground pressure and 
distribute the pressure to the sets. It is the function of the sets 
to withstand these pressures and thus prevent the opening from 
caving In. 

8. Terms Used.—The lagging outside of the sets is termed pol- 
ing in England. If boards are used they are termed “poling 
boards.” The origin of this term dates from the primitive days 
of metal mining when small poles were used outside the sets. 
This was in the days when all sawing was done by hand and to 
make boards was not an easy matter. In the United States 
the term poling board is usually confined to boards driven ahead 
in wet or heavy ground, as will be described later, and the term 
lagging or sheathing used for boards placed outside the sets in 
ordinary dry or only moderately heavy ground. It seems useful 
to have distinctive names for each variety of lagging and in this 
book the following convention is used. 

Lagging or sheathing means boards set round the top, sides and 
bottom of the main sets of a heading of a tunnel. 

Poling boards means lagging which has to be driven forward 
in heavy or wet ground. 

Breasting or breastboards means boards set against the vertical 
face of a heading or tunnel. 

In a “square set heading" such as we are considering now, the 
various members are named as follows in this book (see Fig. 1). 
The top timber of the set is called the Cap. The two side timbers 
Posts and the bottom piece the Sill. In England the eap is 
known as “the headtree" and the posts as “the sidetrees." The 
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breasting is shown in Fig. 1 as supported by an upright Soldier, 
held in place by a Raker, which is a strut sloping back to the 
floor. In some ground it may not be necessary to use a sill. 
In that ease the posts rest on Mootblocks 
which are blocks of wood or short 
pieces of heavy plank which distribute 
the downward pressure of the posts 
and prevent them from sinking into 
the ground. 

9. Method of Timbering a Heading 
is Old.—It is interesting to note that 
Georgius Agricola of Saxony in his 

Fig. Î Square set head. De re metallica,” published in the 
ingindry ground. Crosssection. year 1550, after a period of 20 years 

of preparation, deseribes and illus- 
trates with the quaintest of wood cuts methods of timbering 
shafts and tunnels which differ in no whit from those in use at 
the present day. The tools and applianees for excavating, 
transporting the spoil, pumping the water, furnishing ventilation 
and the like which he illustrates so profusely look tremendously 
erude and ineffective to the modern eye, but the miner of the 
present day would notice no difference in the finished timbering 
from that whieh he himself would use. 

10. Ground Not Self-supporting and Wet, Small Heading.— 
We will now consider the condition where (a) the ground is not 
self-supporting, (b) the ground is wet, and (c) the tunnel is 
small. In other words, it may be a ease of driving a heading 
through “quicksand.” We will suppose that a shaft has been 
sunk to the required depth and that the next move is to “break 
out?" with the heading along the line of the tunnel. The process 
will be about as follows (see Fig. 2). Inside the shaft a square 
set is placed. This will consist of stout round or square timbers 
and will be made of a cap a, supported at each end by a post b, 
and a sill с. The dimensions of this set will be such that a man 
ean work conveniently within it—not less than 6 feet in the elear 
between eap and sill—and wide enough for two men to stand 
side by side between the posts. In extremely bad ground it 
may be neeessary to reduce these dimensions, but it is obvious 
that, if the heading is reduced below a certain size, the work is 
greatly hampered and retarded. The miner is provided with a 
number of stout boards, 115, 2 or 3 inches thiek, depending on 
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the dimensions of the heading, the character of the ground and 
similar conditions. These boards will be used to form the sheath- 
ing or skin around the sets. The miner must now decide how 
far apart he will place each set or frame of structural timber. 
Suppose he decides from what he has seen or knows of the ground 
that he can space his sets at 6 ft. centers. He now prepares his 
poling boards. These are cut from the boards mentioned and 
are niade long enough to reach from, and overlap, the cap of 
one set to the eap of the next, plus an allowance. In this case he 
may cut his poling about 7 ft. 6 in. long. 

11. Starting Heading.— Standing in the shaft he cuts away a 
piece of the sheathing which lines the shaft just over the cap of 
the heading set within the shaft. This piece is wide enough to 
take one of the poling boards. He spikes on top of the eap a piece 
of plank v, say 3 in. thick. The piece of shaft sheathing being cut 
out the poling board is then driven through the opening end on, 
the leading end being dressed down to a chisel point. During 
the driving the board rests on the 3-in. piece v, spiked to the top 
of the cap. "The board is driven along the line of the future 
heading and is inclined upward at such a piteh that its under 
surface will be 6 or 7 in. above the top of the cap at the next set, 
which in this case will be 6 ft. ahead of the shaft set. When the 
first poling board has been driven, the driving being done with a 
sledge hammer, another piece of shaft sheathing is cut out along- 
side it and another poling board driven alongside the first. This 
is repeated until the entire width of the cap has been covered 
with a roof of poling boards which are now buried in the ground 
just like sheet piling. The plank v is now cut out and wedges 
driven tightly in its place. The same process is repeated down 
the outside of the posts, the poling being inclined outward in 
this case so as to be 6 or 7 in. outside the next set of the future 
heading. 'The same is done at the bottom, in this ease the 
polings are inclined down to be 6 or 7 in. below the sill of the 
next set. 

12. Opening Up.—There is now a rectangular palisade, as it 
were, of poling boards driven into the ground and enelosing the 
future heading. The miner now proceeds cautiously to cut 
away some of the shaft sheathing enclosed within the heading 
set in the shaft. He will begin at the top scraping away the 
ground underneath the roof polings. When he has cleared 
this out as far ahead as he can reach, perhaps 3 ft. out from the 
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shaft, he will set a supplementary cap e, wedging it at its ends 
against the side polings or securing it in any way he can, and will 
drive a series of wedges f, between the top of this сар and the 
under side of the roof poling. He now removes the earth little 
by little, preventing it from running toward the shaft by placing 
breast boards on the plane of the leading side of the сар e, and 
bracing this breasting back as best he ean to the shaft timbering. 
Finally he will have excavated down to the bottom of the heading 
and he ean place the sill л and on the sill the posts g. The poling 
boards on the side and bottom are wedged tightly against the 
outside of this supplementary frame and the heading is now 
fairly under way. 

13. Closing Gaps in Poling.—There may be gaps and spaces 
between the poling boards through which the quicksand ean find 
its way. These gaps are closed with wedges or picces of wood, 
and hay, straw or similar substanees are freely packed behind 
the boards or between them to make the sheathing tight. It 
may be desirable to bore some holes in the sheathing and foree 
grout through by air pressure to solidify the ground and hold it 
from flowing, or the gaps may be plastered with tempered clay. 

14. Continuing the Неайіпе. — 45 soon as the supplementary 
set egh is in place it is firmly braced longitudinally against the 
shaft timbers by the braces 7, 7, 7. The poling is now firmly 
supported at two places along its length, namely by the shaft 
set and by the supplementary set. The portion of the poling 
which projects beyond the set egh is still buried in the ground. 
The next stage is to break out beyond egh in the same way as 
originally done from the shaft set. The work is started at the 
top just as before and the earth is seraped away ahead of the 
сар e and underneath the roof poling 4. When a distance of 6 
feet has been reached from a, the cap j is put in place across the 
heading with its top surface 6 or 7 in. below the underside of d. 
The leading end projects a few inches ог so beyond the eap J. 
When j has been set, wedged against the side poling and braced 
from the supplementary set egh, the polings d are wedged tight 
from the top of the cap j. Excavation is then carried on just as 
before to the vertieal plane of the leading end of the eap 7, breast 
boards being set and braced from the frame egh 1n the best way 
possible. When the exeavation has reached the bottom, the sill 
l is set and braced from h. Аз each of these members is set the 
side and bottom polings are wedged tightly from them. The 
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closing of all creviees in the poling has proceeded concurrently 
with the uncovering of cach board. 

15. Advancing Another Length.—The heading has now been 
excavated and timbered as far as the set jkl. Everything is 
ready for the next advance. The wedges holding one of the roof 
poling boards d are taken out from over the cap j and a fresh 
roof poling is inserted in the gap so caused. This is driven ahead 
just as the original polings d were driven. When the first 
board m has been driven home, wedges are driven between m and 
j and between m and d. This second series of operations is in 
all respects like that for the first set. The supplementary set 
nop is placed, followed in due course by the second main heading 
set qrs. 

16. Principle of Operation.—It is seen that the advance is 
made by suecessive steps, each one small in itself, and that the 
main principle is to open up the smallest possible extent of 
ground at a time, and to hold immediately every opening made 
from any possibility of movement. Not only must the pressure 
of the ground acting in a direction normal to the surface of the 
heading cross-section be resisted but there must be equal eare 
taken against the thrust of the earth against the face of the 
heading and which acts in a direction along the longitudinal axis 
of the heading. This rough description of the work of a heading 
omits many details. It must be understood that much wedging 
and packing must be done as occasion arises. И is wonderful 
to see how regular and fine the work of the skilled miner is, how 
closely and evenly the main timbers bear one against the other 
and how close the poling is driven. The miner forees his way 
inch by ineh ahead through ground pressures which are ever 
seeking to crush him and his work, and while he may know noth- 
ing of the theories of earth pressures he knows that the slightest 
carelessness on his part will set in motion gigantie and sleepless 
forees which may prove his instant destruction. 

17. Ground not Self-supporting and Wet. Large Tunnel.— 
It is now supposed (a) that the ground is not self-supporting, 
(b) that it is waterbearing and (е) that the tunnel is large. In 
fact we will suppose that a railroad tunnel is to be driven through 
quicksand. As the cross-section is so large the method of first 
driving a heading and then enlarging to the full cross-section has 
to be adopted. The smaller the cross-section that is opened out 
at one time the less the risk of collapse and run, as the area 
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exposed is small and the difference in pressure between the top 
and bottom of the cross-section is comparatively small. The 
smaller this differenee of pressure the less 1s the chanee of the 
ground starting to move. While the miner, in such kinds of 
ground, has to deal with great pressures he can still feel fairly 
comfortable so long as the ground ean be held from moving. 
Once it starts to move a critical situation is presented and this 
moving must be prevented from starting 1f the work 1s to go on 
without troubles greater than need be. 

18. Starting the Work.—The principles of work in a heading as 
described in previous paragraphs applies to all the miner’s work 
in soft ground. If he has to excavate a large eross-section 1t 1s 
done by opening out a length of heading first. A length means 
the length of tunnel whieh the miner considers he ean safely 
excavate and carry on timbers until the lining is put in. In 
ordinary tunnel work without a shield the process consists first, 
of exeavating and timbering a length, then building the perma- 
nent lining in that length, then exeavating another length and 
so on in rotation until the entire tunnel has been exeavated and 
lined. The work may proceed from one end, from both ends, 
from intermediate shafts or in any other way, the prineiple 
remains the same. The distance taken in one length depends on 
the character of the ground. In ordinary soft ground a length 
of 12 or 15 ft. may be said to be a usual ease. In the heaviest 
kind of quieksand a shorter length, such as 5 feet may have to be 
taken. 

19. Systems of Timbering.— There are several distinet systems 
of timbering whieh have been developed in various countries, 
each of which has its own particular merits. Аз this book 1s 
written for the English speaking engineer it may be enough to 
deseribe in general terms the American and the English systems, 
as they are most likely to be the two systems he will meet or 
require. No attention is given here to the German, Italian, 
French, Belgian, Austrian or other systems or combinations of 
tunbering systems which various countries of the European 
continent have evolved to meet their particular needs. Any one 
who wishes to pursue this matter should consult Drinker's 
“Tunneling” which is an inexhaustible mine of such lore, filled 
with the finest of illustrations. 

20. Difference between American and English Systems.— 
The broad differenee between the American and the English 
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systems is that the American supports the roof by rafters or 
voussoirs set at right angles to the longitudinal axis of the tunnel 
and forming in effect a series of arches across the tunnel span. 
The English system carries the weight of the roof by a series of 
bars set around the periphery of the arch and carried at their ends 
by posts or props which in turn are carried by sills or bearing 
members set athwart the tunnel at the ends of the length. In 
this system, after the first length of lining has been built the rear 
ends of the bars for the next length are carried by the leading 
ends of the length of lining which has just been built. A sketch 
of the two systems will explain what is meant much better than a 
whole lot of words. 

21. American System.—Iigure 3 shows the American system. 
The segmental roof timbers are shown in this sketch as being 
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Fic. 3—The American system of tunnel timbering. 


square sawn lumber. They may be made of round timbers just 
as readily if these are more convenient to obtain, as in some 
foreign countries. Of late years it has become common to use 
steel I-beams for these segments with several important advan- 
tages accruing. A common procedure with the American 
system is to drive a pair of *wall-plate headings" in which the 
wall plate timbers (see Fig. 3) and the legs of the arch bents can 
be set as the first stage. These headings are timbered as described 
before. The first legs are set in these headings and wedged into 
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place against the sides of the heading. Then other headings are 
driven to take next leg above and finally the cap is set in a last 
heading. Headings may be driven next below the wall plates in 
which the sills are laid along the floor and the sideposts set to 
underpin the wall plates. We now have the roof and sides held 
on timbers with a core of earth remaining inside the timber. 
Cross headings may be driven from side to side at the bottom т 
which the sill braces are set and the bottom secured and finally 
whatever core of earth remains is removed under cover of the com- 
pleted timbering. The exact sequence of these operations may 
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Fic. 4.—The English system of tunnel timbering. 


be a matter of choice and may depend on the nature of the ground, 
which may not be uniform throughout the cross-section. For 
example the bottom sill heading may be driven first. No matter 
what the sequence is the process consists of opening the cross- 
section up, a bit at a time, by means of headings which are of 
small cross-section, and by interconnecting these primary head- 
ings by secondary excavations also of small individual cross-sec- 
tion until the main carrying timbers, closely sheathed, are in 
place. 

29. English System.—Figure 4 shows the timbering of the 
English system. The bars are shown as of round timber, but 
they may equally well be made of square sticks. In modern 
times they are often made of steel I-beams which take less room, 
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and which are of more uniform strength and not liable to take 
fire or decay. With this system the first heading is almost 
invariably the “erown-bar heading." This is a heading which 
takes the two topmost bars, called the crown bars. The rear 
ends of these rest on the completed lining, the centers of which 
may be left in place to help carry the load in case the arch is con- 
sidered too new to have developed its full strength. The front 
ends of these bars are held by short props which stand on a short 
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Fic. 5.—English timbering in clay for a tunnel 36 feet in diameter. City and 
South London Railway (Е-10). 


sill called a “leading nipper Ш?” (not shown in Fig. 4.) across 
the front end of the heading. To get these long bars into place 
through the narrow confines of the heading 15 quite a work of art 
and it is extraordinary the skill with which experienced men do 
this, as well as their other work. The two crown bars ш place, a 
widening out 1s made on each side and when completed the next 
bar on each side of the crown bars is set mn place, rear ends on 
the arch of the lining and the leading ends propped from another 
short leading nipper sill. The same is done for the next side bar. 
When the last bars are in place, the main sill 1s set across the 
front end of the length and all the bars are propped from the 
mam sill. Owing to its massive section and its length it is usual 
to have the main sill in two sections, connected by a earefully 
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made scarf joint and clamped together with iron bands and splice 
plates. The whole of the top of the section is now secured and 
the remainder of the section is taken out by headings or drifts 
either on the center line or on the sides down to the level of the 
middle sill and so on down to the bottom. The number of sills 
depends on the size of the eross-section of the tunnel. 

Figure 5 shows an actual example of timbering used in swell- 
ing clay for a circular excavation, 36 feet in diameter. 





Fic. 6.—English timbering, showing bars, props, sill and stretchers. City and 
South London Railway (Е-10). 


Figure 6 is a photograph for a similar tunnel. 

23. Principle of Operation.—The procedure in the main will be 
the same, whichever system of timbering is used. That is to 
say, it will consist of taking out a heading or headings along the 
line of the tunnel followed by further excavations connecting 
these headings within the area of the cross-section of the tunnel, 
timbering and supporting these exeavations as they are made 
until at last the entire cross-section of the tunnel for a certain 
length has been made. The final timbering of the cross-section 
must have been in mind from the start, so that each piece of 
excavation which is done and each piece of timber that is put in 
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shall have its place and perform its function in the completed 
work. In апу system it is essential to have plenty of longitudinal 
stiffeners and strength as collapse may come from the longitudinal 
thrust at the face, Just as well as from the earth thrust normal to 
the tunnel cross-section. The longitudinal bracing is apt to be 
negleeted and the engineer should see that this is not done. The 
entire workmanship must be of the highest class, all timbers 
which bear against one another must do so perfectly, everything 
must be wedged and spiked tight so that up to the breaking point 
it cannot budge. АП voids outside timbers must be packed 
tight. Spaces in the poling which admit flowing ground must be 
packed with hay or straw or pugged clay or must be grouted up. 
In fact, the whole thing must be as tight as a drum. The timbers 
must be disposed to close together and get tighter the greater the 
pressure upon them. Particular саге must be taken to ensure 
that no settlement takes place. It does not matter how well the 
roof timbering may have been done if settlement and especially 
unequal settlement occurs. The great principle is never to take 
too big a bite and to hold firm what you have got. Never let any 
movement start. Once you get a run on your hands you are up 
against a serious thing. Work to a regular plan in whieh cach 
pieee of timber does some particular work and where all main 
timbers have the same stress as far as may be and one which is 
within the safe stress of that kind of timber. It is usually better 
not to use the harder timbers for polings and main carrying 
members. Such wood is apt to give way without warning. 
What is wanted is something which will bend and give warning 
long before it will give way. When such warning is given put 
in special reinforcing timbers. Hardwood should be used for 
wedges and it is often advisable to use steel plates on the tops of 
posts and to use steel wedges for tightening up between eaps and 
posts. The effort should be toward a general distribution of pres- 
sure and not toward a coneentration at one point. 

24. Timber Used.—It will be realized that the quantity of 
timber used is large, when the tunnel is large and the ground bad. 
Even that used for bloeking, packing and wedging is enormous, 
and eases are plentiful where the timber used for these purposes 
comes to about the same volume as that of the main carrying 
members. Drinker (p. 626) gives the following table which 
illustrates this well. 
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TABLE I.—QvaANTITY ОБ TIMBER USED IN TUNNELING BY MINING OPERA- 
TIONS IN VARIOUS GROUND 


(From Drinker) 





| Timber used in eubie feet per 100 


eu. ft. of ground exeavated 
Charaeter of roek | 


| Minimum | Maximum Mean 
Firm and self-supporting. ЕСИ 1195] D 4.0 
Bie ced. cua E 5.9 8.5 70 
Тоз Сеат oo ни д 21.8 16.0 
SoC КОЛЕНА yT з. 26.2 25.0 
Pebbly eronda e aa EE 91.2 38.2 36.0 
Runne РТО ТОЕ 48.3 56.8 53.0 











If we take the figures given here as the mean and suppose a 
tunnel having a cross-seetional area of 625 sq. ft., equivalent to a 
cirele of 28 ft. diameter, then for each mile of such a tunnel the 
quantities of timber and its cost at an assumed price of $50.00 
per thousand feet B. M. for the various kinds of ground listed 
will be as shown in Table II. 


TABLE 1.—ТОХМЕГ or CROSS-SECTION 625 Sq. Ет.; ONE MILE Lona. 


QUANTITY AND COST oF TIMBER AT $50.00 PER М. В. M. ror VARIOUS 
KINDS ок GROUND 











Timber required per mile | 
of КАШ | Cost of tim- 
Charaeter of roek im uu | ber at $50.00 
per М. B. М. 

Our it: | M. Б, VSE | 

Firm and self-sustaining. .... 125,000 1,500 $ 75,000.00 
En. CE | 218,750 2,025 131,250.00 
Liable to tall 500,000 | 6,000 300 , 000.00 
jt ground a 781,000 | GD 468,000.00 
Pebbly ground D ` ا‎ БА О 13,500 675,000.00 
По ground C ee 1,656,250 19,875 993,750.00 





This table shows how expensive a matter the very timber itself 
is and it is apparent that anything which reduces the quantity of 
timber required may save a large item of expense. 

25. Timbering Cumbersome and Expensive.— With a tunnel 
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of ordinary railroad section, in very bad ground each length 
beeomes such a mass of timber, all of which has a temporary 
value only, that it is a difficult matter for the men to get about 
and moreover the danger of collapse in really bad ground is never 
absent. The work must be done in stages, first a length of ex- 
eavation, then a length of lining and so on. The length must 
be of some appreciable extent and the weight on a length may 
be too great for the timbers to withstand. Then either col- 
lapse occurs, or, if caught in time, still further timbers must be 
put in to hold it and thus the work of putting in the lining 
may be compheated and hampered still further. 

26. Shield and Compressed Air Reduce Timbering.—It was 
to overcome these troubles, to some degree at any rate, that first 
the shield and then the use of compressed air were invented, as 
will be seen in the Chapter on History, the shield by Brunel and 
the use of compressed air by Cochrane. 

27. Purpose of Shield.—The idea underlying the shield 1s that 
the process of setting forward the excavation and of building the 
lining should be spht up into much smaller steps so that the two 
operations should be made more coneurrent or simultancous. 
The shield, consisting of a stiff metal envelope covering the cross- 
section of the tunnel as the сар of a telescope covers that 
instrument, serves to withstand the earth pressures while the 
short length of lining is built within its protection. The first 
shield used by Brunel—in the Thames tunnel—was provided 
with a complicated system of breasting boards which could be held 
against the face of earth by means of serews, while the seg- 
mental shield itself could be moved forward into the ground 
by means of screw jacks abutting against the finished lining. 
The theory was, that by a mechanism capable of forward 
movement along the course of the tunnel and provided with 
means of withstanding the earth pressure at the face as well 
as against the earth pressures acting at right angles to the periph- 
ery of the tunnel, all or most of the expensive timbering employed 
by the mining methods hitherto used might be eliminated. As 
a matter of fact, Brunel's ideas were rather in advance of the 
meehanieal arts of his day and his shield in ргаейее was so com- 
plicated and difficult to handle that the result was that a great 
period of time and an enormous amount of money was required 
to see his tunnel completed. This is so even when allowing for 
the really gigantic cross-section of the tunnel which he built and 
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which well might give the stoutest heart pause even at the present 
day. (See Fig. 20.) 

28. Purpose of Simplified Shield.—Of recent years, the 
tendency has been toward the simplification of the mechanism of 
the shield so that 1t forms now, as it were, a framework, a form 
and an abutment against which the miner ean dispose his timber 
and within the protection of which the permanent lining can be 
built. In other words, the modern shield—except in the more 
fluid forms of homogeneous ground such as mud and silt—does 
not displace the miner and his timber entirely but merely is a 
powerful adjunct to him, enabling progress to be made in shorter 
steps and with the expenditure of much less time and much less 
timber. This will be understood better later on in this book 
where the methods of tunnel construction by shield are detailed. 

29. Purpose of Compressed Air.—The other great invention, 
namely Cochrane's, whereby air under a pressure greater than 
that of the natural atmosphere is introduced into a tunnel, has 
the same object in view, namely to make simpler and 
quicker the work of the miner in waterbearing ground. Coch- 
rane knew that every foot in height of water exerts a pressure of 
0.434 Ib. per square inch and that therefore, if he could introduce 
into a tunnel air under a pressure above normal corresponding to 
the number of feet of head of water acting upon that tunnel he 
would be able to hold baek the water from its tendeney to flow 
into the exeavation, so that the method of excavation used could 
be changed from that required in wet ground (under that head) to 
that required in dry ground. The invention was made at the 
time that Brunel was struggling with the constant inrushes of 
water into the Thames Tunnel and there is little doubt that 
this invention was inspired by Brunel's work. It is said that Dr. 
Colladon suggested using Cochrane's patented idea ёо Brunel. Ве 
that as it may, Brunel did not use it and it was not until the year 
1879 that compressed air was used 1n tunnel work, simultaneously 
at Antwerp and at New York. 

30. Effect of Compressed Air.—Although the applieation of 
compressed air to a wet tunnel simplifies greatly in most cases the 
difficulty and danger of the work it must be made quite clear at 
the outset that it does not convert a difficult problem into one of 
childish simplicity. The head of water at the top of the tunnel 
must be less than that at the bottom by an amount correspond- 
ing to the vertical dimension of the tunnel. The compressed air, 
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on the other hand, which is introduced into the tunnel for the 
purpose of holding baek the water can have but one pressure. 
If the pressure of the air introdueed 15 equal to the pressure of the 
water at the top of the tunnel, the top will be dry, but the rest of 
the tunnel will be wet, and the degree of wetness will increase the 
further toward the bottom we get. If the air introduced has а 
pressure equal to the head of water at the horizontal axis of the 
tunnel, then all that part above the horizontal axis will be dry 
and all that below will be wet. If the air pressure introduced 
is equal to the head of water at the bottom of the tunnel then the 
whole tunnel will be dry. 

31. Unbalanced Ап Pressure.—It may be said, therefore, why 
not always introduce the air at such pressure that the head of 
water will be balanced at the bottom of the tunnel and thus do 
our work in the dry? The answer is that we now have an excess 
of air pressure at all parts of the tunnel cross-section above the 
bottom and that this excess increases from bottom to top; there- 
fore the excess pressure of the air is at its maximum at the top of 
the tunnel. Owing to this excess pressure there is a constant 
escape of air through the ground which may form constantly 
enlarging channels in the ground and may in time lead to forming 
a direct passage from the tunnel to the bed of the overlying 
waterway. The water alone cannot prevent the air, which has а 
pressure greater than that of the column of water, from escaping. 
The air, therefore, will rush out like a geyser at a speed greater 
than ean be supplied to the tunnel, thus leading to a fall of the air 
pressure below that even of the water pressure at the top of the 
tunnel, so that no longer is there any restraint upon the flow of 
water. The tunnel then becomes flooded with water and earth. 
In faet, no matter what air pressure is kept in the tunnel, there is 
a state of unstable equilibrium. "The more “open” the ground 
and the greater the vertieal dimension of the tunnel the more 
accentuated the degree of instability. In dense, homogeneous 
and heavy ground such as clay there may be a considerable lack of 
balance without much fear of a blow" or arun. Insuch ground, 
however, the value of eompressed air is less, than in the open, 
loose, light and flowing grounds which are the miner's great 
difficulty and dread and where he needs the assistance of the 
compressed air to the greatest degree. 

32. Example.— To illustrate the effeet of vertical dimension 
on the lack of equilibrium we may imagine five tunnels each with 
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its top 50 ft. below the water so that the pressure of the water 
at the top is 21.7 lb. per square inch. The tunnels are 10, 20, 
30, 40 and 50 ft. in vertical dimension, respectively. The condi- 
tions of pressure will then be as shown in Table III. 


TABLE III.—ExTEnRnNAL WATER PRESSURE ON TUNNELS OF VARIOUS SIZES 





Vertical | Hydrostatic head in pounds per square inch 
А : = e Percentage 
dimension of of бе 
tunnel in feet Top Bottom Difference 
10 2170 26.04 4.34 20 
20 21.70 30.38 8.68 40 
30 оо QS 31:02 13.02 60 
40 | 21.70 39.06 17.90 | SO 
50 21.70 43.40 21.70 | 100 


It is plain that, in any given kind of ground, it will be much 
safer to carry an air pressure which will balance the hydrostatic 
head at the bottom, if the tunnel is only 10 ft. in vertical 
dimension and where there is only 20 per cent difference in head 
between the top and the bottom, than in a 50-ft. tunnel where the 
difference 15 100 per cent. 

33. Differential Air Pressure Shield.—It is this difficulty which 
has led to the various attempts to introduce a differential air 
pressure at the face of a large tunnel, by which is meant attempts 
to devise apparatus in the shield whereby the air pressure in the 
upper part of the shield would be less than at the middle level 
and this again less than at the bottom. No successful application 
of this idea has yet been made and indeed it would appear 
impossible, because in open ground, in which such a device would 
have its use, the higher pressure air would inevitably short eireuit 
itself into the lower pressure levels and thus defeat the object 
sought. 

34. Hydrostatic Pressure.—In the preceding discussion the 
air pressure required to balance the external hydrostatic pressure 
has been assumed to be equal to the head of water. This is true 
only in general terms. Actually there is a loss of head due to the 
resistance to percolation through the ground. This resistance 
is least in open ground, such as gravel or sand, and in such 
materials the air pressure needed to keep the ground dry at any 
given depth is approximately equal to the head of water. In 
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clay the resistance to percolation is great, in fact, it may be so 
great as to oppose percolation completely. Under this condition 
it is possible to tunnel under a waterway without encountering 
water. On the other hand, if the ground is supersaturated with 
water, which may occur in mud or silt, the ground may act as 
а fluid of a density greater than that of water, and in this саве, 
the air pressure required to keep the ground from moving may 
approach that of the combined head of water and ground. The 
exact pressure needed to dry the ground in any given ease ean be 
ascertained only in the tunnel itself. 

35. Conclusion.—This bare outline may give an idea of the 
difficulties which confront the miner called upon to drive a tunnel 
through soft waterbearing ground; how the work is done by 
patient skill and the expenditure of great quantities of timber 
scientifically placed to withstand the great forees at play; how 
the shield was invented to overcome some of these difficulties 
and proved such a wholly new and valuable an aid as to become 
a necessity in certain cases and a saver of time and money in 
many more, and how the invention of the application of com- 
pressed air to tunnel work still further simplified the problem 
when water was present. The next chapter gives a summarized 
account of the dates of these inventions, how first the shield alone 
was used, then the shield in combination with compressed air 
and how these methods have led to an enormous increase in the 
engineer’s power to build, comparatively cheaply and compara- 
tively safely, tunnels which without their use might have been 
either prohibitively expensive or perhaps impossible. 


CHAPTER IV 


HISTORY 


1. Necessity of Method.—The need of underground thorough- 
fares where the diffieulties of eonstruetion by the ordinary mining 
methods were too great, was the direct eause of the invention of 
the shield method of tunneling. The possibilities of the method 
were indicated when, by the use of the first shield ever built, 
a tunnel was driven where mining methods had failed. 

2. Brunel and His Thames Tunnel.—This tunnel was еоп- 
structed under the Thames by Маге Isambard Brunel. He, the 
son of a small farmer, was born in France in 1769, eame to New 
York in 1792 and left there for England in 1799 where he stayed 
until his death in 1845. He conceived and patented in 1818 the 
first tunnel shield and used a shield for building the first tunnel 
under the Thames. The external cross-section of this tunnel was 
a rectangle with a height of 22 ft. З in. and a width of 37 ft. 6 in. 
Up to the present time only one shield driven tunnel (at Elm, 
Germany) has exceeded this tunnel in area. See Fig. 20. The 
work was commenced in 1825 and finished in 1843. The diff- 
culties were stupendous. Twice the river broke into the works, 
onee the shield was removed and rebuilt and for seven years the 
work was closed down for lack of money. Brunel and his son 
practically lived in the tunnel while the work was in progress 
and often they had to do their work from a boat floating in the 
tunnel. Brunel eompleted the task he had set out to do, but the 
ineessant strain broke down his health and he died two years 
after the work was done. 

3. Causes of Difficulties —The difficulties encountered were 
due partly to the large size of the tunnel, partly to the new and 
untried applianees of complex design, almost ahead of the 
mechanieal possibilities of the time, and partly to the faet that 
while Brunel had provided means of holding up the exeavation, 
he had made no provisions for keeping out the water, although 
he must have known of the possibilities of compressed air whieh, 
it 1s stated, were pointed out to him by Dr. Colladon in 1828. 
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4. Principles of Brunel's Shield.— The details of Brunel’s 
shield, which differed from those shown in his original shield 
patent (No. 4204) of 1818, have not been repeated, but the 
fundamental principles embodied in this patent form the basis 
of the modern shield. These principles include 

(a) A mantle or envelope covering the whole periphery of the 
tunnel and forming a proteetion under which the work of exeava- 
tion can be carried out and the lining ereeted without the neees- 
sity of internal timbering. 

(b) An internal stiffening structure to prevent the collapse of 
the envelope, provided with horizontal platforms, where the 
tunnel was large enough, so that the work can be carried out 
conveniently at several stages, and with vertical partitions, so 
as to form several working chambers. 

(с) А rear extension of the envelope, or tail, clear of 
any internal structure, overlapping the tunnel lining already 
erected, under cover of which the lining may be erected in short 
lengths. 

(d) Hydraulic jacks for moving forward the shield. 

Only in one principle does this shield differ from the present 
day shield, namely in being divided into a number of cells, whieh 
could move forward some distance independently of each other. 
In other words, not only the internal structure was so divided 
but also the envelope whieh formed an integral part of the 
separate cells. 

5. Early Patents.—No other shield tunneling was carried out 
until 1869, but the interest in tunnel shields was kept alive as 
evideneed by a number of patents taken ont prior to that time 
with the view of improving on Brunel’s original patent. 
Amongst these is one taken out by S. Dunn in 1849. The design 
deseribed in this patent resembles that of the present day shield 
in showing it made allin one ресе. А patent granted В. Morton 
in 1866 is of interest by the fact that in this the word “shield” is 
used for the first time in describing the appliance. Prior to this 
the word “ее?” or “cylinder”? had always been used. In 1864 
Peter W. Barlow patented a shield to be used with a cireular 
east iron lining which was to be grouted on the outside. Не also 
obtained in 1869 a provisional patent which deseribes a shield 
having a vertical diaphragm. The first patent is of interest, 
because it probably formed the basis for the first tunnel shields 
constructed since that of Brunel. Shields were built simultane- 
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ously in the year 1869 in America and England, but 
independently of each other. 

6. Greathead and the Tower Subway.—In 1869 Barlow had 
promoted the construction of the Tower Subway, a small tunnel 
for foot passengers under the Thames River at London. No 
contractor would undertake the work. Brunel’s difficulties 
were still fresh in men's minds. Finally James Henry Greathead, 
who was then 26 years old and one of Barlow’s assistants, offered 
to carry out the work as Barlow’s contractor. The offer was 
accepted. Greathead designed the shield, superintended the 
construction of the tunnel and finished the work within the year 
1869. The tunnel was 7 ft. 194 in. in external diameter and 
1,350 ft. long. It was built in non-waterbearing clay throughout. 
From that time until his death in 1896 Greathead’s life work was 
shield tunneling and he was connected with the design or the 
construction of nearly all shield driven tunnels built during 
that period. 

T. Beach and the Broadway Tunnel.—While the Tower Sub- 
way was being built in London a tunnel was being constructed 
by the shield method under Broadway in New York City. The 
shield for this tunnel was designed and built in 1869 by A. E. 
Beach, then editor of the Scientific American. The shield had a 
diameter of 8 ft. and was the first in which hydraulic jacks were 
used for driving forward the shield. That of the Tower Subway 
was propelled by serew jacks. The tunnel was intended for a 
“pneumatic railway" in which the cars were to be moved by 
compressed air. The shield was driven under Broadway from 
Warren Strect to Murray Street through dry sandy ground 
and the tunnel was opened to the public on Feb. 26, 1870. In 
1915, when the new rapid transit lines were built under Broadway, 
the shield was found partly intact at Murray Street. Beach 
shields were used in tunnels at Cincinnati, Ohio, and Cleveland, 
Ohio, the following years. At the latter place the shield ran into 
soft and waterbearing ground in 1872 and the method was 
abandoned. 

8. Shields Used in Dry Ground.— While Brunel’s shield was 
conceived originally and used as a means of tunneling through 
waterbearing ground, the Tower Subway and the Broadway 
Tunnel, in both of which the modern type of one-piece shield was 
used, were driven through dry ground. This was a great help 
in the development of the shield method, because it gave experi- 
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ence in the use of the shield before the necessity arose of coping 
with the additional problem of keeping out water. 

9. Compressed Air in Engineering Work.—4As previously 
stated, Brunel's attention was called to the possibilities of 
compressed air as a help to keep the water out of his tunnel, but 
he did not attempt to put it into practice. It is evident, however, 
that his difficulties inspired Admiral Sir Thomas Cochrane, 
Lord Dundonald, to conceive a method of using compressed air 
in tunneling and shaft sinking. In the year 1830 Cochrane took 
out a patent (No. 6018) for an apparatus, which is in fact the 
modern air lock. The first time compressed air and the ап 
lock were used in engineering work was in 1839 when a French 
engineer Triger sank an iron lined coal pit at Chalons, France. 
The word “air lock" was not used until 1851, when J. Hughes 
used it in describing the work of sinking caissons for the 
Rochester bridge, England. 

10. Compressed Air Applied to Tunneling.— The honor of 
first applying compressed air to tunnel work is divided between 
New York and Antwerp. At the latter place Mr. Hersent used 
it in 1879 for driving a small tunnel lined with cast iron in con- 
nection with some dock work he was carrying out. The tunnel 
was rectangular in shape, although each side had an outward 
curve. It was 5 ft. high and 4 ft. wide. In the same year 
DeWitt Clinton Haskin started to build a tunnel on a much 
larger scale, involving the crossing of the Hudson River between 
Fifteenth Street, Jersey City and Morton Street, New York 
City. There were to be two tunnels, each 18 ft. high and 16 ft. 
wide and lined with brickwork. The work was carried out 
principally from the New Jersey shaft and compressed air was 
used. In 1880 a serious accident occurred, but the work was con- 
tinued until 1882 when Haskin's capital was exhausted and the 
work suspended. By that time 1,540 ft. of the North tunnel 
had been eompleted from the Jersey City shaft and 74 ft. from 
the New York shaft, and of the South tunnel 600 ft. had been 
driven from the New Jersey shaft. Later—in 1889—this work 
was revived by an English company with Baker and Greathead 
as the consulting engineers. The contractor was 5. Pearson and 
Son, with E. W. Moir in charge. A shield was built in the North 
tunnel and 2,000 ft. of tunnel was driven by means of this shield 
and lined with cast iron with an external diameter of 19ft.6in. In 
1891 the work was again stopped by lack of capital. Finally, n 
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1902, the work was again started under the direetion of Charles 
M. Jacobs, and on Mareh 11, 1904, the North tunnel was holed 
through. The completion of the South tunnel followed soon 
after and the two tunnels now form part of the Hudson and 
Manhattan Railroad system. 

11. Tunneling with Shield and Compressed Air.—The first 
use of compressed air in conjunction with shield tunneling 
occurred in 1886 on the construction of the original portion of 
the City and South London Railway, then called the London and 
Southwark Subway. It involved the construction of more than 6 
miles of tunnel. The external diameter of the east iron lining 
raried. On one portion it was 10 ft. 1034 in. and on the 
remainder it was 11 ft. 3 in. For the greater part of the 
length the work was in clay impervious to water, but short 
stretehes of open waterbearing ground were met. Here for the 
first time compressed air was used in conjunction with a shield. 
The shields used were of the Greathead type and were designed 
by him in his capacity as the chief engineer of the work. 

12. Greathead’s Grouting Pan.—In connection with this 
work Greathead had designed and patented (No. 5221) his 
grouting machine, used to force lime or cement grout outside of 
the tunnel lining and thus fill the voids left by the tail of the 
shield. This machine has survived practically in its original 
form to this day and next to the shield and compressed air it is 
the most useful tool the tunnel man has. 

13. Shields for Compressed Air Work.—The shields used on 
the City and South London Railway tunnels were made for dry 
ground tunneling and the use of them in waterbearing ground in 
connection with compressed air was incidental. Shields pur- 
posely construeted for compressed air work were first used in 
1888, simultaneously in England and in America. The English 
tunnel was the Vyrnwy Aqueduct tunnel under the River Mersey 
near Liverpool. The external diameter of the tunnel was 10 ft. 
The ground was known to be waterbearing and a shield designed 
with this condition in view was started, but did not prove suecess- 
ful. After consultation with Greathead and Baker it was 
changed, therefore, so as to form a water trap. This was the 
first shield of this type and it performed its work successfully. 
The other shield specially designed for waterbearing ground and 
built the same year was for the Sarnia tunnel, which earries the 
trains of the Grand Trunk Railroad under the St. Clair River 
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between the United States and Canada. This tunnel had ап 
outside diameter of 21 ft. and was the largest shield tunnel 
attempted up to that time, except Brunel's. The shield. was 
designed by J. Hobson and was successfully carried through the 
soft waterbearing clay under the St. Clair River. 

14. Method Developed.—The suceess of the work on the 
Sarnia tunnel gave an undoubted impetus to the new method 
as it showed the possibility of rapid and successful tunneling 
where ordinary mining methods would have been hazardous or 
impossible. This work was closely followed by the resumption 
of the construction of the Hudson tunnel in 1889 (see par. 10) by 
the shield method and in 1892 by the work on the Blackwall 
tunnel under the Thames. This latter tunnel had an outside 
diameter of 27 ft. and was driven through open and difficult 
waterbearing ground without undue delays. In its completion 
Brunel’s ideal may be said to have been realized. From now on 
shield driven tunnels were built in rapid succession for all pur- 
poses, of all sizes and through any kind of ground. 

15. Value and Limitations of Shield.— Naturally during its 
infaney and adolescence the tunnel shicld has sometimes been 
looked upon as a panacea for all the ills of tunnel building 
That stage is about passed. The present tendency is to accept 
the shield for what it really is, namely an adjunct to and not a 
substitute for mining methods. It offers as such important 
advantages in diminishing the timbering otherwise necessary, 
in safeguarding the work, in speeding the progress and in extend- 
ing the field of tunneling. With this in view the design is made 
without unnecessary and complicated appliances but as strong, 
stiff and powerful as the conditions will permit. After all, the 
shield alone does not build the tunnel. Successful tunnel con- 
struction is achieved only by incessant care and workmanlike 
execution. 

16. Equipment of Shield.— We have followed the development 
of the tunnel shield from its inception until а workmanlike 
machine was developed, capable of driving tunncls—if necessary 
with the assistance of compressed air—through any kind of 
ground. Some main parts of the equipment of the shield may 
be mentioned briefly. 

(a) Shield Jacks.—'The shiclds for Brunel's tunnel and for the 
Tower Subway were propelled by screw jacks. The first shield 
provided with hydraulic jacks was that for the Broadway tunnel 

3 


34 SHIELD TUNNELING 


in New York in 1869. In the early shields the pressure was 
supplied by a hand pump mounted on the shield and the eapacity 
was 2,000 Ib. per square inch or less. On the Sarnia and later 
tunnels the pressure was supplied by mechanically driven pumps. 
On the Hudson tunnel shield of 1889 the pressure was 4,000 
lb. per square inch and on later shields it has ranged from 5,000 
to 6,000 1. per square inch. 

(b) Segment Erector —On the Sarnia tunnel (1888) the weight 
of the east iron segments and the size of the tunnel necessitated 
mechanical means for manipulating the segments during the 
erection. A mechanical erector, therefore, was attached to the 
shield and worked by hand. On the Hudson tunnel (1889) a 
hydraulie ereetor was provided mounted on a platform behind 
the shield. The first shield on which a hydraulic erector was 
mounted directly on the shield was that of the Blackwall tunnel 
(1892), and two ereetors were provided on this shield. 

(c) Face Jacks.—tThe first shield furnished with faee jacks for 
the support of the face breasting during the forward movement 
of the shield was that of a station tunnel on the Waterloo and 
City Railway in 1895. Sinee then face Jacks have been found a 
useful adjunet on many shields. 

(d) ITood.—The hood is a forward extension of the upper part 
of the shield envelope. It was first applied as a protection for 
the men working in front of the shield on the shield of the Siphon 
de la Coneorde in 1892, and has sinee been used for the same 
purpose on several shields driven through open ground. In the 
year 1892, Dalrymple Hay used the hood on the Waterloo and 
City Railway in conjunction with “clay pockets” to dispense with 
the use of cireumferential timbering in front of the shield. 

(с) Vizor—A more pronounced forward extension of the shield 
envelope has been used on several Freneh and German shields, 
the purpose being to make the front plane of the shield conform 
approximately to the natural slope of the ground so as to avoid 
the necessity of timbering the face. An example of this is afforded 
by the shield for the Spree tunnel (1895). 

17. Mechanical Excavators.— The introduction of the shield 
did not remove the necessity of exeavating by hand exeept in 
specifie instances, as for example when tunneling through Hudson 
River silt, in which case the shield may be driven forward into 
the ground without excavating the material. In most other 
kinds of ground the material in front of the shield must be 
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excavated before the shield can advance. Attempts have been 
made to do this mechanically and several machines have been 
devised. One of the earliest and most successful is the Price 
Excavator, first used on the Central London Railway in 1897 
and since then many miles of tube railways in London have been 
excavated by means of this machine. It is best suited for clay, 
but it has also been used through open waterbearing ground. 
An American machine, originally devised by Charles Bonnet, 
was used first in the year 1914 on some sewer construction in 
Detroit, Mich., without a shield. 

18. Roof Shield.—4A variation of the regular tunnel shield is 
presented by the “roof shield." This type of shield resembles in 
principle the regular type, except that it does not enclose the 
complete tunnel but only the arch. The first attempt to use a 
roof shicld was made in Baltimore in the year 1892, but owing to 
insufficient strength the shield distorted and was abandoned. 
The first suecessful use of a roof shield was made in Paris in 
1595 on the construction of the Collecteur de Clichy extra muros. 
The span of this shield was 23 ft. 9 in. The shield was designed 
by Chagnaud, the contractor on the work, and the construction 
of the tunnel was carried out under the direction of Reynald 
Legouez. 

19. Cast Iron Lining.—In his patent specifieations of 1818 
Brunel shows a cireular tunnel and states that he prefers cast 
iron as a lining material. While he did not use it himself, 
circular east iron tunnel lining has been in almost universal use 
until recent years. It has the advantage of being capable of 
withstanding the jack thrust and carth pressures immediately 
after being erected. 

20. Masonry Lining.— With the first roof shield, masonry 
lining was again introduced. In order to avoid the masonry 
being exposed to the thrust of the shield jacks these were made 
to bear on the form work instead of on the lining. This method 
has been used in some later cases. When the Tremont Street 
tunnel in Boston was being constructed in the vear 1897 with a 
roof shield, Carson introduced longitudinal thrust bars in the 
concrete lining. In some cases, however, the jack pressure has 
been taken up directly by the freshly deposited concrete. The 
first instance when this method was used was on the Siphon 
de l'Oise near Paris in 1897. The tunnel was circular with an 
external diameter of 8 ft, 3 in. and was driven with a regular 
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shield. The method was not entirely successful here, but it has 
been developed further by a German firm, Hallinger & Co., with 
apparent sueeess. 

21. Block Lining.—Blocks of masonry laid without mortar 
have also been used for tunnel lining. One of the earliest 
instanees is that of some sewer tunnels in Melbourne, Australia, 
(1893) where bluestone or precast conerete bloeks were used in 
shield driven tunnels, ranging in size from 5 ft. 9 in. to 11 ft. 6 in. 
One of the most notable examples of the use of precast concrete 
bloeks for lining a shield driven tunnel is that of the Cleveland 
New West Side Intake Tunnel (1915). This tunnel is over 
16,000 feet long in elay and is lined throughout with preeast 
conerete blocks. 

22. Wood Lining.—In several instances shield driven tunnels 
have been provided with a primary lining of wood, supplemented 
with an internal lining of masonry. The advantage of this 
eonstruetion is that the wood lining may be immediately self- 
supporting and capable of carrying the thrust of the shield jacks. 
Onc of the first examples of wood lining is also that of the sewer 
tunnels in Melbourne (1893) where shield driven tunnels ranging 
from 9 ft. 9 in. to 10 ft. 6 in. in diameter were lined primarily 
with wood. In 1915 the Dorchester tunnel, Boston, was con- 
strueted with a primary lining of wood. This tunnel has an 
external diameter of 24 ft. 2 in. and is the largest tunnel so far 
built with wood lining. 

23. Compressed Air Work.—Compressed air has proved itself 
a powerful help in the construction of tunnels, not only in eon- 
junction with the shield method, but also where tunneling ean be 
earried out without the use of a shield. The most important 
example of tunneling in compressed air without shield is perhaps 
afforded by the Cleveland East Side Intake Tunnel (1898), 
26,000 ft. of briek lined tunnel with an external diameter of 11 
ft. 2 in. In the early days work in compressed air was fraught 
with danger. E. W. Moir has stated (Journal of the Society 
of Arts, May 15, 1896) that before his time (1889) on the Hudson 
tunnel men had been dying at the rate of about 25 per eent per 
annum. He introduecd there the “Hospital Loek” whieh since 
has been used universally on eompressed air work and whieh has 
relieved inuch suffering. Аз conditions beeame better under- 
stood, sufficient fresh air was supplied to the working chamber, 
the time of locking out was regulated and proper sanitary rules 
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were enforced, removing many of the dangers of work in com- 
pressed air. The safety of the men working in compressed air 
in case of flooding of the tunnel was also better secured by a 
number of safety appliances, among which may be mentioned the 
safety screen, originally proposed by Van der Veyde in 1880, 
and first applied in the Blackwall tunnel (1892). 

24. Shield Driven Tunnels.—It has been shown that while 
shield tunneling started as early as 1825, 1t was not until 1886, 
that it was carried out in earnest. Since that time, however, it 
has been carried out almost continuously in many countries. 
In the following pages—arranged chronologically for cach coun- 
try—a short description is given of each shield driven tunnel of 
which we have been able to find records. Each tunnel is given 
a serial number, and this number is used for reference in the 
succeeding chapters, where mention is made of that tunnel. In 
this list, names as Drinker, Simms, Legouez, Copperthwaite, 
Dolezalek refer to books by these authors. The full titles of 
these books are given in the bibliography at the end of this book. 


AMERICA 

А-1. Broadway Subway. 1869-1870. 

Under Broadway, New York City, between Warren Street and Murray 
Street. Length 294 ft. External diameter about 9 ft. 4 in., internal diame- 
ter S ft. Brick lining. Shield designed by А. E. Beach. Тор of tunnel 
21 ft. below street bevel. Loose sandy ground. Built for а pneumatic 
rallroad. Abandoned. 

Ref. Scientific American, March 5, 1870. 

A-2. Cineinnati Sewer. 1871-1872. 

From Abigail Street under Syeamore Street and Court Street to Broadway, 
Cineinnati, О. Internal diameter 8 ft. Beach shield. Brick lining. 

A-3. Cleveland Water Intake. 1871-1872. 

Under Lake Erie. Beach type shield tried but abandoned after being used 
for a length of 140 ft. on aecount of the fluid charaeter of the ground. 
External diameter 6 ft. Brick lining. 

A-4. 12th Street Intake, Chicago. 1887-1892. 

Under Lake Michigan. Internal diameter 8 ft. Shield tried but soon 
abandoned. 

A-5. Sarnia. 1888-1890. 

Single track railroad tunnel under the St. Clair River, forming the bound- 
ary between the Province of Ontario, Canada and the State of Michigan, 
U. S. А. Length 6,170 ft. External diameter 21 ft.; internal diameter 
19 ft. 10 in. Cast iron lining. Ground, soft clay. Top of tunnel 55 
ft. below water level and 20 ft. below river bed. Average progress 228 
ft. рег month. Аш pressure 28 Ib. per square inch. 

Ref. Eng. News, Oct. 4, Nov. 8, Nov. 22, Dec. 6, 1890. Legouez, 1597, 
рр. 122-156. Copperthwaite, 1906, рр. 172-150. 
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A-6. Hudson. 1889-1905. 

Under the Hudson River between 15th Street, Jersey City and Morton 
Street, New York. Commenced in 1879 without shield but with compressed 
air. Suspended in 1882. Recommenced in 1889 by the shield method. 
Suspended again in 1891. Restarted in 1902 and completed in 1905. 
This tunnel now forms the North tube of the up-town lines of the Hudson & 
Manhattan Railroad. Total length driven by shield 3,507 ft. Cast iron 
lining, external diameter 19 ft. 6 in.; internal diameter 18 ft. Zin. Ground, 
silt, sand, rock; mostly silt. 

Ref. Drinker, рр. 961-976; Legouez, 1897, pp. 89-121. Copperthwaite, 
1906, pp. 159-172. Eng. News, March 15, 1890; April 12, 1890, April 26, 
1890; July 19, 1890; Nov. 15, 1890. 

A-7. Baltimore Belt Line. 1891-1892. 

Railroad tunnel under Howard Street, Baltimore. Roof shield of 30 ft. 
$ in. span used for arch and two rectangular shields 9 ft. high by $ ft. wide 
for bottom headings. Roof shield distorted soon after being started and 
shields removed. Ground was sandy clay with water. 

Ref. Eng. News, Jan. 9, 1892. 

А-8. Ravenswood. 1892-1894. 

Tunnel for gas mains under the East River, New York City, between 71st 
Street, Manhattan, and Long Island City. Top of tunnel 110 ft. below high 
water and minimum depth to river bed 41 ft. Shield used for short stretches 
only through seams of decomposed rock. Two shields used, one at the 
Manhattan end for a distance of 163 ft., and one at the Long Island end for a 
distance of 65 ft. These portions of the tunnel were lined with east iron, 
external diameter 10 ft. 10 in.; internal diameter 10 ft. 2 in. Maximum 
air pressure 52 lb. per square inch. 

Ref. Proc. Boston Soc. C. E., April 17, 1895; Eng. News, July 11, 
1895. Legouez, 1897, pp. 200-226. Copperthwaite, 1906, pp. 215-222. 

A-9. Ripley. 1896-1898. 

Tunnel for water supply at Ripley, N. Y., through a hill 700 feet long. 
Mostly done by mining methods but the last 60 ft. through quieksand 
were done by the shield method, under compressed air. Wood lining external 
diameter 4 ft. 10 in. 

Ref. Eng. News, June 9, 1595. 

A-10. Tremont Street. 1896-1897. 

Double track railroad tunnel under Tremont Street, Boston, Mass. 
Length driveu by roof shield 550 ft. Overall width of roof shield 29 ft. 4 
in. Briek arch. Ground, elay and sand with boulders, loose sand and 
gravel. Average progress 9 ft. per working day. 

Ref. Copperthwaite, 1906, p. 303 to p. 312. 

А-11. Malden Bridge. 1898-1899. 

Siphon tunnel for gas main under Mystic River at Malden Bridge, Charles- 
town, near Everett, Mass. Length 1,515 ft. Wood lining. External 
diameter 5 ft. 6in. Carries a 54 in. pipe and space between pipe and wood 
is filled with concrete. Cost $50,000.00. 

Ref. Proc. Borton Soc. C. E., April 17, 1901. Eng. News, October 3, 1901. 

A-12. 39th Street Sewer, Chicago. 1899-1902. 

Main intercepting sewer tunnel in 39th Street, Chicago, from Lake 
Michigan to Butler Street. Length 9,563 ft. Wood lining with interior 
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briek lining. External diameter 24 ft. 9 in. Internal diameter 20 ft. 
Progress 9 ft. per working day. Average air pressure 9 lb. per square inch. 

Ref. Eng. News, August 3, 1899; May 28, 1903. Eng. Record, January 
19, 1901. 

A-13. East Boston. 1900-1903. 

Double track railroad tunnel under Boston Harbor from State Street to 
Lewis Street, East Boston, Mass. Length 4,350 ft. Roof shield. Overall 
width of shield 29 ft. "Top of tunnel 68 ft. below H. W. and 22 ft.below bed 
of harbor. Conerete lining. Average progress 5 ft. per day. Ground 
mostly blue elay. Average air pressure 20 lb. per square inch. 

Ref. Boston Transit Commission, Annual report, 1901, 1902. Copper- 
thwaite, 1906, pp. 312-324. Eng. News, April 4, 1901; Jan. 23, 1902; June 
4, 1903. 

A-14. Mystic River. 1901. 

Water pipe tunnel under Mystie River at Boston, Mass. Length 132 ft. 
Wood lining, external diameter 9 ft. 4 in. Ground, gravel, boulders and 
clay. Аш pressure 24-29 lb. per square inch. Average progress 1.8 ft. 
per day. Cost $11,800.00. 

Ref. Eng. News, Sept. 26, 1907. 

A-15. Cleveland Intereepting Sewer. 1902-1912. 

Sewer tunnel along the shore front of Lake Erie, Cleveland, O. First 
length of 1,100 ft. built in 1902, external diameter 16 ft. 6 in., internal 
diameter 13 ft. 6 in. Brick lining. Ground, plastic elay. Аш pressure 
7 lb. per square inch. Average progress 6 ft. per day. Last 6,800 ft. 
with an internal diameter of 12 ft. 3 in. was built at an average progress 
of 9 ft. per day and at a eost of $35.00 per linear foot. ‘Total length 24,500 
ft., mostly with wood lining and interior brick lining. 

Ref. Eng. News, March 28, 1912. 

A-16. Battery. 1903-1906. 

Two single track railroad tunnels from Battery Park, Manhattan under 
the East River, to Joralemon Street, Brooklyn, New York. Each tunnel 
is 6,766 ft. long, of which length about 2,540 ft. from the Manhattan side 
to nearly halfway across the river was in rock and driven without shield. 
Total length of shield driven single track tunnel 8,450 ft. Cast iron lining, 
external diameter 16 ft. 815 in. Four types of lining were used as follows: 





Internal diam- Thickness of | Weight per lin- 


Ty | E 
fw | cter, feet skin, inches ear foot, Ib. 
[DOES КГУ Г. rem m 15.54 12125 3,992 
CAN N c soe. 15.46 15125 4,545 
Special extra heavy...... | 15.46 1.125 5, 133 
та Полу. os cs ee ee os | 15.46 2.000 2295 





The light type was used through rock. "The heavy (уре was used in soft 
ground under the river and on the Brooklyn shore below high water. The 
special extra heavy type was used from the Brooklyn bulkhead line for a 
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distance of about 900 ft. under the river. The extra heavy lining was 
used for short lengths under bulkheads, at end of rock portions and simi- 
lar places. Tunnels settled at eertain places and were supported on piles. 
Ground mostly sandy. Top of tunnel 75 ft. below H. W. and minimum 
cover 16 ft. Maximum air pressure 42 lb. per square inch. Average 35 
lb. per square ineh. 

Ref: Brooklyn Engineers Club, Paper S0, Feb. 13, 1908. Eng. 
News, June 27, 1907. Eng. Record, Mareh 5, Mareh 12, 1904; Sept. 9, 
1905; June 2, 1906; Mareh 2, 1907; July 20, 1907. 

A-17. Hudson & Manhattan. 1902-1908. 


In addition to the Hudson Tunnel (No. A-6) the Hudson & Manhattan 
Railroad Company's shield driven tunnels consist of one single track tunnel 
parallel to and south of No. A-6 across the Hudson River from 15th Street, 
Jersey City to Morton Street, New York; two single track tunnels from Mor- 
ton Street to 12th Street, 6th Avenue, New York; two single track tunnels 
across the Hudson River between Pennsylvania Railroad Station, Jersey 
City and Church Street, New York and of two single track tunnels along 
certain portions of the New Jersey shore between Pennsylvania Station, 
Jersey City and the Hoboken, N. J. Terminal. Total length 35,317 ft. of 
single track shield driven tunnel. External diameter 16 ft. 7 in. Internal 
diameter 15 ft. 3 in. Cast iron lining. Top of tunnel 75 ft. below high 
water. Minimum cover 10 ft. Material, sand, gravel, roek, mixed face 
and silt. Average progress, up town 9.3 ft. per day. Downtown in silt 
almost 16 ft. per day. Average eost $300 per linear foot of single tunnel. 
Average air pressure 25 lb. per square шећ. 

Ref. Proc. Inst. C. E., Vol. 181, pp. 169-257. 


A-18. Pennsylvania Railroad North River. 

Two single track railroad tunnels under the Hudson River from Wee- 
hawken, New Jersey, to 32nd Street, Manhattan. Shields started May 12, 
1905; tunneling completed November 18, 1906. Length of shield driven 
tunnel, total 12,196 ft. Cast iron lining with interior concrete lining. Ext. 
dia. 23 ft.; internal diameter 19 ft. Top of tunnel 70 ft. below H. W. and 
20 ft. below river bed. Rock, sand, gravel, mostly river silt. Average 
progress in silt, 14.12 ft. per day of 24 hours. Аш pressure, average 
РОВІ 

Ref. Traps Am: Soe C. E. vol. OS. 


A-19. Pennsylvania Railroad East River. 

Four single track railroad tunnels under the East River from 33rd and 
34th Streets, Manhattan, to Van Alst Avenue, Long Island City. Total 
length of single track shield driven tunnel 23,600 ft. Work commenced 
May 17, 1904 and completed May 17, 1909. Cast iron lining with interior 
conerete lining. Ext. dia. 23 ft.; int. dia. of concrete lining, 19 ft. Тор of 
tunnel 70 ft. below Н. W. and minimum cover 10 ft. Rock, sand, gravel. 
Average progress in soft ground 7 ft. per day. 

Ref. Trens. Am. Soc. C. E vol. 65. 


A-20. Providence. 1904. 
Sewer tunnel at Providence, В. I. Length 3,954 ft. Wood lining with 
brick inside. External diameter about 6 ft. 3 in. Internal diameter 4 
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ft. Ground dry and wet sand. Progress 9.1 ft. per day. Air pressure 
2-14 1Ъ. per square inch. Cost $34.68 per linear foot. 

Ref. Eng. Record, July 16, 1904. 

А-21. Steinway. 1905-1907. 

(Also called Belmont tunnels.) Two single track railroad tunnels from 
Fourth Avenue under 42nd Street and East River to Long Island City, New 
York. Total length of line about 8,600 ft., of which the greater part is 
in rock. The shield driven portion aggregates about 5,000 ft. of single 
track tunnel. Cast iron lining, external diameter 16 ft. 10 in., internal 
diameter 15 ft. 6 in. Top of tunnel 88 ft. below Н. W. and 25 ft. below river 
bed. Ground, roek, sand and еіау. Air pressure 40 lb. per square inch. 

Ref. Eng. Record, March 3, 1906; June 8, 1907. 


A-22. Gowanus. 1907-1908. 

Flushing tunnel for Gowanus Canal, Brooklyn, N. Y. Length 6,270 
ft. Briek lining. External diameter 14 ft. 8 in. Internal diameter 12 
ft. Air pressure 7 lb. per square inch. Cost $100.00 per linear foot. 

A-23. Lawrenee Avenue Sewer, Chicago. 1907. 

(a) Intereepting sewer. Length 8,220 ft. Wood lining with interior 
brick lining. External diameter 20 ft. Internal diameter 16 ft. Ground, 
clay. Cost $79.75 per linear foot. 

(b) Intake tunnel for flushing water under Lake Michigan. Length 1,446 
ft. Roof shield. Internal dimensions: span 20 ft. 6 in.; height 14 ft. 
Ground, elay. Аш pressure 8 lb. per square inch. Wood lining with Inte- 
rior briek lining in arch and concrete in invert. 

Ref. (a) Engineering-Contracting, Feb. 6, 1907. 

(b) Eng. Record, Dec. 19, 1908. 

A-24. Detroit River. 1906-1910. 

Two single track railroad tunnels across the Detroit River between 
Detroit, Mieh. and Windsor, Ont. carrying the Michigan Central Railway. 
Portion under river built by trench method. Shore portion by two “side 
shields." Overall height of shields 27 ft. 1115 in., overall width 19 ft. 
1015 in. Wood lining. Average progress 9 ft. per day. Total length 
driven by shields 8,876 ft. Аш pressure from 7 to 24 lb. per square inch. 
Cost from $228 to $257 per linear foot of single tunnel. 

Ref. Proc. Inst. C. E., vol. 185, pp. 2-91. Enginecring-Contracting, Sept. 
27, 1911. Eng. Record, Sept. 19, 1908; Jan. 30, 1909; Dee. 18, Dec. 25, 
1909; March 5, 1910. Trans. Am. Soc. C. E., vol. 74. p. 288. 

А-25. Beacon Hill. 1909-1911. 

Double traek railroad tunnel in Boston, Mass. Length driven by roof 
shield 1,570 ft. Overall width 48.8 ft. No air pressure. Hard sandy 
clay. 

Ref. Boston Transit Commission Annual Report, 1912. Eng. Record, 
July 13, 1912. 

A-26. Cleveland New West Side Intake. 1914-1917. 

Water intake tunnel under Lake Erie at Cleveland, О. Length 16,088 
ft. Conerete block lining. External diameter 11 ft. 11 in. Internal 
diameter 10 ft. 

Ref. Eng. News, Jan. 18, 1917. 


42 SHIELD TUNNELING 


A-27. Old Slip. 1914-1919. 

Two single track railroad tunnels under the East River, New York, from 
Old Slip, Manhattan, to Clark Street, Brooklyn. Total length 11,700 ft. 
of single track tunnel. Cast iron lining, two types. (a) External diameter 
17 ft. 2 in., internal diameter 16 ft.; skin thickness 1 ш.; weight 4,070 
lb. per linear foot. (b) External diameter 17 ft. 6 in., internal diameter 
16 ft.; skin thickness 1?$ in.; weight 6,220 lb. per linear foot. Top of 
tunnel 71.50 ft. below H. W. Minimum cover nil. Average air pressure 
30 lb. per square inch; maximum, 3714 lb. Ground, rock, sand. Average 
progress under river in soft ground 163 ft. per month, in rock 92 ft. per 
month. Total cost of contract $6,257,392. Cost per linear foot of single 
tunnel (excluding stations) $450. 

A-28. Whitehall.. 1914-1920. 

Two single track railroad tunnels under the East River, New York, from 
Whitehall Street, Manhattan, to Montague Street, Brooklyn. "Total length 
12,814 ft. of single track tunnel. Cast iron lining, two types for shield 
driven tunnels. External diameter 18 ft., internal diameter 16 ft. 6 in. 
Type (a) skin thickness 1 in.; weight 4,175 Ib. per linear foot. Type (b) 
skin thickness 1?$ in.; weight 6,220 lb. per linear foot. Top of tunnel 
70 ft. below H. W. Minimum cover 8 ft. Average air pressure 30 lb. 
per square inch. Maximum 341% lb. Ground, rock, sand, clay. Average 
progress under river in soft ground 198 ft. per month; in rock 94 ft. per 
month. Total cost of contract $5,712,350. Cost per linear foot of single 
tunnel (exeluding stations) $423. 

A-29. Willoughby-Montague Street, Brooklyn. 1915-1916. 

Two single track railroad tunnels under Montague and Willoughby 
Streets, Brooklyn. Total length 6,284 ft. of single tunnel. Cast iron 
lining. Top of tunnel 55 ft. below surface of street. Normal air pressure. 
Average progress 180 ft. per month. 

A-30. 14th Street, New York. 1916-1919. 

Two single track railroad tunnels under the East River, New York, from 
14th Street, Manhattan, to North 7th Street, Brooklyn. Total length 
14,178 ft. of single track tunnel. Cast iron lining. Shield driven tunnels, 
external diameter 18 ft., internal diameter 16 ft. 6 in. Top of tunnel 
SO ft. below H. W. Minimum cover nil. Average air pressure 33 lb. 
per square inch, maximum 3914 lb. Ground, rock, sand, clay. Average 
progress under river in soft ground 122 ft. per month, in rock and soft ground 
44 ft. per month. Total cost of contract $6,002,800. Cost per linear foot 
of single tunnel $425 (excluding stations). 

A-31. Point Defiance. 1915. 

Two track railroad tunnel for Northern Pacifie Railway near Tacoma, 
Wash. Roof shield. Overall width 34 ft. 834 in. Wood lining. Heavy 
ground. Progress 12—16 ft. per day. | 

Ref. Eng. Record, Feb. 27, 1915. 

A-32. Hulig Avenue, Memphis. 1915. 

Sewer tunnel under Hulig Avenue, Memphis, Tenn. After 560 ft. were 
driven by shield, the shield distorted and method abandoned. Wood lining 
with interior concrete lining. External diameter 21 ft. Internal diameter 
16 it. 
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Ref. Eng. News, Мау 11, 1916. 

A-33. Gayoso Avenue, Memphis. 1915. 

Sewer tunnel under Gayoso Avenuc, Memphis, Tenn. Length 2,505 
ft. Wood lining with interior concrete lining. External diameter 19 ft. 
$ in., internal diameter 15 ft. Ground, hard clay, soft elay, waterbeariug 
sand. Progress 10 ft. per day. 

Ref. Eng. News, May 11, 1916. 

A-34. Dorchester. 1915-1917. 

Two single track tunnels under Fort Point Channel, Boston Harbor, 
Boston, Mass., between Dorchester Avenue and Summer Street. Total 
length 6,120 ft. of single track shield driven tunnel. Wood lining with 
interior concrete lining; external diameter 24 ft. 2 in.: internal diameter 
19 ft. 10 in. Ground, blue clay with sand in places. Аш pressure 20-28 
lb. per square inch. Average progress 10 ft. per day. : 

Ref. Boston Transit Commission, Annual Report, 1916. Eng. Record, 
ОПГ ООП, 1915; Jan. 29, 1916. 

A-35. 60th Street, New York. 1916-1919. 

Two single track railroad tunnels under the East River, New York, from 
60th Street, Manhattan, to North Jane Street, Queens. Total length 1,754 
ft. of single track tunnel driven by shield. Cast iron lining, external dia- 
meter 1S ft. Internal diameter 16 ft. 6 in. Top of tunnel 95 ft. below 
H. W. In the channel west of Blackwell's Island the depth of water is 
about 115 ft. and the tunnel is built through a permanent clay blanket 
previously deposited and protected with rip rap. Ground, rock, sand, 
gravel and clay blanket. Аш pressure up to 48-1. persquare inch. Average 
progress 5.23 ft. per day. Average monthly progress of shield in rock 81 
ft., in mixed face 99 ft., in soft ground 184 ft. Total cost of contrac 
$4,229,000. Cost per linear foot of single track $289 (out of 7,320 ft. of 
single track structure only 1,754 ft. were shield driveu). 

A-36. West Water Street, Milwaukee. 1916. 

Sewer tunnel. External diameter 7 ft. Wood and concrete lining. 
Internal diameter 4 ft. Ground, sandy clay. Depth below street surface 
15-25 ft. Normal air pressure. Maximum progress 37 ft. in two ten-hour 
shifts. 

Ref. Eng. News-Record, Jan. 4, 1917. 

A-37. Milwaukee River Siphon. 1917. 

Sewer tunnel under Milwaukee River, between Fowler Street at West 
Water Street and Detroit Street at Broadway. ‘Total length 1,015 ft. 
External diameter 13 ft. Wood and concrete lining. Top of tunnel 36 
ft. below surface of river. Depth of cover 12 ft. Ground, sand, gravel, 
marshy clay. Аш pressure 14-21 lb. per square inch. Average progress 
10 ft. per day. 

Ref. Municipal Engineer, Dec., 1917. 

A-38. Milwaukee Sewer. 1918. 

Sewer system of Milwaukee. Length 11,000 ft. External diameter 9 
ft. 4 in., internal diameter 6 ft. Wood and concrete lining. 

Ref. Eng. News-Record, April 4, 1918. 

A-39. Flatbush Avenue. 1916-1919. 

Two track rapid transit railroad tunnel under Flatbush Avenue, Brooklyn, 
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New York, from Walbone Street North along the east side of Prospect Park 
for a distance of 1,848 ft. Roof shield. Overall width of shield 36 ft. 6 
in. Concretelining laid wet. Ground, glacial deposit, sand, clay, hard-pau, 
boulders. Normal air pressure. Progress 155 ft. per month (maximum). 

Ref. Eng. News-Record, Oct. 27, 1921, pp. 676-681. 

A-40. Hudson River Vehicular Tunnel. 1922. 

Two tunnels for highway traffic. Each tunnel has a 20 ft. roadway for 
two lines of vehicles and a footwalk. Across the Hudson River from Canal 
Street at Washington Street, New York City to 12th Street, Jersey City 
about 400 ft. east of Provost Street. Length of line 6,870 ft., or 18,740 ft. of 
tunnel. Cast iron lining with interior eonerete lining. External diameter 
29 ft. 6 in. except for a length of 777 ft. of the north tunnel at the New 
Jersey end which is 30 ft. 4 in. external diameter. Overall depth of flange 
of east iron lining 14 in. Shield driven. Ground, sand, gravel, rock, clay 
and silt. Contract price for complete work, including conerete lining and 
shafts and all interior finish exeept roadway pavement, $19,353,000.00 or 
about $1,400.00 per linear foot of tunnel. 


ENGLAND 


E-1. Thames Tunnel. 1825-1842. 

Under the Thames River between Wapping and Rotherhithe, London, 
one mile below Tower Bridge. Length 1,506 ft. between shafts. External 
cross-section rectangular, 37 ft. 6 in. wide and 23 ft. 3 in. high. Brick 
lining. Internal cross-section, two horseshoe shaped tunnels, 13 ft. 9 in. 
wide and 15 ft. 9 in. high. Top of structure 43 ft. below H. W. and 13 ft. 
below river bed. Ground, mud, clay, limestone and sand. First shield 
driven tunnel. Shield invented and work direeted by Mare Isambard 
Brunel. Compressed air not used. Average progress 6 in. per working 
day. Built for highway traffic, used as part of the East London Railway 
system. Cost $2,900,000.00. 

Ref. Weale’s Quarterly of Engineering, vol. 5, 1846. Legouez, 1897, 
pp. 1-44. 

Е-2. Tower Subway. 1569. 

Under the Thames River between London Bridge and Tower Bridge 
London. Length 1,320 ft. Circular cast iron lining, external diameter, 
7 ft. 13; in.; internal diameter 6 ft. 734 in. Top of tunnel 63 ft. below 
Н. W. and minimum cover 22 ft. London clay throughout; no compressed 
air needed or used. Promoted by Peter Barlow and constructed by James 
Henry Greathead, who designed the shield, the first Greathead shield. 
Average progress $ ft. 6 in. per day. Cost of shaft and tunnel, $48,000.00. 

Ref. Copperthwaite, 1900, рр. 11-14. Legouez, 1897, pp. 50-54. 
Proc. Inst. C. Е., vol. 123, p. 46. 

E-3. London & Southwark Subway. | 1886-1890. 

Later called the City & South London Railway. From the Monument, 
City of London, under the Thames just above London Bridge, to Clapliam 
Road at Stockwell Road. Two single track tunnels, each 16,640 ft. long 
or a total length of 33,280 ft. Cast iron lining. For a length of 13,200 ft. 
the external diameter was 10 ft. 1034 in. and the internal diameter 10 ft. 
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2 in. For the remaining 20,080 ft. the external diameter was H ft. 3 in. 
and the internal diameter 10 ft. 6 in. Depth 30-70 ft. below surface. 
London clay throughout except for a length of 150 ft. at Swan Lane and 600 
ft. near Stockwell where waterbearing gravel was inet. Compressed air 
used at these places for the first time in conjunction with shield. Average 
progress SO ft. per week. Average cost $72.00 per linear foot. 

Ref. Proc. Inst. С. Е., vol. 123, Greathead on the City and South London 
Railway. Legouez, 1897. pp. 62-55. 

E-4. Mersey. 1558—1592. 

Tunnel for the Vyrnwy Aqueduct under the River Mersey at Fidler’s 
Ferry near Liverpool. Commenced without shield. After 18 months work 
the contractors abandoned the work with only 60 ft. of tunnel completed. 
Tunnel relocated and commenced with shield and air pressure. After 180 
ft. were driven the second contractor abandoned the work. The shield was 
then reconstructed and the work proceded under the directions of the 
engineer, who completed the work between November, 1591 and March, 
1892. Length 800 ft. Cast iron lining, external diameter 10 ft., internal 
diameter 9 ft. Ground clay, coarse gravel, sand. Top of tunnel 55 ft. 
below И. W. Average progress 34 ft. per week, maximum 57 ft. Air 
pressure average 17 lb. per square inch. 

Ref. Simms “Practical Tunneling,” pp. 449-465. Proc. Inst. C. E., vol. 
123, рр. 100-105. Legouez, 1897, pp. 62-88. Copperthwaite, 1906, pp. 
293-930. Deacon “Tunneling in Loose Ground," British Assoc. Adv. Sci. 
Edinb. 1892. р. 532 Eng. Record, July 16, July 23, July 30, Sept. 17. 1892. 

E-5. Blackton. 1889. 

Middlesbrough Water Works. Length 426 ft., cast iron lining, internal 
diameter 13 ft. 6 in. Ground Schist. No air pressure. 

E-6. Kingston. 1891. 

Tunnel for water pipes, Southwark and Vauxhall Water Works, under the 
River Thames at Kingston, London. Length 540 ft. Cast iron lining, 
external diameter 9 ft., internal diameter S ft. 4 in. No air pressure, 
London clay throughout. Cost $40.00 per linear foot. 

E-7. Blackwall. 1892-1897. 

Highway tunnel under the Thames from Poplar to East Greenwich, 
London. Length 3,116 ft. of shield driven tunnel. Cast iron lining with 
interior concrete lining. External diameter 27 ft., internal diameter of 
concrete 24 ft. 3 in. Тор of tunnel 53 ft. below Н. W. Minimum cover 
5 ft. 6 in. Ground clay, gravel, sand. Average progress under the river 
(1,200 ft.) 23 ft. per week. Maximum air pressure 37 lb. per square inch. 
Cost with heavy east iron lining $605.00; with light lining $505.00 per 
linear foot. 

Ref. Proc. Inst. C. E., vol. 130. Copperthwaite, 1906. pp. 180-215. 
Legouez, 1897, pp. 227-232. 

E-S. Waterloo & City. 1894-1898. 

London Tube Railway. Two single track tunnels from Mansion House, 
City of London, crossing under the Thames to Waterloo Station. Begun 
1894, completed 1898. otal length of single track tunnel 16,740 ft. 
Cast iron lining. External diameter from Mansion House to South bank 
of River Thames, 13ft. Internal diameter 12 ft. 114 in. From the Thames 
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to Waterloo, external diameter 13 ft. 714 in., internal diameter 12 ft. 9 in. 
Ground, London clay, except near Waterloo Station where waterbearing 
ground was met. Аш pressure, 7 to $ lb. per square inch. The station 
at Mansion House 330 ft. long, cast iron lined and shield driven. External 
diameter 24 ft. 6 in. Internal diameter 23 ft. 

Ref. Proc. Inst. C. E. vol. 189. 

E-9. Central London Railway. 1896. 

London Tube Railway. Two single track tunnels from Bank, City of 
London to Shepherds Bush. Length of line 5.9 miles, opened for traffic 
July, 1900. Extension from Shepherds Bush toWood Lane, 0.6 mile long, 
opened for traffic, May, 1908. Extension from Bank to Liverpool Street 
opened, July, 1912. Length 0.5 mile. Total length of single track tunnel 
14 miles. Cast iron lining. External diameter, 12 ft. 6 in. Internal 
diameter, 11 ft. 814 in. Station tunnels cast iron lined and shield driven. 
External diameter 22 ft. 6 in., internal diameter 21 ft. 215 in. 

Ref. Engineering, Feb. 18 and Mareh 18, 1898. Engineer, Nov. 4, 11 
and 18, 1898. Copperthwaite, 1906, pp. 104-113. 

E-10. City & South London Railway. 

London Tube Railway. The portion of the original line (E-3) between 
Monument and the south side of the Thames was reconstructed in 1900 
(0.5 mile of railroad). Extension from Stockwell Road to Clapham Common 
in 1900. Length one mile. Extension from Monument to Moorgate Street, 
1900, length 0.5 mile. Extension to Angel, Islington, 1901, 1.5 mile route 
length. Extension to Euston Station, 1.3 mile, 1907. Total length of single 
track tunnels, 9.6 miles. Cast iron lining. External diameter 11 ft. 3 in. 
Internal diameter 10 ft. 6 in. Station tunnels lined with cast iron 
and shield driven. External diameter 22 ft. 6 in., and 34 ft. 6 in. 

E-11. Greenwich. 1899-1901. 

Footway tunnel under the Thames between the southerly point of Isle 
of Dogs, Poplar and Greenwich, London. Length 1,183 ft. Cast iron 
lining, external diameter 12 ft. 9 in., internal diameter 11 ft. 9 in. Top of 
tunnel 54 ft. below Н. W. and 10 ft. below river bed. Ground, clay, sand and 
gravel. Average progress 32 ft. per week. For a period of 3 months the 
average progress was 10 ft. per working day. Cost of tunnel, $173.00 per 
linear foot. Average air pressure 22 lb.; maximum 28 lb. per square inch. 

Ref. Proc. Inst. C. E., vol. 150, pp. 230-258. Copperthwaite, 1906, 
pp. 230-258. 

E-12. Great Northern & City Railway. 

London Tube Railway. From Moorgate Street, City of London to 
Seven Sisters Road, Finsbury. Length of line, 3.5 miles or 7 miles of single 
track tunnel. Open for traffie February, 1904. Upper half of tunnel 
lined with east iron. External diameter, 17 ft. Lower half lined with 
brick. 

Ref. Copperthwaite (1906) pp. 66-69. 

E-13. Lea. 1900-1901. 

Sewer Tunnel under River Lea, West Ham, London. Length 1,100 ft. 

Cast iron lining with inner masonry lining. External diameter 12 ft. 
334 in. Internal diameter of masonry lining 10 ft. 6 in. Ground, sand, 
peat. Compressed air used. 
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Ref. Copperthwaite (1906) рр. 258-264. 

K-14. Chelsea. 1901. 

Water tunnel under the Thames between Chelsea and Wandsworth. 

E-15. Bakerloo. 

London Tube Railway. From Baker Street crossing the Thames to 
Elephant and Castle, South London. Length of line 3.8 iniles opened in 
1906. Extension from Baker Street to Edgware Road (0.6 mile) open in 
1907. To Paddington Station (0.4 mile) open in 1913. То Queens Park 
(2.0 miles). Total length 13.6 miles of single track tunnel. External 
diameter 12 ft. 934 in. Internal diameter, 12 ft. Cast iron lining. 

Ref. Proc. Inst. C. E., vol. 150, pp. 25-84. 

E-16. Hilsea Creek. 1903. 

Water tunnel under Hilsea Creek near Cosham, Hampshire. Length 
579 ft., cast iron lining; external diameter 12 ft. 6 in., internal diameter 
11 ft. 10in. Top of tunnel 44 ft. below Н. W. and 32 ft. below river bed. 
Ground, loose waterbearing chalk. No air pressure. Average progress 
30 ft. per weck. 

Ref. Copperthwaite (1906) pp. 363-365. 

E-17. Rotherhithe. 1904-1908. 

Highway tunnel under the Thames between Stepney and Rotherhithe, 
about one-quarter mile below the first Thames tunnel (E-1). Length of 
shield driven tunnel 3,688 ft. 6 ш. Cast iron lining with interior conerete 
lining. External diameter 30 ft. Internal diameter of concrete lining 
27 ft. Top of tunnel 45 ft. below H. W.; minimum cover 8 ft. Ground 
clay, sand, sandy clay, gravel, rock. Average progress 38 ft. per week. 
Air pressure 21 lb. per square inch. Cost $667.00 per linear foot. 

Ref. Proc. Inst. С. Е., vol. 175. Eng. News, Dec. 19, 1907, pp. 663-669. 
Eng. Rec., Sept. 11, 1909, рр. 297-299. 

E-18. Kingsway. 1904. 

Two single track street railway tunnels under Holborn, London. Length 
of each 250 ft., or 500 ft. total. Cast iron lining external diameter 15 ft. 
10 in., internal diameter 15 ft. London clay. Average progress 5 ft. per 
day. 

Ete i roc.) ast. С. E. vol 183. p. 2L 

E-19. Piecadilly. 1906. 

London Tube Railway. From Finsbury Park to Hammersmith. Length 
of line, 9 miles, opened December, 1906. Extension from Holborn to Strand 
0.3 mile opened November, 1907. Total length, 18.6 miles of single track 
tunnel. 

E-20. Charing Cross Euston & Hampstead Ву. 1907. 

London Tube Railway. From Charing Cross to Golders Green with 
branch from High Street, Camden, to Holloway Road at Highgate. Length 
of line $ miles, opened June, 1907. Extension to Thames Embankment, 
length 0.3 miles, opened April, 1914. "Total length, 16.6 miles of single 
track tunnel. External diameter, 12 ft. 6 in. Internal diameter 11 ft. 8 
In. 

Ref. Copperthwaite, 1906, pp 113-116. 

E-21. Woolwich. 1910-1912. 

Footway tunnel under the Thames between North Woolwich and South 
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Woolwich, London. Length 1,630 ft. Cast топ lining, external diameter 
12 ft. 8 in., diameter of interior concrete 11 ft. 2 in. Тор of tunnel 61 
ft. below И. W. Minimum cover 12 ft. Ground fissured ebalk. Ат 
pressure 18-28 lb. per square inch. Average progress 8 ft. 6 in. per day. 
Cost complete $410,000.00. 

Ref. The Surveyor and Municipal and County Engineer, Nov. 1, 1912. 

E-22. Twickenham. 1914. 

Water tunnel under the Thames between Twiekenham and Richmond. 
Length 618 ft. Cast tron lining, external diameter 16 ft. 


SCOTLAND 


5-1. Glasgow Harbor. 1890-1893. 

Three parallel tunnels under the River Clyde between Ferry Road and 
Finnieston Quay. The two outer tunnels carry vehicular traffic and the 
middle tunnel foot passengers. Distanee between shafts 705 ft. Total 
length of shield driven tunnel 1,905 ft. Cast iron lining. External diameter 
17 ft., internal diameter 16 ft. Top of tunnels 46 ft. below H. W. and 15 
ft. below river bed. Ground, boulder elay, sand, gravel. Maximum air 
pressure 18 lb. per square inch. Progress 60-90 ft. per month. 

Ref. Engineering, May 10, May 31, June 14, June 28, 1895. Соррег- 
thwaite, 1906, pp. 152-156. Legouez, 1897, рр. 176-189. 

S-2. Glasgow District. 1892-1896. 

Two single track railroad tunnels for the Glasgow District Subway. 
Greater part constructed without shield, but approximately 2 miles were 
constructed with shield and lined with east iron. External diameter 12 ft., 
internal diameter 11 ft. 

Ref. Proc. Inst. of Engineers and Shipbuilders in Scotland, Jan. 28, 1896. 
Copperthwaite, 1906, pp. 139-143. Legouez, 1897, pp. 190-199. 

S-3. Mound of Edinburgh. 1893-1894. 

Two tunnels for single line vehicular traffic under a hill. Each tunnel is 
750 ft. long. External diameter 17 ft. 6 in., internal diameter 16 ft. 4 in. 
Dry ground. An air pressure of 15 Ib. per square inch used to support the 
ground. Cast iron lining. 

Ref. Copperthwaite (1906) p. 156. Legouez, 1897 p. 357. 

5-4. Dee Sewer. 1904-1909. 

Sewer tunnel under the River Dee, Aberdeen. Length 331 ft. Cast 
iron lining, external diameter 8 ft. 6 in; internal diameter 7 ft. 8 т. Тор 
of tunnel 41 ft. below H. W. and 20 ft. below river bed. Air pressure 17 lb. 
per square inch. Progress 110 ft. per month. 

Ref. Eng. Record, Dec. 4, 1909. 

5-5. Dee Aqueduct. 1919-1920. 

Aqueduct tunnel under the River Dee at Aberdeen. Length 759 ft. 
Cast iron lining, internal diameter 8 ft. Ground, fine waterbearing sand. 
Progress 152 ft. per month. 

Ref. Engineering and Contracting, 1991, p. 299. 


IRELAND 


l-1. Braekenagh. 1903. 
Water supply tuunel for Belfast through a hill. Greater part built 
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without shield, but a length of 660 ft. through waterbearing sand was 
constructed with shield. Ixternal diameter 6 ft. Internal diameter 5 
ft. + ш. Maximum depth below surface 95 ft. 

Ref. Copperthwaite (1906) pp. 362-363. 


FRANCE 


E-1. Siphon de Clichy. 1892-1894. 
Sewer tunnel aeross the River Seine, Paris. Length 1,522 ft. Cast iron 


^ 


lining; external diameter S ft. 215 in.; internal diameter 7 ft. 615 in. Top 
of tunnel 51 ft. below water level and 40 ft. below river bed. Ground, 
fissured marl and linestone, sand. Air pressure 40 lb. per square inch. 
Progress 615-10 ft. per day. 

Ref. Legouez, 1897, pp. 253-267. Copperthwaite (1906) pp. 157-158. 

F-2. Siphon de la Concorde. 1895-1896. 

Sewer tunnel across the River Seine, Paris. Length 780 ft. Cast iron 
lining; external diameter 6 ft. 615 in., internal diameter 5 ft. 1024 in. 
Top of tunnel 35 ft. below water level and 16 ft. below river bed. Ground, 
clay, sand. Progress 7-10 ft. per day. 

Ref. Legouez, 1897, pp. 267-280. 

E-3. Colleeteur de Clichy, Extra Muros. 1895-1897. 

Sewer tunnel under Boulevard National, Paris. Length 5,750 ft. Oval 
cross-section. Vertical external diameter 19 ft. 4 in., horizontal exter- 
nal diameter 23 ft. 715 in. Roof shield. Brick lining. Top of tunnel 
from 2 to 12 ft. below street level. Loosesandy ground. Average progress 
about 15 ft. per day. 

Ref. Legouez, 1897, pp. 305-326. Copperthwaite (1906) pp. 277 to 
283. 

F-4. Collecteur de Clichy, Intras Muros. 1896-1897. 

Sewer tunnel under Avenue Clichy and Rue Clichy, Paris. Length 
8,450 ft. Same cross-section as (F-3). Complete shield. Concrete block 
lining. Top of tunnel 12-108 ft. below street level. Progress 10 ft. per 
day. 

Ref. Legouez, 1897, pp. 327-348. Copperthwaite (1906) pp. 284-290. 

F-5. Siphon del'Oise. 1897-1898. 

Sewer tunnel under the River Oise near Paris. Length 919 ft. Conerete 
lining. External diameter 8 ft. 3in., internal diameter 6 ft. 7 in... Ground, 
sand. Depth below water level 43 ft. Maximum air pressure 24 lb. per 
square inch. Average progress 215 ft. per day. 

Ref. Copperthwaite (1906) pp. 290-294. 

F-6. Collecteur de Bievre. 

Sewer tunnel Paris along bank of В. Seine. Part of sewer built by roof 
shield. Elliptical cross section. Internal dimensions 16 ft. 2 In. hori- 
zontal, 10 ft. 10 in. vertical. Part circular cross section constructed with 
roof shiclds, internal diameter 13 ft. 2 in. Masonry lining. Total length 
5 023 ít. 

Ref. Copperthwaite, 1906. p. 379. 

F-7. Loing and Lumain Aqueduct. 1898. 


Concrete lining. Internal diameter 8 ft. 215 in. Method abandoned. 
4 
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Ref. Copperthwaite (1906) р. 379. 

Е-8. Meudon. 1898. 

Two track railroad tunnel between Issy and Viroflay. Roof shield. 
Method abandoned. Concrete block lining. Width of tunnel 29 ft. 6 in., 
height, 24 ft. 

Ref. Copperthwaite (1906) p. 379. 

Е-9. Orleans Railway. 1898. 

Two track railroad on the south side of the River Seine between Pont 
d'Austerlitz and Pont de Solferino, Paris. Roof shield. Length соп- 
structed by roof shield about 4,000 ft. Overall width of shield 32 ft. 
Minimum depth from top of shield to street level 1 ft. 3in. Masonry lining. 
Normal air pressure. 

Ref. Copperthwaite (1906) pp. 294-802. 

F-10. Metropolitain Railway, Paris. 1898-1903. 

Two track railroad tunnel. Total length of line 45,780 ft., of which 
8,352 ft. were built by means of roof shields, of which 11 were used. Several 
of these were abandoned after being used short distances. 

Ref. Copperthwaite, 1906, pp. 324-338. 

F-11. Metropolitain Railway, Paris. 1905. 

Two track railway tunnel from Vincennes to Porte Maillot, Paris. Roof 
shield used successfully for a distance of about 2,000 ft. in sandy ground 
but abandoned after entering faulty rock. 

Ref. Copperthwaite, 1906, pp. 357-362. 

Е-12. Concorde Metropolitain, Paris. 1908-1911. 

Two track railroad tunnel under the River Seine. Length 2,030 ft. 
Cast iron lining, external diameter 25.51 ft., internal diameter 23.94 ft. 
Top of tunnel 40 ft. below water level. Ground, sand, marl, gravel, lime- 
stone. Average progress 3 ft. per day. 

Ref. Proc. Inst. С. E., vol. 188, pp. 380-4108. 


GERMANY 


G-1. Spree. 1896-1899. 

Street railway tunnel under the River Spree between Stralau and Trepow, 
Berlin. Length of shield driven portion 1,225 ft. Rolled steel lining with 
interior concrete lining. External diameter 13.1 ft.; internal diameter 
12.3 ft. Ground, waterbearing sand. Top of tunnel 26 ft. below water 
level. River 10 ft. deep. Average progress 4.6 ft. per day. Аш pressure 
used. 

Ref. Handbuch der Ingenieur Wissenschaften. 1. 1920, pp. 431-434. 

G-2. Isebech-Millernthor Sewer, Hamburg. 1899-1904. 

Brick lined sewer tunnel in Hamburg. Length 7,050 ft. External 
diameter 10 ft.; internal diameter 7 ft. 10% in. Depth below street surface 
20-60 ft. Average progress 4 ft. З in. per day. Аш pressure 9-21 lb. per 
square inch. 

Ref. Deutche Bauz. 1907, p. 254, 263, 270, 278, 286, 295, 309. 

G-3. Hafenstrasse-Kuhmuhle Sewer, Hamburg. 1899-1904. 

Brick lined sewer tunnel in Hainburg. Length 3,470 ft., driven in normal 
air. External diameter 12 ft.; internal diameter 9 ft. 1015 in. Depth 
below street surface 20 ft. Progress 5 ft. 9 in. per day. 
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Ref. see G-2. 

G-4. Elbe. 1909-1910. 

Two single line traffie roadway tunnels under the River Elbe, Hamburg, 
between St. Pauli and Steinwarder. Length of each tunnel 1,500 ft., or a 
total length of 3,000 ft. of tunnel. Rolled steel lining, with interior con- 
erete lining. External diameter 19 ft. 5 in.; internal diameter 17 ft. 815 
in. Top of tunnel 52 ft. below H. W. and 19 ft. below river Беа. Ground, 
sand, clay. Аш pressure 29-38 lb. per square inch. Average progress 
515 ft. рег day. 

Ref. Handbuch der Ingenieur Wissenschaften, 1. 1920, pp. 437-441. 

G-5. Wanne. 1911. 

Canal tunnel under the railroad station at Wanne; Essen-Ruhr. Brick 
lining. External diameter 9 ft. 3 in.; internal diameter 6 ft. 7 in. Water- 
bearing sand and marl. "Top of tunnel 25 ft. below surface. 

Ref. Der Eisenbahntunnel, by Dolezalek, 1919, рр. 169-170. 

G-6. Hörde. 1911. 

Canal tunnel, length 4,000 ft. 

G-7. Gelehenkirchen. 1911. 

Canal tunnel under streets at Gelchenkirchen. Length 2,200 ft. Con- 
erete lining. External diameter 12 ft. 9 in.; internal diameter 10 ft. З in. 
Top of tunnel 40 ft. below surface of ground. Air pressure used. Average 
progress 17 ft. per dav. 

Ref. Zentralblatt der Bauverwaltung, Nov. 25, 1911, pp. 597-600. 

G-S. Kiel Canal. 1912-1913. 

Canal tunnel under the Kiel Canal at Kiel. Length 2,540 ft. Rolled 
steel lining with interior concrete lining. External diameter 11 ft.; internal 
diameter 9 ft. 10 in. Top of tunnel 50 ft. below water level and 13 ft. 
below canal bed. Compressed air used. Ground, sandy clay. Average 
progress 515 ft. per day. 

Ref. Zeitschrift des Vereines deutcher Ingenieure. March 13, 1915, pp. 
215-221; April 10, 1915, pp. 295-300. 

G-9. Bochum. 1913. 

Canal tunnel at Bochum. Length 1,550 ft., external diameter 12 ft. 
9 in.; internal diameter 10 ft. 3 in. Air pressure 8 lb. per square inch. 
Concrete lining. Progress 20 ft. per day. 

Ref. Handbuch der Ingenieur Wissenchaften, I. 1920, pp. 116—447. 

G-10. Elm. 1918. 

Two track railroad tunnel at Elm on the Prussian Railroad. Greater 
part of the tunnel, which has a total length of 11,700 ft., done without 
shield, but short portions in bad ground were shield driven. Cross-section 
horseshoe shaped, height of shield 36 ft., width, 37 ft. 9 т. Progress 215 
ft. per day. Lining, concrete with steel girders, spaced 3 ft. 3 in. 
apart. 

Ref. Der Eisenbahntunnel, by Dolezalek, 1919, p. 95 and p. 165. 

G-11. Essen. 

Small canal tunnel with briek lining. Length 590 ft. 

G-12. Dorstfeld. 

Tunnel under railroad at Dorstfeld. Length 2,630 ft. 
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(1-13. Kiel. 

Canal tunnels within the Kiel district. 
lining, compressed air used. 

(:-14. Hamburg Sewers. 

Sewer tunnels in Hamburg, total length 8,000 ft. 


Total length 4,000 ft. Conerete 


CUBA 


С-1. Havana Sewer. 1910. 
Sewer tunnel under Havana harbor. Length 1,200 ft. External diameter 
10 ft., internal diameter 7 ft. Wood lining with interior concrete lining. 


AUSTRALIA 


In eonnection with the sewer system of Melbourne about 7 miles of tunnel 
were driven by shield between 1893 and 1898. The tunnels are tabulated 





























crete lined tunnels were built of concrete blocks. 


up in segments similar to cast iron lining. 


Ref. 
Feb. 7, 1901. 


Victorian. Institute of Engincers, August 3, 1898. 


below. 
| | 
Ref. Section | Type of External | Internal ВЕР M 
No. lining diameter | diameter Е МЕ 
| pressure 
M- 1 Hobson Bay, section 1 | cast iron § 11’ 0" 070“ 900’ 5007 
M- 2, Hobson Bay, section 1| cast iron 11’ 0” (0 633’ 
M- З | Hobson Bay, section 2! concrete 11" 0” S О“ 1,300” 
M- 4 |! Hobson Bay, section 2 concrete 11’ 3” | 89” 4,900’ 
M- 5 ' Hobson Bay, section 2, concrete | 11^ 6” 9’ 9" 3,000’ 
M- 6 Hobson Bay, section 3 concrete | 10° 6” 50" | 960’ 7007 
M- 7 | Hobson Bay, section 4 cast iron 5 4 og 2,070' 1,430’ 
M- $ Hobson Bay, section 4 bluestone | 5’ 1014" 4^ 3" 1,290" 
M- 9 Hobson Bay, section 5. bluestone 5’ 10215” qo 1-997 
M-10 | Hobson Bay, section 5 | east iron o0 ШУ 47 3" 1,6117” | 1,486 
| | 
M-11 Hobson Bay, section 5 bluestone ТО 13" | 1,200’ 
M-12 South Yarra section 1 bluestone 9’ 0” 2497 | 1,760" 
M-13 Richmond, section 1, cast iron 62 02 dag | 704' 494' 
M-14 Melbourne, section 1, cast iron 5797 93” | 1,440/ 450’ 
M-15 | Melbourne, section 1! cast iron 4^ 1025” 2 3,440’ 
M-16 Melbourne, section 1| concrete , 5’ 9" dg 860’ 
a ^ ! 
M-17 | Melbourne, section la| cast iron З 3^ 319” 247 2477 
NI-18 North Yarra, section 1 | bluestone | ........ 110” | 496’ 
M-19 North Yarra, section 1 | cast iron 9’ 9” qu a 5,280; 
М-20 | North Yarra, section ба wood 10” 764 7 i ad | 1,270” 
M-21 | North Yarra, section ба wood 3 97 6 97 1,990’ 
M-22 | North Yarra, section £1 cast iron f. | зелень 467’ 
The cast iron lined tunnels had an internal lining of concrete. The con- 


The wood lining was made 


Eng. News, 


CHATTER YY 
SIZE AND SHAPE OF TUNNELS 


1. Cross-section.—The size of a tunnel is fixed by the internal 
clearance required for its use and by the design of the lining. 
Owing to the character of the external pressures a curved cross- 
section for the lining 13 usually most economical. 

2. Internal Clearance.—The internal clearance should be large 
enough, not only for the free passage of the traffie for which the 
tunnel is intended, but also for the facilities needed for mainten- 
ance of traffic. For economy of construction the space needed 
for the facilities should be so arranged within the shape imposed 
by the curvature of the lining, that no space is wasted. 

3. Internal Cross-section of Existing Tunnels.—For guidance 
in determining the internal cross-section for any given purpose the 
internal cross-sections of various existing tunnels are shown as 
follows: 


Rapid transit. railroad tunnels..................... Pig 7 
Rapid transit railroad subways..........2..0/....- Fig. $ 
Rapid transit railroad station tunnels.............. Fig. 9 
Railroad tunnels, single пас ее Fig. 10 
Railroad tunnels, two- and four-track.............. Fig. 11 
Highway tunnels, one- and two-wny............... Fig. 12 
ВоВ tunnels, TOUISWAY Sooo ERE еј ка Fig. 13 
ПО КИЛ СЕ а хач... t t ERE TUO NN Fig. 14 
eC Heute emerge i sits» ESTO TTE TT T Fig. 15 
есес ее odo DOT ee ео жата: Fig. 16 
ЕСЕ Ое is zs cunts Г Г TUDIN Iis Fig. 17 
Water intake and discharge tunnels................ Meats 
Oe MIRC PRSETER RIT TE EE DO TOT a DITE Fig. 19 


4. Rapid Transit Tunnels.—In addition to the space necessary 
for the track structure and the саг, equipped with signal lamps, 
contact shoes and other appurtenances, tunnels for rapid transit 
railroads must have a clearance to allow for deviations of the саг 
due to swaying, broken springs, ete. Outside of the clearance 
line thus determined there should be room for signals, wires, 
cables, lights, pipes and other facilities needed for the operation 
of the railroad. If the windows of the car ean be opened, there 
should bea clear space of about 18 in. between the side of the 
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car and the side of the tunnel to prevent accident to the pas- 
sengers, and the appurtenances in the tunnel should be arranged 
so as to be clear of the space within reach of the windows. If 
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Ета. 7.—Cross sections of rapid transit railroad tunnels. 


such a clear space is provided it will be sufficient for a footwalk 
on which a man can stand safely while a tram is passing by, and 


v! 
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which will serve to remove the passengers from a stalled train 
in an emergency without danger from the contact rail. 

5. Station Tunnels.—At stations the tunnels must be widened 
to make room for the platform. It is absolutely essential for 
efficient service of the railroad that the platform be wide enough 
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Fic. S.— Cross sections of rapid transit subway tunnels, 


and long enough to handle the traffic that the railroad may carry. 
Traffic frequently increases rapidly in а short time and it is better 
at the time of construction to provide sufficient platform space 
than either to have the efficiency decreased by too little space 
or to be forced to reconstruct the station under (гаће. 
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6. Railroad Tunnels.—Cenerally speaking, the same conditions 


as regard clearances will apply to railroad tunnels as to those for 
rapid transit lines. Railroad tunnels are usually made wide 
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Fic. 9.—Cross sections of rapid transit railroad station tunnels. 


enough to provide a walking space between the саг and the 
tunnel wall. Some American railroad tunnels are built of a 
height sufficient to permit a man to stand upright on a car pass- 


ing through the tunnel. This does not apply to shield driven 
tunnels. 
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7. Highway Tunnels.—In addition to a roadway for vehicular 
traffie a highway tunnel is usually provided also with one or two 
sidewalks for pedestrians. Ina tunnel where the vehicular traffic 
is heavy sidewalks should be provided even if the tunnel is not 
intended for the use of foot passengers. These sidewalks are 
used by the police patrolling the tunnel and by persons connected 
with the maintenance of the tunnel or dealing with a broken down 
ear. Such sidewalks may be made high above the roadway so as 
to afford a better view of the tunnel and the traffie in it. 
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Fig. 10.— Cross sections of railroad tunnels—single track. 


8. Width and Height of Highway Tunnels.—The question of 
the proper width and overhead clearance of a roadway through a 
tunnel is still uncertain. In connection with the forthcoming 
construction of the vehicular tunnel under the Hudson River 
at New York careful studies have been made of this question 
and it has been concluded that for two lines of traffic moving in 
the same direction at regulated speed, the proper width is 20 
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Fic. 11.—Cross sections of railroad tunnels—two- and four-track. 
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ft. and for three lines of (га ће the width should be 28 ft. Fur- 
ther it has been eoneluded that the overhead clearance should be 


13 ft. Gin. These dimensions, however, are local and depend on 
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Fic. 12.—Cross sections of highway tunnels—one- and two-way 


usage and regulations. The problem is new, particularly as to 


the width of the roadway, and only experience will show just 


what width is required for several lines of fast moving automo- 
biles to pass through a tunnel. 
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9. Ventilation of Highway Tunnels.—An automobile develops 
from 0.64 to 2.11 eu. ft. of carbon monoxide gas per minute 
while running, and dissipates it into the air in the tunnel. These 
figures are taken from tests made for the Hudson River Vehicular 
Tunnel and the general result of the tests is that ‘the exhaust 
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Fig. 13.—Cross sections of highway tunnels—four-way. 


gases contained about 6.8 per cent of the carbon monoxide and 8.4 
per cent of carbon dioxide, developing only 67 per cent of the 
heat value of the gasoline." (Journal Am. Soc. of Heating and 
Ventilating Engineers, vol. 27, No. 3, April 1921.) A human 
being can stand with safety and without discomfort for about 
one hour an average of 4 parts of carbon monoxide in 10,000 parts 
of air breathed. Risk of considerable discomfort would begin at 
from 8 to 9 parts of carbon monoxide in 10,000 parts of air for 
periods of an hour when at rest and for shorter periods during 
exertion. Actual danger begins with concentrations not much 
higher and periods not much longer. It is apparent, therefore, 
that when the tunnel is long and the traffic dense, artificial ven- 
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tilation must be provided. Discomfort has been felt in a tunnel 
about 1,200 ft. long by the passengers riding through it when the 
traffic has been blocked for a period of about 30 minutes. The 
volume of fresh air required for ventilation is a question not yet 
fully answered but one to which much thought 15 being given. 
It is to be hoped that some day means will be found whereby 
automobiles will be able to consume their own poisonous 
gases. 

10. Methods of Ventilation.—When the tunnel is short the 
ventilation may be carried out by sending a current of air from 
one end to the other through the tunnel, but when the volume of 
air necessary for ventilation is large this method becomes imprac- 
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Fic. 14.—Cross sections of footway tunnels. 


ticable, because the velocity of the current will be too great for 
comfortable, or even possible, use of the tunnel and also on 
account of the danger of spreading a бге in the tunnel. А current 
of ventilating air through a tunnel should be blown in the same 
direction as the traffie is moving, because if a ear eatches fire in 
the tunnel the ears in front of it can escape while those behind 
will not be so severely exposed. If the eurrent of air is blown 
in the opposite direction the ears behind will have no means of 
escape. 

11. Cross-ventilation.— When direct ventilation is not sufh- 
cient, fresh and foul air duets must be placed through the tunnel. 
The velocity of the air through these ducts may be much higher 
than that possible through the traffie space and consequently, 
a larger volume of air may be introduced into the tunnel. The 
air may be blown aeross the traffic space from the fresh to the 
foul air duct and thus relieve the tunnel from through currents. 
The space occupied by these ducts must be taken into account in 
determining the cross-section of the tunnel and may add appre- 
eiably to the size of the tunnel. 
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12. Footway Tunnels.—T or mental comfort of the passengers 
a footway tunnel should have a reasonably large height and 
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width. The headroom should not be less than 8 ft. and prefer- 
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ably 9 ft. or more. The width is naturally determined by the 
volume of the traffic. 

13. External Cross-section of Tunnels.—The external cross- 
section of a tunnel is determined by the internal cross-section, 
the external pressures, the lining materials and the method of 
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Frc. 19.—Cross sections of canal tunnels. 


construction. In the following only shield driven tunnels will 
be considered. 

14. External Cross-section of Shield Driven Tunnels.— Tlic 
external cross-section of the greater number of existing shield 
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driven tunnels is circular. The principal advantage of that 
cross-section is that all the units of which the lining is built up 
have the same curvature and are largely interchangeable. It 
also permits breaking of the radial joints between adjacent rings 
of the lining, which adds greatly to the stiffness of the structure. 

15. Rolling of the Shield.—Another advantage of the circular 
cross-section is that it is not affected by the rolling of the shield. 
When a shield is pushed forward it has a tendency to roll or turn 
around its own axis, and if this tendency is not checked, the shield 
will be turned gradually out of its upright position. This makes 
the work in the shield inconvenient, because the working plat- 
forms and partitions are slanting, but it does not otherwise affect 
the construction of the tunnel, if the shield and the lining have a 
circular cross-section. If, on the other hand, the shield and the 
lining have any other shape, it is evident that any rolling of the 
shield would have a serious effect on the construction of the tunnel. 
The rolling of the shield, therefore, is the common argument in 
favor of a circular tunnel lining for a shield driven tunnel. The 
argument does not appear, however, to be entirely conclusive. 
Experience has shown that a circular shield will roll, but very little 
experience has been had with shields of other shapes. The 
tendency of a circular shield to rolling is resisted only by the 
friction of the ground against the skin of the shield, and this 
friction is easily overcome by the jack pressures. The circular 
shicld may roll without displacing the ground. If the shield 
has any other shape, however, it cannot roll without displacing 
the ground and it would appear that the resistance to displace- 
ment of the ground would be enough to prevent rolling. In this 
connection Greathead has stated (Proc. Inst. C. E., vol. 123, p. 
107): “In reference to the shape of tunnels, I maintain my 
opinion that for an iron tunnel the circular section was preferable 
to any other, under most conditions. Local requirements might 
necessitate a departure from that section, as in the case of a tunnel 
recently constructed by me in Dublin, or in soft silt and similar 
strata it might be advisable to adopt an oval section and in 
such case there would not be the difficulty Mr. Moir apprehended 
in carrying out that section with a shield . . ." In fact, 
several shield driven tunnels have been built successfully of other 
than circular cross-sections and it is worth recording that the 
largest tunnel which has yet been built by the aid of a shield 
of modern type, the Elm tunnel (6-10), is of a horseshoe shape. 
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Under any circumstances the rolling of a shield may be checked 
readily by proper precautions taken as soon as the tendency 
to roll becomes manifest. To prevent or reduce rolling, a pro- 
jecting fin, or “plough,” has been attached to the outer surface 
of the skin of some shields, particularly in London Clay, as a 
bilge keel is attached to a ship's hull. 

16. Selection of Cross-section.—Noither the rolling of the 
shield nor any other feature connected with the driving of the 
shield will stand in the way of selecting a non-circular shape for 
the tunnel cross-section. It should be borne in mind, however, 
that when the lining is made of metal or masonry in prepared 
segments, the circular cross-section has the definite advantage 
of the segments being interchangeable to a larger degree than in 
other cross-sections, and this facilitates the erection. Conse- 
quently, where from the point of efficiency and economy there is 
equal choice, the circular cross-section is preferable. 

17. Cross-section in Firm Ground.— From the discussion of 
stresses in Chap. VII the conclusion may be drawn that in firm 
eround within limits determined by the local conditions the cross- 
section may be elliptical with the major axis vertical, circular or 
elliptical with the major axis horizontal, with equal economy of 
lining materials. This condition makes it possible to select a 
shape best suited for the desired internal clearance. 

18. Large Tunnels in Open Waterbearing Ground.—Perhaps 
the greatest importance of this condition is in connection with 
driving large tunnels through open waterbearing ground, in which 
every additional foot in vertical dimension adds greatly to the 
difficulty of construction, owing to the unbalanced external pres- 
sure on the face. An elliptical cross-section with the major axis 
horizontal will often permit the same internal traffie capacity 
with less height than required by a circular cross-section. 

19. Construction Clearance.—When a shield is driven forward 
it is not possible to keep it on the true center line or gradient. 
With careful and skilled work the deviations may be kept within 
reasonable limits, but under any circumstances they may be large 
enough to affect the internal clearance of the tunnel. This may 
not be so important for some purposes, as for example when the 
tunnel is to be used for carrying water. In that case the slight 
deviations will not affect appreciably the flow. И the tunnel is 
to be used for a railroad, however, the deviations may make it 
impossible to carry the track alignment through with the proper 
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clearance. For that reason it is advisable in such cases to add to 
the internal clearance from 3 to 6 in. to allow for the deviations. 
If a neat interior appearance is desired, as for example in a high- 
way tunnel, a similar allowance should be made. 

20. Effect of Lining Material on External Cross-section.—The 
internal clearance is determined by the use of the tunnel and is 
independent of the material of which the lining is constructed. 
The thickness of the lining, and consequently the external eross- 
seetion, on the other hand, is affeeted by the lining material 
used. "This should be taken into account in the consideration 
of the material to be selected. 

21. Sub-division of Traffic.—In many cases the traffie through 
a tunnel may be sub-divided so that there is a choice of using 
either one large or two or more smaller tunnels. Аза general 
rule it may be stated that if the ehoice is equal the smaller units 
will be the more economical. 

22. Cross-section and Profile of Existing Tunnels.— Figure 
20 shows the cross-section of several existing tunnels driven by 
shield under waterways. The profile of each tunnel is also 
shown to afford an index of comparison between the different 
works. 
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CHAPTER VI 


PRACTICAL MATTERS OF DESIGN 
A. LOCATION, ALIGNMENT AND GRADIENTS 


1. Character of Ground.—The type of tunnel to be used in any 
particular ease is governed by the character of the ground т 
whieh it is to be built. The character of the ground must be 
known, therefore, before the design ean be commenced. It may 
be determined by surface inspection, by consulting geological 
maps or a geologist, and by borings. 

2. Borings.—Borings should be made, not only close to the 
proposed centerline, but also for several hundred feet on each side 
of this line. When the loeal conditions permit some freedom 
in the location of the center line, such borings may disclose a 
better location. In waterbearing ground the borings should not 
be made immediately above the proposed tunnel location, 
beeause they may become sources of blows during construction. 

3. Parallel Tunnels.—If the structure is to consist of two or 
more shield driven tunnels parallel to each other, they should be 
spaced so far apart that the disturbances caused in the ground by 
the construction of one tunnel shall not affect the other. This is 
of special importance in ground of the character of Hudson River 
silt. In such ground the driving of one tunnel near another 
already built will cause the latter to distort and to move bodily 
away from that being driven. In open ground two tunnels driven 
close together may cause a heavy leakage of air from one tunnel 
to the other, unless the air pressure is the same in the two tunnels. 
This leakage can be avoided largely, however, by placing the 
locks in the two tunnels on the same transverse plane and keeping 
the adjacent portions of the tunnels under the same air pressure. 

4. Alignment.—If possible, a shield driven tunnel should be on 
a tangent throughout. Driving around a curve greatly increases 
the eost of construction. If curves are unavoidable they should 
be made with as large a radius as the conditions will permit. 

5. Maximum Gradient.—The maximum gradient permissible 
in a tunnel is fixed by the special purpose of the tunnel. In а 
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PRACTICAL MATTERS OF DESIGN 


A. LOCATION, ALIGNMENT AND GRADIENTS 


1. Character of Ground.—The type of tunnel to be used in any 
particular case is governed by the character of the ground in 
which it is to be built. The character of the ground must ђе 
known, therefore, before the design can be commenced. It may 
be determined by surface inspection, by consulting geological 
maps or a geologist, and by borings. 

2. Borings.—Borings should be made, not only close to the 
proposed centerline, but also for several hundred feet on cach side 
of this line. When the local conditions permit some freedom 
in the location of the center line, such borings may disclose a 
better location. In waterbearing ground the borings should not 
be made immediately above the proposed tunnel location, 
because they may become sources of blows during construction. 

3. Parallel Tunnels.—If the structure is to consist of two or 
more shield driven tunnels parallel to each other, they should be 
spaced so far apart that the disturbances caused in the ground by 
the construction of one tunnel shall not affect the other. This is 
of special importance in ground of the character of Hudson River 
silt. In such ground the driving of one tunnel near another 
already built will cause the latter to distort and to move bodily 
away from that being driven. In open ground two tunnels driven 
close together may cause a heavy leakage of air from one tunnel 
to the other, unless the air pressure is the same in the two tunnels. 
This leakage ean be avoided largely, however, by placing the 
locks in the two tunnels on the same transverse plane and keeping 
the adjacent portions of the tunnels under the same air pressure. 

4. Alignment.—If possible, a shield driven tunnel should be on 
a tangent throughout. Driving around a curve greatly increases 
the cost of construction. If curves are unavoidable they should 
be made with as large a radius as the conditions will permit. 

5. Maximum Gradient.—The maximum gradient permissible 
in a tunnel is fixed by the special purpose of the tunnel. Ша 
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railroad tunnel it will be that which is standard for the railroad 
for equipment of the kind used in the tunnel. Inthe New York 
tunnels of the Pennsylvania Railroad, where electric locomotives 
are used a 2 per cent gradient was the maximum permitted. 
On the rapid transit railroads in New York with a multiple sys- 
tem of motor driven cars the maximum gradient permitted 1s 
4.25 per cent. In highway tunnels the maximum gradient will 
be the same as that used in the locality on streets or bridge 
approaches with the same kind of paving as used in the tunnel. 

6. Minimum Gradient.—No part of a tunnel should be built on 
a level gradient, because it interferes with the proper drainage. 
Experience indicates that a gradient of 0.25 per cent is the least 
that should be used and that one of 0.5 per cent is better. 

7. Vertical Curves.— At the intersection of gradients, vertieal 
curves should be introdueed. They must not be forgotten even 
in the preliminary lay-out, because they affect often the eleva- 
tions at the critical points of the profile as well as the gradients 
and the length of the tunnel. Horizontal and vertical eurves 
should not overlap. Such an overlap increases the difhieulty of 
steering the shield and are bad for the operation of a railroad. 

8. Gradients in Simple Figures.—In order to facilitate the 
direction of the work of construction, the gradients should be 
laid out so that they are expressed in simple figures. For 
example, a gradient should be 1.5 per cent rather than 1.4932 
per eent. Such a gradient gives the survey corps unnecessary 
work at a time when working under a heavy strain. 

9. Depth of Tunnel.—Generally speaking a tunnel should 
be located at no greater depth than the conditions require. If 
there are other previous subsurface structures on the line of the 
tunnel, this may have to be placed deep enough to avoid them, 
or the subsurface structures may be relocated. If the tunnel is 
to pass under a waterway, the top of the tunnel must be kept 
some distance below the bed of the waterway. If the waterway 
may be subject to future deepening, this must be eonsidered in 
locating the tunnel. In special cases the cover over the tunnel 
may be inereased by artificially raising the bed of the waterway. 
This is done in the form of a “clay blanket," which may be 
removed after the tunnel 1s eompleted. 

10. Shafts.—Shield driven tunnels are usually started from 
shafts. These should be located on the surface so as to provide 
the most convenient facilities for receiving materials of construc- 
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tion and disposing of the excavated spoil. Close proximity to 
waterfront or railroad or both is desirable. In dry ground the 
shaft may be either on or off the center line of the tunnel. In the 
latter ease aceess to the tunnel is provided by cross headings. 
When a tunnel is to cross a waterway it is frequently possible to 
locate the shafts some distance from the waterway in dry ground. 
This decreases the cost of the shafts. If roek, for example, 15 
encountered for some distance before the waterbearing ground 18 
met, the tunnel may be driven without shicld until near the 
waterbearing ground. Ап enlargement, ог “shicld chamber” 
may then be constructed in the rock tunnel at this point and the 
shield erected in this enlargement. The shicld chamber should 
be large enough to allow ample room for the erection of the shield. 
In waterbearing ground the shaft should be on the center line 
of the tunnel and so large that the shield may be started from 
within the shaft. The shaft in that case will be a caisson sunk 
under air pressure and kept under air pressure until the shield 
has advanced sufficiently to permit the erection of a bulkhead 


in the tunnel. 


B. LINING 


11. Choice of Lining Material—The choice of lining material 
should be determined by (а) the purpose of the tunnel; (b) the 
size of the tunnel; (c) the character of the ground and (d) the 
economy of construction. In connection with economy, it 
should be remembered that some lining materials, as conercte, 
may cost less per linear foot than others, as cast iron, but that a 
ereater volume of excavation may be required. 

12. Vertical Dimension of Tunnel.—In selecting the lining 
material and the shape of the tunnel it should be borne in mind 
that in waterbearing ground, and especially when the tunnel is 
large, the difficulty and cost of construction increase rapidly 
with the vertieal dimension of the tunnel Therefore, it is 
advisable to consider means of keeping this as small as the 
conditions will permit. 

13. Construction Clearance.—In designing the cross-section 
of a tunnel, an allowance should be made for construction 
deviations from the proper line and gradient. Frequently 
various service appurtenances are carried through the tunnel. 
These should not be permitted to encroach on the construction 
clearance. 
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14. Construction Stresses.—In designing the lining the con- 
struction stresses as well as the permanent stresses should be 
considered. If the characteristics of the ground are different 
when subject to the disturbances caused by the driving of the 
tunnel from those which will exist in the undisturbed ground or 
when the ground has recovered from the disturbances, this 
should be taken into account. The effeet of air pressure should 
be investigated. The lining must be able to earry the pressure 
of the shield jacks. Some of the construction stresses are of 
short duration. High unit stresses are permissible in such cases. 

15. Concrete Lining.—Avoid as much as possible reinforce- 
ment of concrete lining. Consider whether it would be more 
economical to increase the thickness of the concrete so as to 
dispense with reinforcement. Avoid all unnecessary recesses or 
complicated shapes, especially such as are made for saving 
concrete. Usually the saving in concrete is small compared to 
the additional cost of construction. 

16. Steel Work.—Let no steel forming part of the structure be 
exposed, but cover it with concrete. 

17. Segmental Lining.— Where the lining is made of previously 
prepared segments, as for example east iron lining, make as few 
preperns as possible and make these so that each pattern is 
readily recognized. Make the length of the key piece so that all 
the segments can be swung into place. Provide special taper 
rings for going round curves or for correcting deviations. 


C. INTERIOR FINISH 


18. Railroad Track.— Frequently a ballasted track is used in 
tunnels. The advantages of such a track are сазу мапе and 
standard methods of maintenance. The main objection to the 
ballasted track 1s the difficulty in keeping it clean and sanitary. 
Spittle, discarded eatables, ete. deposited on the ballast deeay 
and are breeding places for vermin. These matters with other 
debris thrown from the trains lodge in the ballast and are difficult 
to remove. 

19. Concrete Track.—l'or this reason concrete track structures 
are frequently used in tunnels. Such tracks should be designed 
so that the ties may be removed and replaced within the confined 
space in the tunnel. 

20. Stations.—Stations in railroad tunnels should be designed 
with sufficient platform space, both in width and in length, 
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to take eare of present and future traffic. The exits from the 
platforms should not be at one end only. 

21. Highway Tunnels.—The width of the roadway and its 
minimum clear height should be guided by local usage, keeping 
in mind possible future developments. One or two footwalks 
should be provided, where the vehicular traffic is heavy, for 
policing, maintenance, ete. 

22. Roadway.—Unless the conditions invite it, there 13 по 
occasion to follow in a tunnel the usual design of a roadway with 
a crown at the center and gutters at the side. For a single track 
roadway, the best arrangement is usually to have the low point at 
the center, so that the drainage can be led directly to the main 
drain, which should be at the lowest point of the tunnel cross- 
section. For a double track roadway, this construction can be 
repeated for each traek, making high points at the center and at 
the curbs. This arrangement would tend to keep the two lines 
of traffic guided along their proper course. ‘The curb should be 
below the hub of the ears passing through the tunnel. If 
single traek of street railroad is carried through a tunnel of 
sufficient width for two lines of traffic, the track should be placed 
along the one side of the roadway. 

23. Pavement of Roadway.— The pavement of the roadway 
should be as noiseless as possible and should be easy to replace. 
At the present time conerete, asphalt or wood block pavement 
answer these requirements. Future development may produce 
other materials suitable for the purpose. 

24. Ventilation.— The question of whether artificial v entilation 
is required should be considered, and if fresh and foul air ducts 
are needed through the tunnel, the space they will occupy should 
be taken into account in determining the size of the tunnel. 

25. Duct Lines.—Duct lines for cables are frequently carried 
through tunnels enclosed in the internal concrete structure. They 
must not be placed, however, in the area of the lining cross 
section assumed to be solid in the stress computations. They 
may be placed in space otherwise of no use and yet integral 
with the working section of the lining. The number of ducts 
that may be carried is usually limited by the facilities for 
providing room for drawing and splicing the cables rather than 
by the space available for the ducts. The designer should in- 
vestigate the size of manholes required and their proper distance 
apart. 
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26. Water Pipe.—In most tunnels one or more water pipes 
should be installed for cleaning and fire fighting purposes. The 
size of the pipe will depend on the size and length of the tunnel 
and on the pressure of the water. Valves with hose connec- 
tions should be placed on the line at frequent intervals. The 
pipes should be accessible to repairs. They should not, there- 
fore, be buried in the eonerete strueture, making the loeating and 
repair of a simple leak a diffieult and expensive matter. 

27. Drainage.—In tunnels built for purposes other than to 
carry water an efficient drainage system should be installed. 
Even though the tunnel may be practically watertight, some 
seepage may occur, the tunnel may be flushed with water for 
cleaning or to extinguish a fire, or the tunnel may be flooded. 
'The drainage system will eonsist of drains throughout the tunnel, 
sumps at intervals, pumps at the sumps and diseharge pipes from 
the pumps to the shaft. 

28. Drains.— The drains should be placed at the lowest point 
of the tunnel eross-seetion and should have sufficient fall to 
insure drainage. They should be provided with manholes or 
hand holes at frequent intervals so that they may be cleaned 
easily. "The seepage water into a tunnel frequently is eharged 
with minerals which will deposit in the drains. 

29. Sumps.—Sumps should be provided at the lowest point of 
the tunnel profile and at the ends of the tunnel. If the tunnel 
is long intermediate sumps may be advisable. "The sumps are 
formed by sinking a small shaft from the bottom of the tunnel. 
The sumps at the ends of the tunnel are for the purpose 
of intereepting water from burst water mains, flooded sewers, ete., 
which may find its way into the tunnel from the shafts or 
approaches. In tunnels under a waterway it may be advisable 
to place sumps near the shore lines to prevent the low part of 
the tunnel from being completely flooded in ease of a sudden 
inflow of water. Intereepting sumps should have а capacity 
of, say, 50,000 gal. to be able to take eare of the water until the 
emergeney pumping plant has started to operate. 

30. Discharge Pipes.— The discharge pipes should be ample in 
size and should be accessible for repairs. 

31. Pumps.—It is usually advisable to provide a small auto- 
matie pump of a capacity of about 50 gal. per minute to 
take care of the ordinary drainage and another pumping plant, of 
sav, 1,000 gal. capacity to be used in an emergency. The latter 
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шау be in one or more units. Standardized units throughout the 
tunnel structure are advisable. 

32. Lighting.—The clectric lighting of а tunnel should be 
arranged so that the hghts as well as the light conduits are 
protected from injury, especially from wrecks or other accidents 
in the tunnel. It is in such cases that it is important that the 
lighting is uninterrupted. Unless two independent sources of 
electric lighting are installed, it may be advisable to provide oil 
lamps at intervals through the tunnel. 


CHAPTER VII 


STRESSES IN TUNNEL LININGS 
A. INTRODUCTION 


1. Proportioning by Judgment.—Owing to the uncertainty as 
to the magnitude of the external earth pressures the stresses in 
tunnel linings rarely have been determined by rational methods; 
experience and judgment have usually determined the design. 
When the first cast iron linings were proportioned the experience 
gained from masonry structures and from east iron shaft linings 
was probably used. Later tunnel linings were proportioned in 
accordance with those already built, due consideration being 
given to changes in the size of the tunnel and in the character 
of the ground through which the tunnel was to be driven. 

2. Limitations of Method.— This method of determining the 
dunensions of the lining is safe, but not necessarily economical, 
as long as the lining to be designed is of a size within the limits 
of those already built and when the ground in which it is to be 
used is similar to that in which such tunnels have been driven 
previously. If, however, the tunnel is larger or the ground dif- 
ferent, the proper dimensioning becomes more uncertain. 

3. Uncertain Economy of Method.— It is equally bad to make 
the dimensions either too heavy or too light. In the first. ease 
the cost of the structure is greater than necessary and in the 
other ease, either the lining fails or the eost of construction 
becomes unnecessarily great. It 1s not always a proof that the 
lining is strong enough if it does not collapse. It is generally 
possible to support a weak lining with struts or tie-rods until an 
inner lining can be placed or until the stress conditions, which are 
often more severe at the time of initial erection than thereafter, 
have had time to readjust themselves, but the cost of this 
temporary work may be greater than would have been the addi- 
tional cost of a lining of sufficient strength. 

4. Proportioning by Computation.—In the following pages a 
method of determining the stresses along rational lines is devel- 
oped. It involves the determination first, of, the external forces; 
and second, of the stresses produced in the tunnel lining by these 
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forces. Where the uncertainties of the earth pressures have not 
permitted a definite value to be assigned, limiting values of the 
pressures have been used. "The tunnel lining has been treated 
as а statically indeterminate structure and the stresses have been 
determined accordingly. With the stresses determined, the 
proportioning of the dimensions of the lining follows. 


B. EXTERNAL LOADINGS 


5. Dead and Live Loads.— In a shicld-driven tunnel the strue- 
ture that supports the external forces is the lining. The weight 
of the lining is the dead load of the structure. The hve loud 15 
partly inside and partly outside of the lining. The inside live 
load is the weight of the traffic that passes through the tunnel; it 
has generally only little effeet on the stresses in the lining. The 
outside live load is the pressure of the surrounding ground, acting 
on every part of the external surface of the tunnel lining. 

6. Uncertainties of Earth Pressures.—I{ the earth pressures 
were known the stresses in the lining might be obtained readily. 
There are, however, some doubts and differences of opinion as to 
these pressures which with our present knowledge makes it 
impossible to assign definite valucs to them. These uncertainties 
will now be considered. 

7. Arching across Excavation.—It is known that most kinds 
of ground have a tendeney to arch across a tunncl excavation 
and thereby to relieve the tunnel roof from carrying part of the 
superimposed load. If the tunnel lining were in close contact 
with the surrounding ground and the conditions existing prior 
to excavation were reestablished, no arching would exist and the 
vertical loading on the tunnel would be the weight of the super- 
imposed earth and water. It is proposed to neglect the arching 
effect because, first, in certain kinds of ground the effect is small, 
particularly when the depth of the superimposed ground 15 only 
a few feet, as is often the ease in shield driven tunnels, and second, 
without the arching effect the calculated stresses in the lining 
would be greater than if it were taken into account. 

8. Horizontal Components of Earth Pressures in Dry Ground. 
The value of the horizontal components of the earth pressures 
is doubtful. The theories of earth pressures deal with dry 
granular masses without cohesion. The earth met in driving 
tunnels rarely resembles that assumed in such theories. There 
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are, however, certain characteristics about which a reasonable 
agreement exists. It is generally aceepted that in dry ground 
the active horizontal earth pressure at any given depth is equal 
to the weight of the superimposed load multiplied by a 
constant which will be called с. If the material surrounding the 
tunnel is not а fluid, c will be less than 1. It is also generally 
accepted that a material for which с is less than 1 may, if called 
upon, produce a passive resistance of any value needed up to that 
of the weight of the superimposed load multiplied by 1/с. In 
any ground, therefore, in which the active horizontal pressures are 
not sufficiently large in relation to the vertieal pressures, the 
tunnel will have a tendeney to deflect horizontally, but this 
tendency will be resisted immediately by the passive horizontal 
earth resistances. The passive horizontal earth resistances, 
therefore, function to resist a change of shape of the lining or, in 
other words, to prevent or reduce the bending stresses. 

9. Horizontal Pressures in Waterbearing Ground.—In water- 
bearing ground the horizontal pressures will be affected by the 
water in the ground. The maximum active pressure that can 
be developed is that of the total head of the water plus the weight 
of the ground (as modified by being immersed in water) multi- 
plied by the constant с. It is probable that the actual active pres- 
sure is less, when c is less than 1, but in the following this greater 
pressure is assumed, because the stresses calculated under this 
assumption are more severe than those which would obtain if a 
less value were used. The corresponding resistance to motion 
that the ground may be assumed to develop is that of the total 
head of water plus the weight of the ground (as modified by being 
immersed in water) multiplied by the value of 1/c. 

10. Value of c.—It is usually accepted that the constant c may 
be expressed by 
а Кас (1) 

1 + sina 
where a is the angle of repose of the ground. In dry ground а is 
greater than 30 deg. Assuming this value for а, c will be equal 
to 14, and this value of c is used in the following diseussion for dry 
ground. In firm waterbearing ground, the minimum value 
of а is taken to be 19 deg., making с equal to 0.50. In flowing 
soft ground the value of c approaches 1. 

11. Upward Vertical Forces.— When it is accepted that the 
downward pressures on the upper half of the tunnel are equal to 
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the weight of the superimposed loading, then the upward reaction 
must be equal to this weight plus the weight of the tunnel and its 
contents. If the downward load just balances the active upward 
pressure of the ground, no passive vertieal resistanees will be 
developed. If the downward load is greater, then sufficient pas- 
sive pressure will develop to produce equilibrium, but the dis- 
tribution 15 not known. It has been assumed here that the 
upward pressure, whether active or passive, less the weight of the 
lower half of the tunnel lining and the contents of the tunnel, is 
distributed uniformly over the horizontal diameter, beeause such 
a distribution would be reasonable and would produce more 
severe stresses than other distributions that reasonably could be 
assumed. If the aetive upward pressures are greater than the 
downward loads, then cither the tunnel will rise or a downward 
passive resistance will be developed in the ground above the top 
of the tunnel. This condition will exist only when the ground 
approaches in character that of a fluid. In this ease it may not 
be safe to rely on the passive resistance above the top of the 
tunnel, particularly when the cover is thin. When the tunnel 
rises, part of the active upward pressure is spent in moving the 
tunnel, and the problem is no longer statie. For simplicity, 
however, so that it may be treated statically, it has also been 
assumed in this case that the upward pressure is such that it is 
balaneed by the downward load. 

12. Local Pressure on Lining.—Slides of earth may produce 
local loadings on the tunnel lining which cannot be predeter- 
mined. Ina tunnel driven through soft ground the shield leaves 
а narrow annular space between the lining and the excavation. 
If the ground 13 very soft, experience has shown that it closes 
Immediately and uniformly around the lining, filling the space. 
In stiffer ground good practice in construction requires that the 
space be filled immediately with some material so as to leave no 
voids outside of the lining. Methods exist, as deseribed in 
Chap. XIII, by which the voids may be filled effectively. If 
they are filled, the chance of a slide is remote. 

13. Summary.—The external forces may now be summed up as 
follows. (See Fig. 21.) 


(1) The weight of the lining of the upper half of the tunnel, marked (1). 

(2) The weight of the earth within the area marked (2). 

(3) An upward force, marked (3), balaneing (1) and (2) and distributed 
uniformly over the horizontal diameter. 
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(4) The weight of the loading above the top of the tunnel, marked (4). 

(5) An upward reaetion, marked (5), balaneing (4) and distributed uni- 
formly over the horizontal diameter. 

(6) The horizontal pressure due to the water above the top of the tunnel, 
marked (6). This pressure is uniform from top to bottom and its 
intensity is equal to the weight of the water above the top of the 
tunnel. 

(7) The horizontal pressure due to the water from top to bottom of the 
tunnel, marked (7). The intensity of this pressure at any point is 
equal to the weight of the water above this point measured vertieally 
to the top of the tunnel. 





Fic. 21.— The permanent 
external forces which act 
upon а tunnel lining. 


(S) The horizontal pressure due to the earth above the top of the tunnel, 
marked (S). This pressure is uniform from top to bottom and its 
intensity is equal to the weight of the earth (if in water as weighed in 
water) above the top of the tunnel, multiplied by a factor k which is 
greater than c and less than 1/c. 

(9) The horizontal pressure due to the earth between the top and bottom 
of the tunnel, marked (9). The intensity of this pressure at any point 
is equal to the weight of the earth (if in water as weighed in water) 
above this point measured vertieally to the top of the tunnel, multi- 
plied by the same faetor X. 


C. STRESSES IN AN ELASTIC ELLIPTICAL RING 


14. Equations for Moments and Thrusts.—In Fig. 22 let 
the curve represent an elliptical ring with a uniform cross-section 
and select the system of coordinates as shown. Cut the ring at 
the top andintroduce the unknown moments and forces Xa, Xo and 
X, as shown, required to establish the conditions existing prior 
to the cut. In the eut ring, let M, represent the moment for the 
external loading and Ma, Me and M, the moments for the load- 
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ings A. = —1, № = —l and X, = —1, respectively, then the 
three unknowns may be determined by 


0-2 ХМ. — Хај Ма вз — X S М.Ма 


— Х.У М.М ds 
0 = J M,Mys — X, f M,Myds — Xa S Molds (2 
— K.S ATM ds 2 
0 = {M.M.ds — Х, Г M,M,ds — Xi f ММ ds 
— X.S Meds 


On account of the symmetry 
ДМ „Маз = 0, Л M,M.ds = 0, ГММ = 0 and 
SM Mids = 0 


so that the equations (2) may be written 


0 = JNM ads — Хај Meds 

0= — Хь Jf Afa ds 

0 = S/M, Mds — X.f Meds 

or 

E S MoM ads | 
сес Sf 45 
рь = () b (3) 
voL KM Mas | 
° SMER 


The moment at any given point in the uncut ring may be 
expressed by 


M = M, — Х„— Хы - Ха (4) 
and the thrust by 
N = No + WN, sind — Х, cos? (5) 


where N, represents the thrust in the cut ring. 
Applying equations (3) the equations (4) and (5) will read 
ГММ „а S MoM ds 


М = Mo- ера У Meds У, 

and 
Е. MIM -ds P 
er ak 2 248 с cos (7) 


For any given point M, = 1 and Me = у; 
Therefore by inserting these values in (6) and (7) these equations 
will read 
[Ads S M aids 
ть T frs 
M ,yds 
Bi v я pon (9) 


M "= М. 


N = No 
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in which / ds = s represents the length of the circumference 
of the ellipse. The integrations cover the whole ellipse. In the 
following the moments are positive when producing tension at 
inside of ring. Direct tension stresses are positive, compression 
stresses negative. 

15. Method of Application.—In determining the moments 
and thrusts due to the external loadings each item of loading as 
enumerated in par. 13 is treated separately and then summed up. 
For а circular ring the necessary integrations are carried out 
readily, but for an ellipse the expressions are not directly inte- 
gratable. In that case they may be determined by summation. 

16. Example of Integration.— Determine the moment in a 
circular ring for loading (7) par. 13. The weight of the water is 
w, per eubie foot and the radius of the ring is r. (See Fig. 23.) 





М, = —léwi(r— y)? = —Ywiri(1 — cos 9)? 


f Mds = — gwri [o — cos 9)349 = —– Эбт“ 


f M,yds = — 15175 || cos 9 (1 — cos 9)349 = Збтилт 
о 


= OE 
S yds = rr? 
and 
М = М. + Моши — 9$wir? cos д 


The moments at top, axis level and bottom, respectively, are 


M, = 0 + 542403 — gw = —2546 
ЛГ, = — lew yr + Siow = +1 wir? 
M; = —4$wir? + брош + 58003 = — баби 


17. Deflection of an Elastic Ring. —The deflection of an elastic 
ring may be measured by the shortening of the vertical diameter. 
This shortening may be сш by 


SET = f MIDs (10) 
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where à is the deflection, / the modulus of elasticity of the mate- 
rial, Г the moment of inertia of the cross-section of the ring wall, 
M the actual moment due to the loading considered and J! 
the moment in the cut ring due to a loading 1 at top and 
bottom. 


D. MOMENTS AND THRUSTS 


18. Symbols Used. ~ In the succeeding discussion the following 
symbols are used. 


a = the horizontal external radius of the ellipse in feet. 
a, = the horizontal radius of the neutral axis in feet. 
b = the vertical external radius of the ellipse in feet. 


wı = weight of water in pounds per cubic foot. 
wa = weight of earth in pounds per саме foot (if in water 
as weighed in water). 
w = шу + We 
W = weight of the tunnel lining in pounds per linear foot 
of tunnel. 
P =vertieal loading above the top of the tunnel in pounds 
per square foot. 
Q = air pressure in tunnel above normal in pounds рег 
square foot. 
ћ = depth of water above the surface of the ground m feet. 
ћо = depth of earth above top of tunnel in feet. 
c = ratio of horizontal to vertical earth pressure (see pars. 
8, 9 and 10). 
k = a factor which is greater than c and less than 1. с. 
па, Ho, Па, Па, Ng = constants. 
М = moment at top of tunnel. 
M» = moment at horizontal axis level of tunnel. 
Ма = moment at bottom of tunnel. 
N, = thrust at top of tunnel. 
№, = thrust at horizontal axis level of tunnel. 
№; = thrust at bottom of tunnel. 

19. General Equation for Moments.—By applying the cal- 
culations of moments as developed in Section C of this chapter to 
the loadings as given in par. 13, the following general equation 
is obtained for the moment of an elliptical tunnel lining. 

М = Ка (писа? + поша) + mwaa? + ne(wi ( + he) — 0) aia 
+ па(и + waa + nya, + ns(P — Q)aia. (11) 
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The constants ту, по, 23, па, Ns Vary with the loeation of the point 
for which the moment is considered. Their values are given in 
Table ТУ for top, axis level and bottom points, respeetively, for 
elliptical linings with the ratio of the vertical to the horizontal 
radius varying from 0.70 to 140. With these values of the 
constants the moments are expressed in foot -pounds. 

20. Moments in Dry Ground.—For dry ground equation (11) 
may be written 
М = kai(nywsa? + пора) — паа + пзшәауа? + па 

+ n;(P-—Q)aa (12) 

This moment will be zero when 
— пода + пзшза? + n4 W + (Р— Q)a 


NMWA? + Ра 


k = — (13) 
According to par. 18, k is greater than c and less than Ie 
and aecording to par. 10, c may in dry ground be taken as 1/3. 
Consequently, if k as determined by (13) lies between the limits 
1/3 and 3, the tunnel lining will not be subjected to a moment 
from the given loading. 

21. Dead Load Moments.—The lining will be subject, how- 
ever, to a moment due to its own weight. At the time of erection 
the lining is not supported by the surrounding ground and it will, 
therefore, receive an initial deflection due to its own weight. 
The moment caused by this deflection depends on the method of 
support. Asa working condition the moment, expressed in inch- 
pounds may be assumed to be 

M = 1:29 (14) 


In a cireular tunnel this would correspond to a support at two 
points at the bottom, 20 deg. distant from the bottom point. 

92. Thrust in Dry Ground.—FTor the full loading the thrust 
may be determined by equation (9), but the following expres- 
sions, which ignore the effect of the internal stresses, are suffici- 
ently approximate and more convenient for use. 


№, = —bwi(0.67b + hi + ћу) — kbwe(0.67b + he) + QU 
No —Ра — 0.22(w, + ws)ab — 0.2517 + Qa КО 
Ns = — bw (1.336 + hy + hy) == Кро» (1.336 + he) + Qb | 


The thrust corresponding to the moment (14) is insignificant and 
may be assumed to be equal to zero. 

23. Moments in Firm Waterbearing Ground.—In firm water- 
bearing ground apply equation (11). According to par. 10, the 
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ralue of с may here be taken as 0.50, making 1/с = 2. Ifk 
as determined by 
k = 
поа ns(wi(h,4- hs) — Qa +n; wm twa +n W 4- n; (P — Q)a 
mS ny wea? + поша КЕС 
(16) 
lies between the limits 0.50 and 2.00, the moment will be zero. 
If А is less than 0.50 the value of F = 0.50 should be used in equa- 
tion (11) and if Ё is greater than 2.00, this value should be used. 

24. Dead Load Moments in Firm Waterbearing Ground.—As 
stated in par. 21, the lining will be subjected to a moment due 
to the weight of the lining. If the moments as determined by 
equation (11) are less than that determined by equation (14), 
the latter moment should be used. 

25. Thrust in Firm Waterbearing Ground.— The thrust in firm 
waterbearing ground may be determined by the equations (15). 

26. Definition of Soft Ground.—By soft ground 15 understood 
in this eonneetion ground whieh either temporarily or perma- 
перу approaches in eharaeter that of a fluid. 

27. Hudson River Silt.— The silt underlying the Hudson River 
in the vieinity of New York City is an example of such ground. 
It may be deseribed as an extremely finely divided dust, super- 
saturated with water. The fineness of the particles 1s so great 
that Portland cement in comparison is a coarse powder. During 
the construetion of the Pennsylvania Railroad tunnels under the 
Hudson River (A-18) careful observations were made of the 
behavior of the tunnels in the silt. It was observed that from 
the time of ereetion of a ring of the east iron lining and for a 
period of about two weeks thereafter the vertical diameter 
continued to inerease, the average increase at the end of this 
period being 1.22 in. The external diameter of the tunnel was 
23 ft. After this period the vertical diameter started to decrease, 
but at a much slower rate, and continued to do so for a period of 
about two and one-half years, when the ring had obtained a 
diameter of about one-eighth of an inch less than true. Observa- 
tions were then diseontinued, beeause the internal concrete 
lining was placed, but it is probable that the deformation had 
about eeased at that time. The aetion of the lining may ђе 
explained by the silt having in its undisturbed state a potential 
passive resistance which was temporarily destroyed by the violent 
disturbance of driving the shield through it. Immediately after 
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the passing of the shield the silt surrounding the tunnel, therefore, 
acted on the lining as a fluid. In course of time, however, the 
silt gradually returned to its original condition, whereby the 
horizontal pressure on the lining deereased, causing the lining to 
shorten its vertical diameter until sufficient passive resistance 
had been developed to make the bending moment in the lining 
approximately zero. This would oeeur when the vertical 
diameter had reached a length of slightly less than true. 

28. Observed Elongation a Measure of c.—By determining 
the deflection according to equation (10), par. 17, the following 
expression is obtained for the shortening of the vertical diameter 
in a eireular lining with radius г under the loading as given in 
par. 13. 


^9 
= r | ((0.0254 — 0.16670) wr* + 0.035717 
+ 0.1667 (1 — (Р — 9)» 


In the ease of the Pennsylvania tunnels, r = 11.5; w = 108; 
И” = 12,200; P = 5,800; Q = 3,600 and J = 405. The com- 
puted shortening of the vertical diameter 
for values of c ranging from 0.75 to 1.00 








c 
& 10 
is shown in Fig. 24. It will be веер that $ 
for a value of c = 0.76 the vertical diam- $ 
[s 
eter will not change its length. For © 
: E 
smaller values of c the diameter would 5 
shorten if it were not for the passive 2 
| | | : T 05 TO 
resistances preventing it, and for larger Value of c 
values of с the diameter will increase its Еіс. 24.—Relationship 


lenetheeat a uniform rate unti] the between с and shorn: 
| ing of vertical diameter 


maximum value of c (namely, 1) 15 for values of c between 
reached, when the computed increase is 0-75 and 1.00. 

0.65 in. The observed increase was 1.22 

in., so that forany value of c the computed change is less than 
observed. The reason for this is that stretching of the bolts, 
deflection of the flanges and play in the joints add to the deflec- 
tion of the lining. The computed value nearest to that 
observed is that for c = 1. While it cannot be stated definitely 
that c had this value at the time of maximum elongation, it is 
indicated by the fact that the observed elongation was greater 
than that computed for с = 1. Hf chad been less than 1, passive 
resistances would have developed with the effect of preventing 
any material elongation of the vertical diameter. Under the 
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circumstances the probability of с being equal to 1 is sufficiently 
great to warrant the use of this value in the computations for 
tunnel linings in ground of this character. 

29. Moments in Soft Ground.—For soft ground, therefore, 
the equation (11) should be used with Ё equal to 1. This equa- 
tion may then be written 


М = а (туда? + mW + m3(P — Q)a) (17) 


where m; = ni + ns, ma = na ma = Met ng, W = Wy + We. 
The values of the constants mi, Ma, тз are shown in Table V. 


TABLE V.—VALUES OF CONSTANTS mi, те, Та, IN EQUATION (17) 


Moment at axis | 


Moment at top, Moment at bottom, 

















level 

b - ыд E ^ IN M, 

та то 15 my | Mə nia my my m3 
0.70 =0 Оба 0205 ¥ 0.12 T0 06 —0.06 — 0.1-0 06 005 O12 
0.75 |—0.06 0.05 0.11 0.08 , —0.06 —0.11,—0.08 0.05 | 0 11 
0.30 —0.08 0.05 0.09 0.10 —0.06—0. 09 —0.11 0.05 ` 0.09 
0.35 |—0.10 0.05 0.07 0.12 |—0.06|—0.07|—0. 14) 0.06 O 07 
0.90 |—0.12/ 0.05 10.05 0.14 |—0.06 —0. 05 —0 0.17, 0.06 0.05 
0.95 |—0.15! 0.05 №0.03 0.17 |--0.08 —0.02| —0.21| 0.06 | 0.03 
1 0.05 1 0.00 0.21 | 0.06 0.00 


007 0:158 . 06 | 
| 


30. Economical Cross-section in Soft Ground.—A tunnel 
driven through soft ground of the character defined in par. 26 
will be driven under air pressure, but as 1% 1s possible that during 
the driving the air pressure may be removed periodically, either 
by aecident or on purpose, it is neeessary to design the lining so 
that 1t is eapable of carrying the stresses to which 1 may be sub- 
jected in either ease. While a tunnel in this kind of ground 
usually is driven under an air pressure less than the water pres- 
sure at the top of the tunnel, there may be oceasions when the 
pressure will have to be inereased to one balaneing the full 
external pressure of water and ground at or below axis level, and 
this is the air pressure that should be considered in the computa- 
tions. With the latter air pressure no material reduetion in the 
bending stresses 1s obtained by diverging from the cireular eross- 
seetion, and this will usually be found most econonueal, except 
possibly when the tunnel is large; in this case elliptical cross- 
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sections with the major axis horizontal should also be investi- 
gated. Elliptical cross-sections with major axis vertical are al- 
ways less economical than the circular cross-section. 


Top of Tunnel 





























Pi 
M= d(miwD + mW) 
Moments are positive when 
producing tension at 


inside of lining 
m рослае MCI 














Bottom of Tunnel 
Fic. 25.— Values of constants mı and me for all points of the circumference. 


31. Moments in Circular Cross-section in Soft Ground.—If 
D represents the external diameter in feet of a cireular tunnel 
lining and d the diameter of the neutral axis, then equation (17) 
inay be written 


M = d(m,w D? + mW) (18) 


The values of the constants m, and ms are shown in Fig. 25 for 
all points of the circumferenee. With these constants, M is 
expressed in inch-pounds. 
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32. Thrusts in Circular Cross-section in Soft Ground.—The 
corresponding thrusts are expressed by the equation 


№ = тушр? + n.W — (Р — Q)D (19) 


The values of the constants n; and ne are shown in Fig. 26 for all 
points of the circumference. 


Top of Tunnel 








N= рах a?+nW-%D(P-Q) 
l Thrust is negative 
w 'hen producing 











Bottom of Tunnel 


Fic. ?6.— Values of constants ж and п» for all points of the circumference. 


33. Summary.— The most suitable cross-section for a tunnel 
lining depends on the character of the ground, as follows. 

In dry ground within certain limits the cross-section may be 
elliptieal with the major axis vertical or horizontal, or it may be 
circular with equal economy. 
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In waterbearing firm ground the same conditions exist, but 
the limits are narrower; usually a cross-seetion in which the 
ratio of the vertical to the horizontal diameter ranges between 
0.8 and 1.0 will be the most economical. 

In soft ground the cireular eross-seetion 1s usually the most 
economieal, although for large tunnels it 1s advisable to investi- 
gate also elliptical cross-sections with the major axis horizontal. 


E. STRESSES IN LINING 


34. Computation of Stresses.— When the moments and thrusts 
are known the stresses in the lining may be determined by 


S = МА ЕЕ M/S (20) 
where 
s = unit stress in pounds per square inch. 
N = thrust in pounds per linear foot of tunnel. 


А = eross-seetion area of the wall of the linmg 1n square 
inehes per linear foot of tunnel. 

M = moment in inch-pounds per linear foot of tunnel. 

S = section modulus of the wall of the lining in inehes 
eubed per linear foot of tunnel. 


As previously stated, the moment is taken as positive when 
produeing tension at the inside of the lining; direet tension stress 
is positive and compression negative. 

35. Stresses during Construction in Dry Ground.— During 
construction the moment in the lining of a tunnel driven through 
dry ground is expressed by equation (14) and the corresponding 
thrust may, according to par. 22, be assumed to be zero. If the 
work is earried out under eompressed air the air pressure will 
not affeet the thrust at the time of initial ereetion, because 1t will 
be present at the outside as well as at the inside of the lining. 
After the space behind the lining has been filled and the lining 
has been subjeeted to the external earth pressures the moment 
will be determined by equation (12), par. 20, and the thrust by 
equation (15), par. 22. 

36. Permanent Stresses in Dry Ground.—The permanent 
moment in dry ground is determined by equation (12), par. 
20, in which О = 0. The corresponding thrust is determined 
by equation (15), par. 22, in which Q = 0. 
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37. Stresses during Construction in Firm Waterbearing 
Ground.—In firm waterbearing ground the initial moment is 
determined by equation (14), par. 21, and the corresponding 
thrust is zero. When the earth pressures are acting the moment 
is determined by equation (11), рат. 19, and the thrust by equation 
Прав 22. 

38. Permanent Stresses in Firm Waterbearing Ground.—The 
permanent moment in firm waterbearing ground is determined 
by equation (11), par. 19, and the corresponding thrust by equa- 
tion (15), par. 22. In both equations Q = 0. 

39. Stresses during Construction in Soft Ground.—In soft 
ground the moment is determined during construction by 
equation (17), par. 29, for elliptieal eross-seetions and by equation 
(18), par. 31, for eireular eross-seetions. The thrust is deter- 
mined by equation (5), par. 14, for elliptieal eross-seetions and 
by equation (19) for eireular eross-seetions. 

40. Permanent Stresses in Soft Ground.—lIf the active hori- 
zontal pressures deerease after the disturbanee eaused by the 
eonstruetion is past, then the moment is determined by equation 
(11) and the thrust by equation (15). 

41. Concrete Lining.— The above moments and thrusts are 
based on the assumption that no internal support of the arch 
of the lining is provided. In eonerete and other masonry linings 
an internal support must be provided until the lining is strong 
enough to carry the outside load and until the lining has received 
outside support, unless the lining has been designed to earry a 
moment as expressed by equation (11). 

42. Wood Lining.—When the segments of a wood lining are 
properly fastened together, the individual segments are splieed 
through the adjacent rings. Each ring, therefore, must be 
assumed to earry the tension of two rings, while the compression 
is carried by the individual ring. Sce Chap. VIII, pars. 61 to 68. 

43. Cast Iron Lining.—Cast iron lining has an unsymmetrical 
cross-section, and the neutral axis is nearest to the outside. 
Consequently, the section modulus 15 least on the inside. As the 
tensile strength of east iron is less than its eompressive strength, 
the strength of the lining is usually governed by the maximum 
tensile stress. 

44. Steel Lining.—A lining of struetural steel or of steel 
castings will also have an unsymmetrieal eross-seetion, but the 
tensile strength is the same as the compressive strength, so that 
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the strength of the lining will be determined by the maximum 
stress, whether tensile or compressive. 


F. APPLICATION TO EXISTING STRUCTURES 


45. Cleveland New West Side Water Intake Tunnel (А-26). 
This tunnel is eireular in shape, driven through firm waterbear- 
ing ground and lined with precast concrete block. The external 
radius is a = 5.96 ft.; the radius to the neutral axis is а, = 5.45 
ft.; the weight of the lining is W = 4,600 Ib. per linear foot of 
tunnel. Depth of water Л, = 25 ft.; weight wi = 62.5 lb. per 
cubie foot. Depth of cover ћу = 15 ft.; weight w: = (in water) 
65 lb. per cubic foot. From equation (16): 


_ 2,220n, GE 14,900n2 + 4,530па + 4,60074 + 20,700n; 
2,310ni a 5 S00nə 


Inserting in this expression the values of the constants for the 
moment M; as given in Table IV. 
Ка = 
— 2,220 X 0.29 — 14,900 X 0.25 +4,530 X 0.04 +4,600 X 0.06 +20,700 Х0.25 
2.310 X0.29 --5,800 X0.25 


سے 











= 0.60 


This value of k is within the limits of 0.50 and 2.00 and the lining 
will, consequently, have no moment due to the entire loading. 
The moment, therefore, will be determined by equation (14): 


M; = 1.2 X 4,600 X 5.96 = 33,000 in.-lb. 


This moment will not exist until the lining has received support 
from the surrounding ground, in which case the corresponding 
thrust is found by equation (15). The value to be inserted for А 
in this equation may be any between 0.5 and 2, and the latter 
value is used. The air pressure is taken at 20 lb. per square 
inch or О = 2,880 Ib. 


Ма = 5.96 (- 62.5(1.83 X 5.96 -- 25 + 15) — 
2 x 65 (1.33 X 5.96 + 15) + 2,880) = — 18,200 Ib. /m.? 


The area A of the lining is 11.5 X 12 = 138 sq. in. and the 
section modulus S = 2 X 11.5 X 11.5 = 264.5. According to 
equation (20) the stress 15 


18,200 , 33,000 ( —7 |b./in.? 


138 = 264.5 = | —257 Ib./in.? 
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With no air pressure № = — 35,300 №. and the maximum com- 
pressive stress 15 
$ = —381 №. /т.? 
46. Dorchester (A-34).—Cireular wood lined tunnel through 
firm waterhearing ground. e = 1205 a = ОНИ он 


WM = 2,800 Ib., hı = 30 ft., he = 20 ft. м TOND w: и 
Р = 4,500 lb. By inserting these values in equation (16), k is 
found equal to 0.32. This value is less than 0.50, and the 
moment due to all the external forees is, therefore, determined by 
equation (11): 


M; = 140.5( —0.50(2,750 + 3,920) — 2,710 — 9,660 + 750 + 
170 + 13,590) = — 168,000 in.-lh. 


The corresponding thrust is found from equation (15). If the 
air pressure is 25 lb. per square ineh, then 


№ = — 12.08(64 X 66 + 0.50 x 65 x 36 — 3,600) = 
— 22,000 Ib. 

Sinee, А = 12 Х 9 = 10S and о => Х 5! = 107. 

then 


280000. 165000 sU lb. in.? 
108 102. ANN 


The aetual tensile stress 1s aceording to par. 42 twice that eom- 
puted of 2 X 833 = 1,666 lb. per square ineh. 

When not subjeet to air pressure the thrust is 65,200 lb. and the 
maximum compressive stress is — 1,641 Ib. per square тей. 

47. City & South London (E-10).—Cireular east iron lining 
in dry ground. а = 5.62 ft., a, = 5.541. М’ = 1,800 1b., he = 
SO ft., we = 120 lb. From equation (13) k is found equal 
to 0.95. According to par. 20, with this value of А there will be 
no moment for the total external forees. The moment is, there- 
fore, determined by equation (14) from which M3 = 12,200 in.-lb. 
The thrust 15 zero and the section modulus is 6. The stress is 
therefore 

Мр 12,200 


во = 2,000 Ib. /in.? 


The maximum compressive stress is aeeording to equation (15), 
the area A being 14.1 sq. in. 


55200 _ , "P 
з = RENS = — 3,900 lb. /1n. 
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48. Whitehall (A-28).—Circular cast iron lining ш firm 
waterbearing ground. а = 9 ft., a, = 8.82 ft., W = 6,500 Ib., 
hi = 40 ft., ho = 22 ft.; wi = 64 Ib., we = 60 Ib. According to 
equation (16), № is found equal to 0.51, and the moment 15 conse- 
quently determined by equation (14): 

М. = 1.2 x 6,500 Х 9 = 70,200 in.-lb. 
The thrust is zero and S = 20.8, consequently, the maximum 
tensile stress Is 
70,200 


= 008 ^ о ibo mes 


49. Pennsylvania Railroad Hudson River (A-18).—Circu- 
lar cast iron lining in soft ground. The external diameter 15 
23 ft., the diameter to the neutral axis d — 22.5 ft. The weight 
of the lining is W = 12,240 Ib. Top pressure Р = 5,800 lb., air 
pressure Q = 3,600 Ib., weight of ground w = 108 Ib. Area of 
lining A = 40.3 sq. in., section modulus S = 50.3. 

According to equation (18) 

М, = 22.5(57,132m, — 12,240me) 
From Fig. 25 the constants are at axis level mı = 0.31 and m: = 
— 0.33; therefore 

М, = 22.5(57,132 X 0.31 — 12,240 X 0.33) = 308,000 1һ.-1р. 

The corresponding thrust is found by means of Fig. 26 to be 
№. = — 31,300 lb. 

and the maximum tensile stress 1s 

31,300 , 308,000 


40.3 50.3 


— 


= Only om 


CHAPTER VIII 


LININGS FOR SHIELD DRIVEN TUNNELS 
A. INTRODUCTION 


1. Requirements of Lining.—A lining for a shield driven tunnel 
must be able to withstand the forces to which it may be subjected, 
which are, (a) the weight of the lining; (b) the earth pressures and 
(c) the thrust of the shield jacks; it must be permanent, or in other 
words, it should outlast the use of the strueture. It is also usu- 
ally required that it shall be watertight. Further, as the work 
of tunneling is laborious, dangerous and expensive, the lining 
should be brought into the tunnel ready for erection in as finished 
a state as possible. The aetual work of ereetion in the tunnel 
should be a simple operation, quiekly performed. 

2. Primary Lining.— While frequently the complete lining 1s 
plaeed at the time of 1nitial ereetion, it is sometimes the ease 
that at the time the tunnel is driven it 15 provided with a primary 
lining, subsequently supplemented with a seeondary inner lining. 
The purpose of the primary lining is to furnish an immediate 
support of the ground. This lining must be able to satisfy the 
requirements as to strength, ease of ereetion and reasonable 
watertightness, but does not-need to be permanent without fur- 
ther preparation. A metal or a wood lining answers these 
requirements. 

3. Secondary Lining.—If it is thought that the permanence 
of the primary lining is not assured, an inner lining, usually of 
conerete, is provided. The function of this lining is either to 
form the permanent lining or to proteet the primary lining so that 
this will remain permanent. In some eases the secondary lining 
is provided to give a smooth and pleasing interior finish. 

4. Lining Materials.— The lining may be made of almost any 
of the usual materials of construction. Cast iron has most 
frequently been used but wood, steel and concrete are also used 
as lining materials. А description of linings of various materials 
will be given in the following pages. 

94 


LININGS FOR SHIELD DRIVEN TUNNELS 


95 





(Photo by P. P. Pullis.) 


Transit Commission.) 


York 


(Courtesy of New 


Cast iron tunnel lining in place. 


240m 


Fic. 


96 SHIELD TUNNELING 
B. CAST IRON LINING 


5. General Description.—In its usual form cast iron lining is a 
cylindrical structure with a circular cross-section built up of a 
series of rings, and each ring is made of a number of sections. 

Figure 27 shows a east iron lining erected. Each segment 
has a web or skin conforming to the curvature of the tunnel and 
provided with flanges along its four edges. When erected the 
skin forms an enveloping cylinder which is stiffened by the cir- 
cumferential flanges. The segments and rings are connected 
by means of bolts through the flanges. 





Fic. 28.—One segment of a cast iron lining. 


6. General Details (Fig. 28).—In British linings the skin 
has a uniform thickness from flange to flange while in American 
linings the thickness is often increased toward the flanges. For 
'asting reasons the circumferential flanges are tapered and the 
end flanges, which are commonly called the cross or horizontal 
flanges, are usually of identical cross-section. То secure full 
bearmg for the bolt heads and nuts on the tapered flanges the 
bolt holes are bossed. To provide means for waterproofing the 
joints the flanges are recessed along their inner edges so as to 
form, when erected, a groove between adjacent segments which 
may be filled with a waterproofing material. Exceptions to this 
arrangement will be mentioned later. Triangular bracings or 
feathers are frequently used to stiffen the flanges against the 
skin. АП intersecting surfaces are filleted. Гог grouting pur- 
poses a tapped and plugged hole is generally provided in the skin 
of each segment. 

7. Patterns of Segments.—The cross joints are radial except, 
on account of erection conditions, at the “key” or last segment 
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erected. When a ring of cast iron lining is being erected within 
the shield in the tunnel there is no space available in front of the 
ring. The erection space, therefore, is limited to the length of 
the ring proper and the segments must be moved radially into 
place. This condition necessitates that the space left for the 
insertion of the key must be at least as wide at the inside as 
at the outside of the lining, butfor greater convenience of erection 
it is made wider at the inside. The eross flanges of the key, 
therefore, taper slightly toward each other at the outside. The 
two segments adjacent to the key must have one cross flange 
conforming to that of the key, while the other flange 1s radial. 
Three patterns of segments are needed, therefore, for a ring of 
east iron lining, namely first, the key segment; second, the two 
segments adjacent to the key; and third, the remaining segments. 

8. Marking of Patterns.— lo avoid confusing the segments 
having only one radial flange with those having two, it is advis- 
able to make the length of the two patterns so different as to be 
readily distinguishable. "This is often done by making the two 
segments adjaeent to the key shorter than the others, the differ- 
enee in length being equal to the distanee between two bolt holes 
in the eireumferential flange. In addition each pattern should 
have a distinguishing mark, usually a letter, cast in the segment. 
A similar mark should be east also in the segment adjacent to the 
key at the end adjoining the key. 

9. Short Rings.—The standard type of ring is used throughout 
the tunnel except in special eases. When a stretch of ground is 
met, where the excavation ean be earried out only in short lengths 
at a time ahead of the shield, the work is usually slow. In order 
to earry it out safely and without undue loss of compressed air 
it is often advisable under these circumstances to provide rings 
whieh are of less width than the standard rings. When going 
under heavy concentrated loads or under bulkheads of waterways 
or when the tunnel passes from rock to soft ground it is often 
feared that the standard lining will not be of sufficient strength, 
and in those eases short rings are also frequently used, because 
the increased number of eireumferential flanges produces greater 
strength. In some cases rings of steel castings of the standard 
patterns are employed for the same purpose. 

10. Taper Rings.—For going round curves, either horizontal 
or vertical, or to correet deviations from the designed line or 
grade, tapered rings are used with the planes forming a shght 


— 
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angle, so that the width of the ring varies from point to point. 
For long radius eurves and to correet deviations the difference 
between the longest and the shortest width may not exceed 1 
in. In that ease the standard patterns are used for making the 
eastings, with the flanges thiekened to produce the proper width 
of the ring. For sharper radius eurves or if greater taper is 
wanted, special patterns must be made. Three types of tapered 
rings are needed, one for horizontal deviation, one for vertical 
depression and one for vertieal elevation. ln each taper ring 
every segment is special and must be match marked. 

11. Width of Ring.— The width of the rings of the cast iron 
lining varies in different existing tunnels from 18 to 30 in. The 
larger ring width has been used for tunnels with diameters of 23 
ft. or more, although some large tunnels have been built with 
smaller ring widths. Аз the lining is erected within the cover of 
the tail of the shield, the length in which the tail ean be made sets 
a limit to the possible width of the ring. "Phe length of the tail 
is limited by the diffieulty of steering the shield when the ratio 
of the length to the diameter of the shield becomes too 
large. For equal flange depth, skin thiekness and strength it 
makes no material difference in the weight of the lining whether 
the width of the ring is large or small, because the thiekness of 
the circumferential flange must vary in thickness in proportion 
to the width of the ring. There is, however, when a large ring- 
width is used, a material saving in the number of bolts, in the 
length of joint to be waterproofed, in the work of ereetion and, 
most important of all, perhaps, in the reduetion of the joint 
length, every foot of which is a potential source of leakage. It 
is usually advisable, therefore, to make the rings as wide as the 
conditions will permit, whatever the diameter of the tunnel may 
be. It is possible then, that the thickness of the flange may 
become too great in proportion to the thickness of the skin, lead- 
ing to casting difficulties. In that case it is worth considering 
a lining having one or more cireumferential ribs in addition to 
the flanges. Linings of this cross-section are commonly used 
for shafts and have also been used for tunnels. 

12. Example.—As an example the lining for a tunnel of the size of 
the Rotherhithe tunnel (E-17) may be considered. First à study 
should be made as to whether a wider ring than that used, whieh 
was 30 in., would be possible. The length of the shield for 
this tunnel was 18 ft. and the ratio of the length to the 
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diameter was 0.59, while this ratio for the Blackwall 
tunnel (E-7) shield was 0.71 and for Pennsylvania Railroad 
Mast River tunnel (A-19) shield was 0.77. If the shield for the 
assumed tunnel were made of a length proportional to that of 
the Blackwall tunnel shield the length would be 21 ft. 9 in. or 
3 ft. 9 in. longer than that of the Rotherhithe tunnel. The ring, 
therefore, could be made 12 in. wider than that of the Rother- 
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hithe tunnel, or 42 in. wide. Figure 29 shows the cross-section 
of the lining of the Rotherhithe tunnel. Using the same dimen- 
sions as for this lining except increasing the thickness of the 
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Fic. 31.— Relationship between thickness of skin and section modulus of lining 
illustrated. 


circumferential flanges in proportion to the width of the ring, the 
thickness of the flange at the skin would be 3.7 in. This flange 
thickness would be too large in proportion to the thickness of the 
skin, but by adding a central rib as shown in Fig. 30 the thick- 
ness eould be reduced to proper proportions. 
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13. Length of Segments.—In tunnels with a diameter up to 
about 13 ft. the erection of the lining is generally done by hand. 
In that ease the size of the segment is limited by its weight. In 
erecting the segment by hand the largest number of men that can 
get room to lift would usually be four, which would limit the 
weight to about 350 Ib. The greatest overall length of a seg- 
ment which ean be handled conveniently in the tunnel is about 
equal to the radius of the tunnel. There are, however, some 
small diameter tunnels which have only three or four segments in 
a ring in addition to the key. Usually, except in small tunnels, 
the length of the segment is less than the radius and rarely 
exceeds 6 or 7 ft., beeause longer segments are more 
difficult to cast and beeause the segments are so stiff that unlike 
steel structures they cannot be deflected by drifting or other 
means during erection to procure matching of bolt holes. The 
necessary flexibility is obtained only in the cross joints and in 
making the bolt holes in the circumferential flanges large. 

14. Length of Key.—The length of the key, measured on the 
pitch circle of the circumferential bolt holes, is generally equal to 
the bolt pitch in order to make it possible to stagger the cross 
joints. Under any circumstances the key should be long enough 
to permit the last segment erected, before the key 15 placed, to be 
swung into position by pivoting on its lower horizontal flange. 

15. Thickness of Skin.—The thickness of the skin is deter- 
mined by the stresses parallel to the longitudinal axis of the 
tunnel, produced by the pressures of the earth and by the thrust 
of the shield jacks. The carth pressures produce a bending stress 
and the shield jacks a compressive stress. The thickness of the 
skin, therefore, must be so that the tensile stresses from the 
bending alone and the compressive stresses from the combined 
forces are both within safe limits. The thrust from the shield 
jacks may be assumed to he distributed uniformly over the 
circumference of the skin. If R represents the thrust in pounds 
per linear inch of circumference and £ the thickness of the skin 
in inches, then the stress due to the shield jacks is R/t lb. per 
square inch. Аз regards the earth pressures, if Г represents the 
unsupported length of the skin between the circumferential flanges 
in inches and p the earth pressure in pounds per square inch, 
then the maximum moment in inch-pound may be taken to be 
742/12. For linings where the skin is increased in thickness 
toward the flanges / may be taken as approximately equal to the 
distance between the centers of gravity of the added triangular 
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pieces. И the safe compressive stress is 14,000 Ib. per square 
inch and the safe tensile stress 5,000 Ib. per square inch, then the 
minimum skin thiekness is determined by 


REG pl2/2F = 14,000 (21) 
or 
pi ior 


5,000 (22) 


The equation giving the larger value should be used. 

16. Economical Thickness of Skin.—An increase of the skin 
thickness beyond that which is required to transmit the earth 
pressures to the flanges and to support the thrust of the shield 
jacks is not economical, because within the limits of practical 
use it adds to the weight without adding materially to the 
strength. As an example the variation of the seetion modulus 
of a lining with a cross-section as shown is given in Fig. 31. 
The width of the segment is 24 in., the overall flange depth 10 in. 
and the flange thickness 2 in. The curve of the section modulus 
in relation to the skin thickness is plotted for values of skin thick- 
ness varying from 0 to 6 in. It will be seen that there is prac- 
tically no change in the section modulus when ¢ is increased from 
1 inch to 3.6 in., although the area of the cross-section 1s increased 
from 40 sq. in. to 112 sq. in., in fact, the section modulus is less 
when the thickness is. 3.2 in. than when it is 1.6in. The practical 
limits for é are in this case 1 т. and 2 in., between which the area 
is increased 33 per cent without any material change in the section 
modulus. 

17. Corrosion of Skin.—Although we do not know of any 
eases in which the skin of a cast iron lining has corroded, it is 
proper to consider this contingency. It should be remembered, 
however, that the possible corrosion is independent of the size of 
the tunnel, so that there is no occasion to increase the skin 
thickness on account of possible corrosion any more in a large 
than in a small tunnel built through the same material. If the 
tunnel is provided with an inner concrete lining there will be no per- 
manent stresses in the skin parallel to the longitudinal axis of the 
tunnel that cannot equally well be carried by the concrete, and the 
full thiekness of the skin may be subjected to corrosion without 
affecting the safety of the tunnel as far as the axial stresses are 
concerned. Аз regards the circumferential stresses, the concrete 
lining and the cast iron flanges are usually sufficient to earry these 
stresses. 
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18. Depth of Flange.— The tunnel lining is cireumferentially 
subjected to a thrust N and a moment M by the external forces. 
'The determination of the values of M and N are shown in Chap. 
VII. If A is the area of the eross-section of the lining per linear 
foot of tunnel in square inches and S the corresponding section 
modulus in inches eubed, then the stress s in pounds per square 
inch is expressed by 


Е (23) 


For a given section modulus the area of the cross-section decreases 
as the flange depth is inereased. Consequently less cast iron is 
used when the flanges are made deep. On the other hand, more 
excavation has to be made with deeper flanges and, if an internal 
lining is to be used, more concrete is needed. The economical 
depth is best determined by comparative estimates of cost. 

19. Flange Depth of Existing Tunnels.—As might be expected 
the flange depths of existing tunnel lining do not follow any well 
defined Jaw, but roughly speaking, if f represents the overall 
flange depth in inches and D the external diameter in feet, then 
for tunnels in London clay 


f= 04D (24) 
and for tunnels in waterbearing ground 
0205 100, (29) 


represent approximately the relation between flange depth and 
diameter. These equations may be used for initial selection of 
flange clepth. 

20. Stiffness of Circumferential Flanges.—For proper stiffness 
the proportion between the free depth of the flange, measured 
from the inside of the skin to the inner edge of the flange, and the 
thickness of the flange, measured at the skin, should not exceed 
a certain limit. Judging from the proportions used in existing 
linings this limit may be taken as 5. 

21. Taper of Flange.—The useful flange area, as far as the 
section modulus is concerned, is that near the inner edge of the 
flange. Consequently the taper of the flange should be made as 
small as the casting of the segment will permit. While this to 
some extent depends on the individual foundry, a taper of 35 in. 
in 12 in. may be taken as an average minimum. 

22. Machined Joints.— In order to obtain a strueture of proper 
shape and alignment, subject to the minimum chance of leakage 
and involving the least work of erection, all the flanges should 
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have the contact surfaces machined. The machining adds to the 
cost of fabricating the lining, but where the facilities are present 
for machining this cost is amply repaid in the lower erection cost 
and in the better structure obtained. 

23. Unmachined Joints.—In the earlier days of cast iron 
tunnel linings unmachined joints were common practice. The 
tunnels were small and usually built through dry ground. The 
castings were made with a beading along the outside circum- 
ferential flange on line with the skin so as to insure that the 
thrust from the shield jaeks would be transmitted through the 
skin. By this arrangement a deep groove was formed between 
adjaeent rings, whieh was used for waterproofing the joints. 
While this method places the waterproofing at the proper posi- 
tion, namely at the point of entrance of the water, it makes the 
alignment of the ring and the individual segments uncertain. 
The rough castings have no exact or uniform ring width and the 
bolts cannot be tightened to a definite bearing. The segments 
have been made also without the beading and a thin strip of 
wood placed between the rings. This is equally unsatisfactory, 
beeause the thrust of the shield jacks produces unequal com- 
pression of the wood. The cross joints are made in either case 
with similar wood packings. The shape of the tunnel is difficult 
to maintain with such cross joints. 

24. Calking Grooves.—To secure water tightness of the 
machined joints a calking groove is provided around the inner 
edge of the flanges by setting back the casting from 15 to 14 in. 
from the face for a depth of from 1 to 2 in. When the two flanges 
of adjacent segments or rings are placed together there is then 
formed a narrow groove which is filled with the waterproofing 
material. 

25. Machining of Calking Grooves.—Owing to the small width 
of the calking groove it is difficult in casting the segments to 
obtain uniformly a groove of the proper width. The result is 
that on some of the segments the subsequent machining of the 
flange removes the groove almost entirely, making the calking 
operation in the tunnel laborious and expensive. This can be 
remedied only to a certain extent by rigid inspection of the 
castings, requiring chipping where the groove is not wide enough. 
It is possible that in spite of the additional cost of manufacture 
it would pay to have the ealking groove machined, because it 
would lessen the cost of ealking, which is done in the tunnel by 
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high priced tunnel labor and often under compressed air where 
the wages are still higher. 

26. Bolts.—The connection of the segments and rings is made 
by means of bolts. The bolts have a standard thread and 
hexagonal nuts and heads. Washers of sufficient thickness should 
be placed under the heads and nuts. The bolt thread may be 
eut or pressed. Ап upset thread is not advisable, because for 
the same thread diameter the shank is smaller produeing greater 
elongation of the bolt and greater deformation of the lining. 

27. Bolt Stress in Cross Joint.— The stress in the bolts in the 
eross joints may be determined by taking the moments around 
the edge about whieh the segment tends to turn, orperhaps 
better, around a point 1 in. inside of the edge. Let (Fig. 32) 
В represent the bolt stress in pounds, M the moment in inch-pounds, 
N the thrust in pounds, n the distance from the neutral axis tothe 
outside edge in inches, b the distanee from the centerline of the 
bolts to the outside edge in inches and f the effective depth 
(depth of flange less the depth of the calking groove) of the 
flange in inehes, then if the segment tends to turn around the 
outside edge | 
I — (n — DN 

Tu | 
If the segment tends to turn around the inside edge, then the 
bolt stress 1s 


p (26) 


Dm Legal ыт DN (209 
7-6 = 1 

The required bolt arca per linear foot of tunnel is found by 

dividing the bolt stress B by the permissible unit stress in the 

bolt. 

28. Location of Bolts in Cross Joints.— The bolts in the cross 
joints should be placed so that they will aetually perform the 
duty for which they are intended. This is perhaps the most 
difficult part of the design of a east iron lining. Consider for 
example a cross flange as shown in Fig. 33. The computations 
шау have shown that three bolts of a given diameter are neces- 
sary. If the bolts are placed as shown and the tendeney of the 
joint is to open at the outside, it cannot be expected that the 
center bolt will carry its proportional load, with the result that 
the two outside bolts will receive a greater stress than calculated. 
If the bolts are arranged as shown in Fig. 34, it is probable that 
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when the segment tends to turn around the outside edge the two 
end bolts in the inner row will earry practically all the stress, 
and when the tendency is to turn around the inner edge, the two 
bolts in the outer row will carry the greater part of the stress. 
The best arrangement would be to use few bolts of large diameter 
and arranged in such a manner that the stress in them can be 


caleulated (Fig. 35). 





Section A-A 


Е EIS 
Fic. 32.— Diagram of radial or “ cross" joint. 
Fic. 33.—Plan of a cross joint. 
Fic. 34.—Plan of a cross joint. 
Fic. 35.—Suggested arrangement of bolt holes in cross joint. 

29. Unit Stress in Bolts.—The clongation of the bolts under 
the stress produces an opening of the joint and consequently 
deformation of the lining. In order to keep these as small as 
possible the maximum stress in the bolt should be kept low. 
The use of steel with high elastic limit for the bolts does not 
decrease the clongation, because the modulus of elasticity is 
about the same for all grades of steel. 

30. Staggering of Cross Joints.—While the first east iron lined 
tunnels were built with continuous cross Joints it 13 now common 
practice to stagger or break the joints. When this is done the 
circumferential flanges aet as splices for the cross joints and assist 
the bolts in these joints. The additional stiffness of the lining 
gained thereby is very marked, and a cast iron lining should be 
designed always so that it can be built with staggered cross joints. 
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31. Bolts in the Circumferential Flanges.—The bolts in the 
circumferential flanges serve to keep the rings together. When 
the cross joints are staggered, the friction they produce between 
the flanges also assist the bolts in the cross joints, but this fric- 
tion should not be taken into account in the designing, because 
experience shows that the thrust of the shield jacks produces a 
loosening of the bolts some distance back of the shield. No 
definite rules ean be given as to the size of these bolts, because 
the work they perform is indefinite. If local settlements oceur 
in the tunnel the bolts will be stressed, but it is uncertain to 
what extent. During the construction of the Pennsylvania 
Railroad tunnels under the Hudson River (A-18) heavy local 
settlements were produced at experimental points, but they did 
not seem to affect the bolts in the circumferential flanges. The 
best rule is to make the bolts capable of carrying a load as great 
as that the circumferential flanges can carry. То make them 
stronger is useless. For practical reasons it is well to have these 
bolts of the same size as those in the cross flanges, unless the 
length of the bolts is different. 

32. Staggering of Bolts in Circumferential Flanges.—In 
some cases the bolts in the circumferential flanges have been 
placed in two pitch circles so as to distribute the bolts better 
over the flange width. Unless absolutely necessary for proper 
connection, this arrangement should not be used, because it 
has the tendency of reducing the section modulus of the cross- 
section to a marked degree by bringing the bolt hole close to the 
inner edge of the flange. 

33. Strength of Cross Flanges.— The cross flanges are usually 
made of the same cross-section as the circumferential flanges. It 
should, however, be investigated whether they are strong enough 
to carry the stress of the bolts. Sufficient strength may be 
obtained by raising the bosses around the bolt holes as shown in 
Fig. 35. The thickness and width of the boss should be such that 
the shear and the bending stress at the junction with the cireum- 
ferential flange is within safe limits. 

34. Bolt Holes.— The bolt holes are usually cored. They are 
generally about. one-quarter of an inch larger in diameter than 
the bolts in order to facilitate erection. In principle this is 
unsatisfaetory, because it permits distortion of the lining and 
increases the tendency to leak, but it is necessary on account 
of the rigidity of the cast iron. 
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35. Grout Holes.—lor grouting purposes а hole about 114 
in. in diameter is usually provided in the skin of each seg- 
ment. The hole is tapped, either with a pipe or bolt thread. 
The former makes it easier to secure a watertight plug. 

36. Waterproofing.—Unless watertight a tunnel will perform 
the function of a drain for the surrounding soil. If the ground 
contains percolating water only it may be sufficient to make the 
resistance to flow greater through the lining than through the 
ground to prevent infiltration. When the water in the ground 15 
present under a head the lining must be watertight to prevent 
leakage into the tunnel. А tunnel is rarely, if ever, absolutely 
watertight. Provisions must be made, therefore, for collecting 
the seepage water in sumps whenee it ean be removed by 
pumping. 

37. Waterproofing Unmachined Joints.——In small tunnels 
built through ground with percolating water only and in which 
the flanges are not machined the wood packing in the cross 
joints forms a resistant to percolation which is generally sufficient. 
Usually the wood packing is narrower than the flange, leaving a 
groove at the inside of the flange which is pointed with neat 
cement, adding to the resistance to percolation. The groove 
between the adjacent circumferential flanges which, as deseribed, 
extends nearly to the back of the lining, is usually provided with 
a soft packing at the bottom and then filled with neat cement. 
The common experience with waterproofing of this kind is that 
if а leak occurs it may be stopped, but will break out somewhere in 
the vicinity. In that ease the best procedure is to let the 
water enter, collect it in a pipe at the point of entry and сату it 
through the pipe to the ivnert. 

38. Waterproofing under a Head of Water.—When the water 
is present under a head the flanges of the cast iron lining are 
usually machined and provided with a calking groove at the inside 
edge. The waterproofing is done by means of ealking with a 
rust cement or with lead. 

39. Rust Calking.— The principle of rust calking is to introduce 
into the groove finely divided and tightly packed steel or iron 
mixed with some compound that will produce a rapid and thor- 
ough rusting of the metal. Usually iron or steel borings or filings 
mixed with sal ammoniac form the calking mixture. Sometimes 
sulphur is added to produce a more rapid hardening. The pro- 
portions in which the materials are mixed and the method of 
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application are more fully described in Chap. XIII. By rusting, 
the particles of metal are formed into a solid mass of increased 
volume which in itself is watertight and which presses tightly 
against the sides and the bottom of the groove. Аз the groove 
is coated no rusting together of the calking material and the east 
iron of the lining is obtained. It is probable that if the groove 
were uncoated the calking would be improved as it would have 
а better bond. The coating is the pitch described on р. 111. 

40. Lead Calking.—Lead calking is generally applied in the 
form of a heavy wire placed in the groove and ealked tight. The 
calking groove is usually made narrower than when rust calking 
Is used, because equally efficient results can be obtained with a 
narrow groove. In the subaqueous tunnels of the rapid transit 
system of New York City the calking groove is one-quarter of an 
inch wide and the lead wire used was oval in eross-section, the 
largest diameter being one-half inch and the smallest one-quarter 
inch. No doubt lead-wool might be used. 

41. Methods Compared.—There seems to be no difference 
in the efficacy of the two kinds of calking methods. Rust calking 
cannot be applied against a head of water and must be done, 
therefore, under air pressure. Lead calking requires а more 
expensive material, but usually can be done 1n normal air. 

42. Waterproofing Bolt Holes.—<As the bolts of the cast iron 
lining are located outside of the ealking zone they must be water- 
proofed individually. The usual method is to place a grummet of 
hemp, dipped in red Језа and ой, under the washers at the heads 
and nuts of the bolts. In some cases, where the shank of the 
bolts was smaller than the thread, a wrapping of hemp, dipped 
in red Jead and oil, has been used and in other cases lead washers, 
consisting of short lengths of lead pipe, or specially cast, have 
been placed under the washers of the bolts. When the bolts 
were tightened the lead washers were forced down into a shallow 
conical groove in the bolt holes. The efficacy of this method 
depends on the washers being just the right length. An attempt 
has been made to bring the bolts within the calking zone by 
carrying the calking groove around the bolts. The difficulty in 
calking behind the bolts is, however, so great as to make this 
method generally too expensive, and the results have not shown 
any improvement over the simple calking groove. 

43. Weight of Cast Iron Lining.— The weight of cast iron lining 
depends on the design and, therefore does not follow any definite 
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law. 
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Figure 36 shows the weight per linear foot of tunnel in 


pounds in relation to the external diameter of various tunnels in 


London Clay and also a curve having the equation 
>» = Ap 


(28) 


where И” is the weight of the lining in pounds per linear foot of tun- 


neland D the external diameter tn feet. 
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Fic. 30.— Cast iron lined tunnels in London clay. 
diameter and weight of east iron. 
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Figure 37 shows a similar curve 


for tunnels in firm waterbearing ground, having the equation 
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also the actual weights of various tunnels in waterbearing 
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Fic. 37.— Cast iron lined tunnels in water bearing ground. Relationship 
between diameter and weight of east iron. 
ground. Figure 38 shows the same relation of tunnels in Hudson 


River silt and a curve having the equation 
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И = 22D (30) 
These curves should be used only for establishing a provisional 
value of W and they should not be used for tunnels larger than 
30 ft. in diameter without further investigation. 
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Ета. 38.— Cast iron lined tunnels in Hudson River silt. Relationship between 
diameter and weight of cast iron. 


44. Specifications for Cast Iron Tunnel Lining.—In the follow- 
ing the specifications for cast iron lining used for rapid transit 
tunnels in New York City are quoted: 


“Cast iron shall be tough gray iron made by the cupola process and 
shall contain not more than six-tenths (0.6) per centum of phosphorus 
and not more than twelve one-hundredths (0.12) per centum of sulphur. 
No mill cinder iron, white or burnt iron or inferior scrap will be per- 
mitted in the composition. 

“The quality of iron entering into the castings shall be determined by 
means of the ‘Arbitration Bar.’ This is a bar one and one quarter (1!4) 
in. in diameter and 15 in. long, cast under the same circumstances as 
those which attended the casting of the full size piece. This bar shall 
sustain at the center when resting on two dull knife edges 12 in. apart, 
a load of 3,000 lb. with a deflection of at least one-tenth of an inch before 
rupture. Two sets of two bars shall be cast from each heat; one set 
from the first and the other set from the last iron entering into castings. 
Each set of two bars shall be made in a single mold. 

‘Castings shall be made with a high sinking head so as to insure sound 
metal throughout. They must have clean, smooth surfaces and must be 
free from blow holes, cold shuts, flaws, fins and surface imperfections. 
Castings having blow holes plugged or puttied will be rejected. Cast- 
ings shall conform accurately to the form and dimensions shown on the 
drawings and sufficient allowance must be made for planing. Each 
casting shall have its distinguishing letter or number cast on at the place 


CINT NGS FOR SHTELD DRIWEN TUNNELS 111 


indicated on the drawings. All castings shall be neatly chiseled and 
wire-brush dressed before leaving the foundry. 

“Bolt holes in the segments of the east iron tunnel lining may be 
either eored or drilled. They shall be eireular, of 14 in. larger diameter 
than the diameter of the bolt used, shall be correctly spaced and shall be 
perpendicular to the plane of the joint. They shall be filleted on the 
face opposite the joint as shown on the drawings. 

“After being cleaned and while still hot, at a temperature of about 
300 deg. F., . . . castings . . . shall be dipped in a bath of coal-tar 
piteh. The piteh shall be destilled free from naptha, shall be deodor- 
ized with a mixture of 5 per centum of linseed oil and must not be hard 
and brittle when cold. The pitch must be heated carefully in a suitable 
vessel to a temperature of 300 deg. F. and must be maintained at this 
temperature during the process of dipping. The pitch must be replen- 
ished and replaced frequently as it deteriorates or thickens. If in any 
ease it should be impracticable to dip the castings in pitch before cooling, 
they shall be completely coated, inside and outside, immediately after 
cleaning, with linseed oil to prevent rusting until dipped. When dipped, 
the castings shall remain in the pitch bath until they have attained a 
temperature of 300 deg. К. No casting shall be dipped after rust has set 
in. After being dipped, the castings shall be removed slowly from the 
bath and laid on skids to drip and соо] before being machined. 

“AH joints of tunnel segments shall be planed to correct form and 
dimensions. After a segment has been planed, it shall be tested by 
applying substantial steel templates to all planed faces, the templates 
having the exact form required for the faces and having plugs attached 
of the exact diameter of the bolts outside the threads and of sufficient 
length to pass entirely through the cored holes. The plugs must enter 
the bolt holes freely and the joints must correspond exactly with the 
template. The templates shall be furnished by the contractor and shall 
be satisfactory to the engineer. 

“Taper rings for tunnel lining shall have their longitudinal joints 
planed first and shall then be planed on the circumferential joints while 
the segments, forming a complete ring are firmly bolted together. The 
segments of each taper ring shall be distinetively marked so that they 
may be reassembled readily in proper order and shall be shipped 
together. | 

“Each tunnel segment shall have a rebate extending along the edge of 
the flange to form a calking recess after the segments are erected. The 
rebate shall be formed in molding, shall be 114 in. wide, and may vary 
in depth, from the machined face of the flange, between У 6 and 376 in. 

“Tn each type of tunnel ring, except taper rings, all similar segments 
shall be of such uniformity in dimensions that they will be interchange- 
able with each other and with similar segments of other rings of the 
same type. The spacing of bolt holes must be so accurate that any two 
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rings ean be bolted together in any relative position. These require- 
ments shall be tested whenever required by the Engineer by assembling 
and bolting up the segments for at least 5 rings in a horizontal position, 
under which conditions the faces of the rings thus bolted up shall be true 
plane surfaces. The outer edge of any ring shall vary nowhere more 
than 14 in. from that shown on the drawings. 
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Fic. 39.— Cast iron linings in London clay, cross sections. 


“Each tunnel segment shall be tapped with a hole near the center for 
grouting connection. The hole shall be threaded with a standard bolt 
thread and elosed by a screw plug. 

“Planed surfaces shall be coated before leaving the shop with a mix- 
ture of white lead and tallow. 

“The actual finished weight of any casting . . . shall not differ 
more than 215 per centum from the Engineer’s calculated weight. In 
calculating weights, the weight of 1 cu. ft. will be taken at 450 Ib.” 


45. Characteristics of Existing Cast Iron Linings in London 
Clay.—As previously stated the dimensions of cast iron linings 
have been determined largely by judgment and by comparison 
with those already built. This has caused some divergence in the 
proportioning according to the judgment of the designer. The 
greatest uniformity 1s found m the tunnels built through London 
Clay. Figure 39 shows the cross-section of linings built through 
this material and having external diameters varying from 
11 ft. 3 in. to 36 ft. 9 in. The dimensions of these linings are 
tabulated in Table VI. In order to obtain a better eomparison 
the flange depth, the flange thickness, and the section modulus 
are shown in Fig. 40 in relation to the external diameter. It 
should be noted that the flange thickness and the section modulus, 
in order to compare them on a uniform basis, are plotted per 
linear foot of tunnel. 

46. Characteristics of Existing Tunnels in Waterbearing 
Ground,— The cross-sections of east iron lined tunnels built 
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SECTION MODULUS PER LINEAR FOOT OF TUNNEL 
Fic. 40.— Cast iron linings in London elay. Relationship between diameter 
of tunnel and flange depth, flange thickness per linear foot of tunnel and section 
modulus per linear foot of tunnel. 
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through waterbearing ground are shown in Fig. 41, and their 
dimensions in Table VII. Figure 42 shows the flange depth, 
flange thickness, and section modulus plotted in relation to the 
external diameter. For proper comparison the bolt diameter 
plotted is the outside diameter of the thread, 









ies LT L Ут d 
SN SW 1 
за 




















(HEAVY) (LIGHT) 
ROTHERHITHE ассы ALL 
= esse 
Ear کے‎ e SFY, E 










ZG Î 22222 
‘3 Кя 4 | ( 
"© 

































(HEAVY) CSTANDARD) 
CONCORDE METROPOLITAN PENNSYLYANIA А р 
ey озу . г.г.” ~ 1G 
E а i ak cm 


Зы 
=, Я Ve РРР 
©) EI 4 
OF Es i 





(ight) Г (heavy) 


Barre nx RAVENSWOOD 











LLL ШШ 


о о 


STENWwAY 



















і 
4979. 


RE ae) 
Z wet Jer Oe 


ome 


ГА . 
26 
Z 


















E de CLICHY SIPHON de la CONCOR DE. 


Ес. 41.—Cast iron linings in waterbearing ground—cross sections. 


47. Example.— Design of a cast iron lining for a tunnel with a 
clear inside diameter, d, of 18 ft. to be driven through soft 
ground. Above the top of the tunnel is 30 ft. of water and 15 ft. 
of earth weighing 100 Ib. per eubie foot. "The shield will permit a 
ring 30 in. wide to be used and the thrust of the shield Jacks is 
12,000 Ib. per square foot of tunnel area. The safe tensile stress 
is 5,000 Ib. per square inch and the safe compressive stress is 
14,000 Ib. per square inch. The air pressure is 15 lb. per square 
inch. 
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Га. 42.— Cast iron linings in waterbearing ground. Relationship between 
diameter'of tunnel and flange depth, flange thickness per linear foot of tunnel and 
section modulus per linear foot of tunnel. 
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TABLE VI.—Cast IRON LININGS IN LONDON CLAY 

















| . Flange thick- | | | | No. bolts Section 
Depth | Width | : | Skin №. | ла Ота ~ IE 
2xt. ness, in. й | in flanges = 
pst of of | thiek-; of | of | bolt | pun 
E flauge ring ness, | seg- | bolt, hole UU 
feet TEE S N Al ed на | | . linear 
in. in. Rr.. der | in. ments їп. ui | Стова Се 
skin | edge foot 
зоо 013. 900 1 15 2.20 1. 75 1. 50 19 15 | 13, j T2 82.0 
32.00 | 12.00 | 18 2 005521. 50 | 1.50 17 154 | 125 3 118 69.0 
26.50 | 9.00 18 1:602 171 Зи 2 15 11, | 115 3 97 224b 
22.50 Wo | је 150 1,25 ин 13 115 | 134 3 53 23.4 
14. 00 5.12 | 20 т. 25 12 MISSE 8 1 114 2 57 8.0 
ТЭТ 4.87 20 1.25 11. 12. 0.7 m | 74 154 2 47 6.7 
11.25.0450 20 1.25 | 1. 210.52 7 Tg | 118 2 41 6.0 

















(a) External Diameter —Allow 6 in. for deviations during 
the driving. From Equation (25) the external diameter may 
then provisionally be determined by 

D = 18.00 + 0.50 + 2 X 0.5D/12 
or 
р = 20. 15 fit 
(b) Weight of Lining—(See par. 43.) 
W = 220° = 9,000 Ib. 
(c) Moments.—(See Chap. УП, par 31.) 


Assume d = D — 0.48 = 19.7 ft. From Fig. 25, the values of 
m; and m» are found at axis level 


m; = 0.51 

те = —0.33 
and at bottom 

тј = —0.37 

ys = 0.34 


The moments at axis level and bottom are then 
M; = 19.7(0.31 X 100 x 20.18? — 0.33 X 9,000) = 
190,000 in.-lb. 
M; = 19.7(—0.37 X 100 X 20.18? + 0.34 X 9,000) = 
— 237,000 in.-lb. 
(d) Thrusts.—(See Chap. 7, par. 32.) 
From Fig. 26 the value of the constants nı and n» are found at 
axis level 


and at bottom 
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The thrusts at axis level and bottom are then 
№ = —0.05 x 100 x 20.18? — 0.25 x 9,000 — 


14(3,420 — 2,160)20.18 = —17,000 Ib. 
№ = —0.35 x 100 Х 20.18? — 0.01 Х 9,000 — 
14(3,420 — 2,160)20.18 = —27,100 Ib. 


(e) Area of  Cross-section.—Judging from the evidence of 
existing tunnels it is probable, that the gross eross-seetional area 
will be about 30 sq. in. This value will be used provisionally. 

(f) Section Modulus.—Equation (20), Chap. VII, par. 34, will 
now read 

5,000 = — 17,000/30 + 190,000/S 
(as the maximum tensile stress will oeeur at axis level, the 
moment and thrust for this point are used). 
From this equation is found 
S = 34 in. eubed 

(g) Skin Thickness.—(See Chap. VIII, par. 15.) 

The total thrust of the shield jaeks is 12,000 X 320 = 
3,840,000 Ib., and 

В = 3,840,000/761 = 5,000 lb. per linear ineh 
The earth pressure per square inch at axis level is 
р = 0.44 X 30 + 0.70 X 25 = 30.7 Ib./in. 
Inserting these values in (21), the thiekness ¢ of the skin will be 
determined by 
5,000/ + 30.7 X 262/22 = 14,000 
or 
ОГ 
Inserting the value of р in (22), the following expression is 
obtained 


30.7 x 267/22 = 5,000 
or 
i = 1.44 in. 
The latter value is the larger and should be used, so that the 
skin thickness should be made 171g т. 

(h) Cross-section.—It is now required to proportion the eross- 
seetion so that the width of the ring is 30 in., the skin thiekness 
1746 in. and the section modulus 34 per linear foot. The flange 
depth may be assumed provisionally to be (see (25) par. 19) 
10 in. The problem then is to select such a flange thickness that 
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the requirements are satisfied. Try, therefore, a cross-section as 
shown in Fig. 43. 

First the location of the neutral axis is found by taking 
moments around the inner edge of the flange, and it will be found 
that its distance from the inner edge is 7.37 in. Next the moment 
of inertia is determined around this axis and is found to be 250 
per linear foot of tunnel. The least section modulus is then 
250/7.37 = 34 per linear foot of tunnel. This section, there- 
fore, satisfies the given conditions. 





Fic. 43.— Tentative cast iron cross section to meet requirements of example. 
Fic. 44.—Second east iron cross section to meet requirements of example. 
Fic. 45.—Third cast iron eross section to meet requirements of example. 
Fic. 46.—Cast steel cross section to meet requirements of example. 


As the section is shown, however, the thickness of the flange is 
too great in proportion to the thickness of the skin, and it Is 
necessary to thicken the skin toward the flanges, but by doing 
this it may be possible to decrease the thickness of the other part 
of the skin. The effective length of the skin may be assumed to 
be 21.5 in. (see par. 15). The skin thickness is then determined 
by 

5,000/t + 30.7 X 21.5:/22 = 14,000 
or by 
от о 12 = 5,000 

From the first equation the value of ¢ is 0.91 in. and from the 
second, # = 1.19 ог 1346 in., whichis the value to use. The 
cross-section will then be as shown in Fig. 44. The gross 
area of this cross-section is 78.2 sq. in. or 31.3 sq. in. per linear 
foot of tunnel. 

In order to determine, whether this is the most economical 
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cross-section another section with a different flange depth should 
be investigated. Try, for example a cross-section as shown in 
Fig. 45, with a flange depth of 11 т. It will be found that this 
cross-section has a section modulus of 33.6 per linear foot and, 
therefore, may be used. "The question of whether this or that 
section shown in Fig. 44 should be used, 15 one of economy. 
The section with the 11 in. flange has a gross cross-section area of 
28.4 sq. in. or 2.9 sq. in. per linear foot of tunnel less than 
that with the 10 in. flange. The saving in cast iron is, therefore, 
approximately 550 Ib. per linear foot of tunnel. On the other 
hand, there is approximately 0.2 cu. yd. more excavation per 
linear foot of tunnel. If the east iron costs $0.04 per pound in 
place, and the cost of excavation is $30.00 per cubic yard, the 
saving in east iron Is 


SOLO < 5350 = $2200 
and the additional cost of excavation is 
$30.00 X 0.2 = $6.00 


There is, therefore, in this case a saving of $16.00 per linear 
foot of tunnel in using the 11 in. flange depth instead of 10 in. 
flange depth. 

The proportion between the unsupported flange depth and the 
flange thickness for the cross-section shown in Fig. 45 is 

о. 

It is, therefore, not advisable to use a section with still greater 
flange depth. (Sce par. 20.) 

(i) Bolts in Cross Joint.—(See par. 27.) Locate bolts in two 
rows, one 315 in. from the inner edge and the other + in. from the 
outer edge. "The maximum stress in the inner row is then 


190,000 — 1.67 X 17,000 
pe D eel = 
6.5 

and in the outer row 
E. p 06 
нове с ы л. 
4.79 
И two 114-in. bolts are used in each row, the maximum stress 
in the bolts will be 


25,000/2.588 = 9,700 Ib. per square inch. 
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С. LININGS ОЕ STEEL CASTINGS 


48. Suitability.—While linings of steel castings have been used 
in special eases for short lengths of tunnel, otherwise lined with 
east iron, they have not up to the present time been used as the 
standard lining material. As, however, the art of making steel 
castings is being developed, it is possible that the greatest ob- 
stacle to their use, namely their cost, may be removed. The 
material itself has many advantages over cast iron, the most 
important being that the tensile strength is much greater. A 
tunnel lining of steel castings may be made, therefore, of a 
lighter cross-section than when made of cast iron. 

49. Welding of Segments.—Sicel castings may be welded. 
It is probable that by welding the joints of the lining the water- 
proofing of the tunnel may be attained more readily and effect- 
ively than by the present methods used in cast iron linings. It 
is also probable that the welding may be developed to replace 
partly or wholly the bolts for connecting the segments. 

50. Thickness of ЗКш.— Аз the tensile strength of steel cast- 
ings is about the same as the compressive strength, the skin 
thickness will be determined by the combined compression due 
to the thrust of the shield jacks and the earth pressures (sec 
par. 15). If the safe compressive stress is 14,000 Ib. per square 
inch, then the skin thickness ¢ will be determined by 

R/t + рР/2Р = 14,000 (31) 
where R represents the thrust of the shield Jacks in pounds per 
linear inch of circumference, р the earth pressures in pounds per 
square inch and Г the unsupported length of the skin. 

51. Example.—Figure 46 shows a lining of steel castings, 
for a tunnel under the conditions stated in the example, par. 
47. In this case the gross area of the lining of steel castings is 
about S4 per cent that of the cast iron lining shown in Fig. 45. 


D. STRUCTURAL STEEL LINING 


52. Structural Steel Used in Existing Tunnels.—In one of the 
few instanees where rolled steel has been used in the United States 
for lining a shield driven tunnel, the material of which the 
lining was made was 13-in. ship channels and the stecl was 
used for experimental purposes only. А tunnel on the Frankfurt- 
Berlin railroad at Elm, Germany (G-10), was lined with a primary 
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lining of 12-in. channels. This tunnel is notable for being the 
largest tunnel driven by shield. In both of the cases stated the 
web of the channels was placed so as to form the skin of the 
lining, and the flanges of the channels formed internal ribs. 
Special rolled shapes have been used in several tunnels built in 
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Fic. 47.— Cross section of rolled steel lining used at Kiel (С-8). 
Fic. 48.—Suggested cross section of structural steel lining. 
Fic. 49.— Structural steel lining, skin stiffeners. 
Fic. 50.—Structural steel lining. 
Fic. 51.—Structural steel lining designed to meet requirements of 
example. 
Fie. 52.— Wood lining— method of cutting a segment or “cant.” 


Germany. Figure 47 shows the cross-section of the rolled steel 
lining used for a canal tunnel at Kiel (G-S). The external diam- 
eter of this tunnel is about 11 ft. Each ring, which has a width of 
074 in., is made of four segments and the connections between 
these segments were made by means of flanges of steel castings 
riveted to the rolled sections as shown. A similar lining was 
used for the Elbe tunnel at Hamburg (G-4), which had an outside 
diameter of about 19 ft. 5 in. 

53. Suitability.—O wing to its evident suitability and probable 
economy the authors have suggested the use of fabrieated stecl 
for tunnellinings. In making this suggestion they are following 
the natural engineering development. Formerly many ппрог- 
tant structures were made of cast iron, including bridges and 
columns, now structural steel is the material used. At the time 
east iron was introduced for tunnel linings this material was the 
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standard for engineering structures, but at the present time with 
the high development of the art of manufacturing and fabricating 
struetural steel, this material should be considered seriously for 
the use of tunnel linings. Structural steel has many qualities 
that makes it preferable to east iron, the principal of which in 
this connection are its greater tensile strength and its greater 
reliability. The only quality that is questioned by some is its 
resistanee to corrosion, but as regards this the authorities differ 
in opinion. Under any cireumstances the lining may be pro- 
tected against corrosion by the use of rust-resisting coatings or 
of non-rusting steel. Tunnels of structural steel will weigh 
less than those of cast iron and the larger the diameter, the more 
marked is the difference in weight. The segments, therefore, 
may be made in larger sizes without Increasing the weight of the 
individual segment beyond that of a cast mon segment for a 
similar tunnel. The flexibility of the fabricated steel permits 
it to be drifted into position when being erected. It is not 
necessary, therefore, to limit the length of the segments on this 
account as in cast iron lining, and the play of the bolt holes may 
be reduced materially, insuring greater stiffness of the structure. 

54, Details of Design.—Generally speaking the cross-section 
should be T-shaped in order to obtain the largest section modulus 
with the least material. Usually it will be found that a cross- 
section as shown in Fig. 4S is the most suitable. "The flange at 
the one end is made shallow and is used for connecting th? 
segment to the adjacent ring and the other flange forms the struc- 
tural member. ‘The latter flange may be made of a channel, or 
two angles or two angles and a plate. Tne adjoining segments 
of a ring may be connected with splice plates and no cross flange 
is necessary, except possibly a small angle for convenience of 
erection. If the cross joints are staggered it will frequently be 
found that the angle flange will serve as a splice at the outside 
of the section. 

55. Skin.— The skin must withstand the thrust of the shield 
jacks and the carth pressures. The latter forees produce bend- 
ing stresses, and to assist the skin in carrying these it should be rein- 
forced generally with stiffeners running parallel to the longitudinal 
axis of the tunnel. The skin between two stiffeners (Fig. 49) must 
be able to earry the external loading. If f represents the safe 
stress in the steel in pounds per square inch, p the external loading 
in pounds per square inch, e the distanee between two stiffeners in 
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inches and ¢ the skin thiekness in inches, then considering the skin 
as a flat plate between the stiffeners: 


У (32) 
The stress in the skin parallel to the axis of the tunnel is deter- 
mined by 


К/А + pl?/128 (33) 


where R is the thrust of the shield jacks in pounds per linear inch of 
circumference, A the area of the skin, including the effective area 
of the stiffener, in square inches per linear inch of circumference, 
р the external pressure т pounds per square inch, / the unsupported 
length of the skin in inches and S the section modulus of the 
combined cross-section of skin and its stiffeners per linear inch 
of circumference. 

56. Cross-section.—Equations for the moments and thrusts 
acting circumferentially on the lining are given in Chap. УП. 
The eross-section should be so proportioned that the stresses 
produced do not ехесеа the safe limit. 

57. Connections.—At the time of erection the connections 
may be made with bolts which may be replaced later with rivets 
or by welding the joints. The stress in the connections at the 
cross joints may be determined as shown in par. 27. 

58. Waterproofing.—If the cross-section of the lining is made 
as shown in Fig. 50, the joint to be waterproofed is close to 
the outside of the lining and the waterproofing is applied near 
the entrance of the water. While the joint may be arranged so- 
that the waterproofing may be carried out as in east iron lining, 
probably it will be found that the most economical and effective 
method is by electric line welding of the joint. 

59. Fabricating by Welding.—During the last few years the 
art of welding has made rapid progress. It is quite possible that 
structural steel tunnel lining may be fabricated economically 
by the use of spot welding. 

60. Example.—Design a Structural Steel lining for the same 
conditions as stated under Example, par. 47. (See Fig. 50.) 

(a) External Diamcter.—Allow 6 in. for clearance and select 
a flange depth of 1014 in. The outside diameter will then be 

D = 18.00 + 0.50 + 1.75 = 20.25 ft. 

(b) Werght.—The weight of the lining depends on the design, 

but as à working value the weight may be assumed to be 


W = 4D? + 100D (34) 


ми | 
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In this ease 
W =4 X 20.252 + 100 x 20.25 = 3,700 Ib. per linear foot. 
(e) Moment.—(See Chap. УП, par. 31.) 
ЛГ, = 19.75(0.31 X 100 x 20.25? — 0.33 X 3,700) = 
— 227, 000 in.-Ib 
M; = 19.75(—0.37 X 100 x 20.25? + 0.34 X 3,700) = 
+ 275,000 in.-Ib. 
(d) Thrust—(See Chap. VII, par. 32.) 
№, = —0.05 Х 100 X 20.25? — 0.25 Х 3,700 — 
1.5 (3,420 — 2,160)20.25 
IW —0 oo x 100 X 20:352 0.01 X 3,700 = 
15 (3,420 — 2,160)20.25 = 27,200 lb. 
(c) Skin Thickness. —Seleeting a thickness of 14 in. for the 


15,700 Ib. 


| 


thickness of the skin, the distance between the stiffeners 13 
determined by (see par. 55) 

20,000 = 30 (70.5 
or 

= 

The stiffener angles are assumed to be 5" X 315" X 12” L’s with 
an effeetive area of 2 sq. in. Applying Equation (33) par. 95, 
the stress is found to be 15,600 lb. per square inch. 

(f) Cross-seetion—It will be found that a cross-section as 
shown in Fig. 51 has a least section modulus of 16.7 in. cubed 
without deducting the bolt hole in the inner flange and a corre- 
sponding area of 10.25 sq. in. Dedueting the bolt hole the 
section modulus is 14.9 in. cubed and the area 10 sq. in. In 
determining these values the portion of the skin shown eross- 
hatched is not included, because it lies too far from the flange. 
At the horizontal axis level the stress at the inside of the lining i5 
— 15, 700/10. 00 + 227, 000/14.9 = 13,630 lb. per square inch 
and at the outside 


—15,700,/10.00 — 227,000/37.3 = — 7,670 Ib. per square inch 
At the bottom point the stress at the inside i5 
— 27,200/10.25 — 275,000/16.7 = — 19,100 Ib. per square inch 


and at outside 
—97,200,10.25 + 275,000 41.8 = 3,900 lb. per square inch 

(д) Connections.—(See par. 27.) 

The greatest stress at the inside is at horizontal axis level. At 
this point B = (227,000 — 15,700 x 2)/9.5 = 20,500 Ib. per linear 
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foot of tunnel or 51,200 1. per ring. With five l-in. diameter 
bolts the shear will be 13,000 ]b. per square inch. 

The greatest stress at the outside 1s at the bottom: 
В = (275,000 — 27,200 Х 6.5) /6.5 = 15,100 lb. per linear foot 
of tunnel or 37,800 lb. per ring. Four 1-in. bolts in the cireum- 
ferential joint will carry this load. 


E. WOOD LINING 


61. General Description.—Wood linings for shield driven 
tunnels are usually built up in rings of a width of the timber 
used. Each ring consists of a number of segments sawed to shape 
and placed end to end. It is preferable to use a short key seg- 
ment that ean be inserted from within the ring. The individual 
segments of a ring are not directly fastened together, but are 
spliced by means of the segments of the adjacent rings, the joints 
of which are staggered. The connections are made by spikes or 
pins driven through the segment into the preceding ring. 

62. General Details.—The external surface of the segments is 
sawed to a cirele conforming to the outer circumference of the 
tunnel. The inner surface, which is usually covered with water- 
proofing fabric, must for that reason also have a smooth 
cylindrical surface. In order to economize on the wood this 
surface, however, is not cut completely out of the stick, but is 
attained by nailing wedge shaped pieces of wood at each end of 
the segment, as shown in Fig. 52. 

63. Width and Length of Segment.—The segments are most 
economically made of commercial sizes of timber and the width 
to some extent is governed thereby. Wider rings reduce the cost 
of erection and therefore are preferable, providing the cost of 
the lumber is not disproportionally greater. The length of the 
segments is usually made rather short in order to avoid the use 
of large dimension timber and to deerease wastage by sawing. 

64. Depth of Segments.— The radial depth of the segments 
depends on the forces to which the lining is subjected and may 
be determined by the equations for moments and thrusts given 
in Chap. VII. It should be noted that owing to the method of 
connection, only every second ring can be counted on to carry 
the bending stresses. 

65. Fastenings. Generally steel spikes or pins are used for 
connecting the segments to the adjacent ring. They should be 
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driven into holes bored in the segments and the holes should 
have a smaller diameter than the fastenings. Hardwood tree- 
nails may also be used, split at both ends and provided with 
wedges of hardwood. 

66. Stresses in Fastenings.-—The fastenings should be suffi- 
cient to resist the bending moment in the ring. If M represents 
the moment per ring and g the distanee between the fastenings 
in the overlap of the segments of two adjacent rings, then the total 
shear in the fastening at the end of the ring is M/g. The bearing 
stress of the fastening on the timber should be investigated also 
and kept within safe limits. 

67. Existing Tunnels with Wood Lining.—Wood lining for 
shield driven tunnels has been confined almost exclusively to 
the United States. Table VIII shows the characteristics of 
some of the shield driven tunnels lined with wood. 


TABLE VIII.—SHIELD DRIVEN Woop LINED TUNNELS 











Thick- | 
Ref аси пеѕѕ оѓ 
ЗМИ, Tunnel diameter, Character of ground 
КО | wood, 
feet 1 
, inches 

(A-12) | Chicago Sewer (39th St.) 24.75 S 
(A-34) |Dorchester............ 24.16 9 Clay, sand rock 
tss HUNE Ахе..............В 21.00 S Clay, sandy clay, sand 
ба) | Gayoso Ave..........5 Т 19.67 O Clay, sandy clay, sand 
(A-23) | Lawrence Ave.......... 20.00 $ Clay 
(4-15) | Cleveland Sewer....... 15.25 6 Clay 
(A-37) Milwaukee Stphon...... 13.00 S 
(4-14) | Mystic River.......... 9.33 15 Gravel, boulders, clay 
(C-D A Havang зекег......... 10.00 6 Clay, sand 
(А-36) West Water Street..... 6.33 5 Sand 
(3-20 iProvidence............ 6.33 6 Dry and wet sand 
(A-11) Malden Bridge......... 5.50 5 
(M-20) Melbourne............ 10.50 | note} 

(А-3$) | Milwaukee Sewer....... 9.33 





Notre.—The lining for the Melbourne tunnel was fabricated iu segments 
similar in shape to cast iron segments. 

68. Example.— Design a wood lining for a cireular water intake 
tunnel in firm waterbearing ground. The inside diameter shall 
be 16 ft. and it will be provided with an inside concrete lining 
15 in. thick. The depth of water is 40 ft., the depth of cover 
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10 ft. "The water weighs 64 lb. per cubie foot and the ground in 
water weighs 60 Ib. per cubic foot. Air pressure 20 pounds рег 
square inch. 

(a) External Diameter.—Assuming that the thickness of the 
wood lining will be 9 in., the external diameter will be 


D = 16 +2 X 1.25 4-2 X 0.75 = 20 ft. 


(b) Weight of Lining.—1f the wood weighs 45 lb. per cubie 
foot, the lining will weigh 


И” = «(20? — 18.5?) 45 = 2,000 lb. per linear foot. 


(c) Value of k.— The value of the factor k is determined from 
equation (16) Chap. VII, par. 23, in whieh 


wı = 64, ws = 60, hı = 40, В» = 10, а = 10, a, = 9.63, W = 2,000, 
Р = 3,800, and wa? = 6,400, wı(hı + hela = 32,000, (wi + 
wea? = 12,400, Pa = 38,000, wea? = 6,000, шла = 6,000, and 
_ 6,400, + 32,000» + 12,400n; + 2,000n, + 38,00015 

6,000n; + 6,000n2 
The constants n are found in Table IV, Chap. УП, par. 19. At 
the bottom they are nı = —0.29, n» = —0.25, та = 0.04, n, = 
0.06, п; = 0.25, and 


E 1,856 — 8,000 + 496 + 120 + 9,500 _ 260 _ 0.08 
: 1,740 + 1,500 3,240 | 
This value is less than 0.50, and the latter value must, therefore, 
be used in determining the moment. 
(d) Moment.—The moment is determined by equation (11), 


Chap. УП, par. 19. 
M; = 115.5(—0.5 X 3,240 + 260) = — 157,000 in.-lb. 


(e) Thrust.—The thrust is determined by equation (15) 
Chap. УП, par. 22. It is assumed that the air pressure is 20 lb. 
per square inch. 


№ = —10 x 61033 + 40 10) = 
0.5 x 10 x 60(13.3 + 10) + 2,880 X 10 = — 18,700 Ib. 


(f) Unit Stress.—Assume a permissible stress of 1,400 Ib. per 
square inch. As only every second ring can take tension the 
tensile stress may be taken at 700 lb. per square ineh. Let 
{ = the thickness of the wood lining in inches, then 


18,700 , 157,000 


ПУ © W 


k= 











700 = — 
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or 
t= 9.5 In. 


Without air pressure the maximum compression 1s 


47,500 157,000 | | 
سس‎ 15 рае: асе —Q DSF | У р° S ] * \ 7 А 
114 180.5 1,251 Ib per square 10 hi 


є = 

(g) Jack Pressure.—Assuming the jack pressure to be 12,000 

Ib. per square foot of face, or a total of 3,770,000 1b., the pressure 
will be 

3,770,000 


- - = 550 lb. per square inch. 
231.5 Хт X 9.5 кец 





(h) Fastenings.—Assuming the overlap of the segments in 
adjacent rings is 27 in., the fastenings may be placed 15in. apart. 
If they consist of two l-in. diameter steel pins at each end, the 
shear in the steel pins will be 6,700 Ib. per square inch and the 
bearing on the wood 440 Ib. per square inch. 


F. MASONRY LINING 


69. Materials.—4A masonry lining may be made of brick, laid 
in mortar; eut stone or precast concrete blocks, laid dry or In 
mortar; or of conerete cast in place. All of these kinds of 
masonry have been used, but for shield driven tunnels linings of 
masonry laid in mortar are now rarely used and would usually 
be uneconomical compared with conerete. Concrete is used 
either east in place or in the form of precast concrete blocks. 

70. Strength.—As previously stated, the primary lining for a 
shield driven tunnel must be able to carry the external loading 
immediately after erection. Concrete cast in place is not able 
to do this and the external loads must be carried on formwork 
until the conerete is set and has obtained sufficient strength. 
Actually, therefore, the formwork comprises the primary lining 
and it must be able to carry not only the weight of the concreto, 
but also the earth pressures. If the calculations show that 
tensile stress will occur, steel reinforeement must be used. 
Tensile stresses can be avoided by making the lining of sufh- 
cient thiekness, and this is generally preferable to the use of 
reinforeement. 

71. Waterproofing.—It is generally required that the com- 
pleted lining shall be waterproof, but this is a difficult matter to 
obtain in concrete, particularly if the tunnel is under a head of 
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water. It may be possible to make the hning reasonably water- 
tight by using a proper mixture. It may also be helped by care- 
ful placing of the conerete, but this is difficult in the confined 
working space immediately behind the shicld. The surest way 
to obtain a watertight concrete lined tunnel, whether made of 
conerete cast in place or of preeast blocks is to cover the inside 
of the concrete lining with a waterproofing material and to build 
an inside protection for this waterproofing. Skilful and per- 
sistent grouting may also procure a watertight conerete. 

72. Thrust of Shield Jacks.—The shield Jacks are usually 
arranged so that they bear against the lining just erected. This 
is not satisfactory when the lining is built up of masonry laid in 
mortar or of wet concrete, although this has been done in some 
eases. In the Gowanus flushing tunnel (A-22), for example, the 
jaeks pressed against a east steel ring bearing against the new 
briekwork. In the Cleveland intereepting sewer (A-15) a 
similar method was used for part of the work and the brickwork 
damaged by the jacks was relaid each day. 

73. Support on Forms.—In the early roof shields the jacks 
were arranged so that their thrust was carried by the formwork 
inside the tunnel instead of on the lining proper, but the thrust 
that could be carried in this manner was limited. In order to 
distribute the pressure over a large distance, longitudinal push 
bars were provided between the centerings on line with the shield 
jacks. 

74. Support on Push Bars in Concrete.—In the construction 
of the Tremont Street tunnel at Boston (A-10), which was lined 
with concrete east in place, the method of inserting iron push 
bars in the concrete was first introduced. The principle is to 
relieve the soft concrete from the thrust of the shield jacks by 
letting it be carried by continuous bars placed parallel to the 
axis of the tunnel on line with the shield jacks. Аз the work 
progresses new lengths of bars equal to the length of the advance 
of the shield are added and incorporated in the concrete. The 
push bars should be faced at both ends and be provided with 
means to connect them with the previous lengths. 

75. Support on Wet Concrete.—Another method, used w.th 
wet conerete, involves confining the conerete at the forward end 
by means of timbers cut to shape and covering the space between 
the form and the tail of the shield. The shield jacks press against 
these timbers and the immediate result is à compression of the 


Vee 
— 
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concrete. Not until the concrete is sufficiently compressed to 
develop the necessary reaction will the shield start to move 
forward. This method was first used on the Siphon de l'Oisc 
(F-5) but not with great success. The concrete was confined 
between an inner and outer form. The method has been further 
developed and patented by a German firm which has built 
several tunnels with complete success. By their method no 
outer form is used so that, when the shield starts to move forward, 
the concrete is forced into the space formerly occupied by the tail 
of the shield, filling it completely, and thereby reducing to a 
minimum the possibility of a settlement. The compression of 
the concrete also increases the watertightness of the lining. It 
is necessary to use fairly slow setting concrete in order to avoid 
an initial set before the pressure has been applied and in open 
ground there is a possibility of the air pressure driving the water 
out of the conerete before it has set. 

76. Concrete Blocks.—Precast concrete blocks for the lining 
of shield driven tunnels must be capable of carrying the thrust 
of the shield jacks and may be provided with means for holding 
the bloeks together longitudinally. Several patented designs of 
concrete blocks are in existence, the principal claims of which 
relate to the methods of obtaining these requirements. 

77. Example.—Design a concrete sewer through firm water- 
bearing ground, having an elliptical cross-section with the internal 
horizontal diameter 16 ft. long and the internal vertical dia- 
meter 10 ft. long. No water above the ground, but the ground 
waterbearing from the surface, the cover above the tunnel being 
30ft. Weight of water 64 Ib. per eubie foot and weight of earth 
in water 60 lb. per cubic foot. 

(a) External Diameter.—Assume provisionally that the thiek- 
ness of the concrete is 2 ft. The horizontal radius is then а = 10 
ft. and the vertical radius b = 7 ft. 

(b) Weight of Lining.—With this assumption the weight of the 
lining will be 

W =140 r (70—40) = 13,200 Ib. per linear foot of tunnel. 

(c) Value of Factor k.—YVrom equation (16), Chap. VIL par. 23, 

the value of k is now determined as follows: 


wia? = 6,400; wi(hi + ћоја = 19,200; (wi + we)a? = 12,400; 
Ра = 37,200; wea? = 6,000; лга = 18,000 





and 
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_ 6,400n, + 19,200n2 + 12,400n; + 13,200. + 37,2001 _ 27 
6,000»; + 18,0007; | 
This value is greater than 2.00, and the latter value should be 
used in determining the moment. 

(d) Moment.—The moment is now determined by equation 


(ПРИ пар КЕ ete r9: 
M; = (—2 X 2,520 + 6,900)108 = 201,000 in.-1b. 

(e) Thrust.—The corresponding thrust is determined from 
equation (15), Chap. VII, par. 22. 
№: = —7 X 04x 43.3 —2 X 7 X 00 X 483 = 

— 55,800 Ib. per linear foot. 

(f) Stress.—Let the permissible stress be 400 Ib. per square 
inch, then the thickness ¢ is determined by 
55,800 , 201,000 

12t 212 








400 = — 
or 
{ = 23 inches. 
Assuming an air pressure of 20 Ib. per square inch, the maximum 
tensile stress 1s determined by, 
. _ —35,700 , 201,000 
2 Sore 1,058 


There is, therefore, no tensile stress at the bottom. 


= — 60 lb. per square inch. 


CHAPTER IX 


TUNNEL SHIELDS 
A. GENERAL DESCRIPTION 


1. Purpose and Requirements of Shield.—As described in 
Chap. III, tunnelling in loose ground by mining methods 
involves much and costly timbering. The principal purpose of 
a tunnel shield is to replace the heavy supporting timbering, 
but as a general rule it does not obviate the work of excavating 
nor of sheathing the exeavation. The shield, therefore, must 
be arranged so that there is aceess to the face in front of the 
shield, where the work of excavation is carried out; the length 
excavated must be short, so that little or no timbering is needed 
around the periphery; the shield must be capable of being moved 
forward as the work progresses; and the shield must cover the 
excavation until the lining 1s erected. 

2. General Description of Shield.—4A tunnel shield (see Fig. 
53) consists essentially of a horizontal eylinder A, called the 
skin; an internal structure F and 
hydraulic jacks Е. The forward part 
of the shield D is called the eutting 
edge and the rear part, which con- 
sists of the skin only, is called the tail. 
The hydraulic jacks are arranged 
close to the skin, parallel to the longi- СОС EE 
tudinal axis of the tunnel; when onep shield—Qmnain parts. 
they extend into the tail space. 

3. Method of Use.— The procedure in shield tunneling is, first 
to exeavate a length ahead of the shield equal to the width of 
one ring of the tunnel lining; next to push the shield forward 
the distance excavated by means of the jacks reacting against 
the lining already erected; then to draw back the plungers of the 
jacks into their eylinders to make room for the ereetion of the 
lining; and finally to erect a ring of the lining in the clear space 
within the tail of the shield. The construction of the tunnel is 
completed by repeating again and again this sequence of 
operations. 
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4, Effect of Size and Nature of Ground.—While in general 
principles the design of the shield is the same whatever the size 
of the tunnel or the nature of the ground, these factors affect 
the design of the internal strueture. In all cases this includes 





Fig. 54.—A tunnel shield being assembled in the shops; to show the framing of 
a large shield. This shield is turned upside down, hence the hood is at the 
bottom. (Courtesy of Hudson and Manhattan Railroad.) 


an annular structure stiffening the skin and extending from the 
eutting edge to the tail. If the shield is small and the ground 
good, this may form the whole internal strueture, or there may 
be a transverse diaphragm “B” in Fig. 53 immediately behind 
the cutting edge with an opening c affording access to the face. 
If the diameter of the shicld is 13 ft. or more there is room to 
introduce horizontal or vertical bracing, or both, and still retain 
openings large enough for convenient access to the face (sce Fig. 
54 (A-6)). Such bracing adds greatly to the strength of the 
shield, divides it into convenient working chambers and affords 
means for attaching the various appliances with which such 
shields are furnished. 
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5. Water Traps.—1n open waterbearing ground to protect 
the tunnel against a sudden inrush of water the shield may ђе 
provided with a water trap (Fig. 55). The trap is made by 
dividing the diaphragm in two parts, at or near the level of the 
horizontal diameter, and setting the lower part behind the 
upper. By this means the opening 
3 made horizontal instead of 
vertieal and the water eannot enter 
through such an opening, if the air 
pressure is high enough. The 
arrangement as described is suitable 





for small shields only. Ја larger Ета, 55.— The water trap ах 
shields with more than one work- applied to a shield. 


ing level such a trap would interfere 

seriously with the work of excavation and would make improb- 
able the rescue of the men working in front of the shield, И a 
bad blow occurred. In some large shields, for example the 
Rotherhithe tunnel (1-17) shield, traps as described were pro- 
vided at each working level, (sce Fig. 56), but it is apparent 
that the efficacy of this construction depends on the upper traps 
being closed immediately and tightly, when a serious blow 
oeeurs. Otherwise the air will eseape through these traps while 
the water will enter at the lower levels, and not until the water 
has reaehed the uppermost level wil the trapping become 
effective. The necessity for traps, however, is greater in a 
small shield, beeause here there is little chanee for the men to 
escape, but in a larger tunnel, while this may be flooded, there 
exist means, as will be described in another chapter, to provide 
an escape for the men. 

6. Examples of Shields.— Figure 56 shows diagrammatically 
the arrangement of various shields used on previous work. 
Figure 57 shows the rear face of a small shield with the erector 
removed. Note that this shield is provided with openings which 
may be elosed (doors not shown), while Fig. 58 shows an open 
shield. 


B. DETAILS OF SHIELD STRUCTURE 


7. Diameter of Skin.— Tho diameter of the skin is determined 
by the diameter of the tunnel lining, which is erected within the 
eover of the tail. А certain clearance is necessary between the 
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Гіс 57.— Кеат view of shield with erector removed. (Courtesy of Hudson and 
Manhattan Railroad. 





Photo. by Р.Р. Раз. 
Fig. 58.—Rear view of shield of open type. (Courtesy of New York Transit 
Commission.) 
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outside of the lining and the inside of the tail, partly to facilitate 
erection and partly to permit deviation of the direetion of the 
axis of the shield from that of the tunnel lining. This latter 
necessity not only exists when the tunnel is on a curve, but is 
continuous throughout the driving of the tunnel, owing to the 
impossibility of keeping the shicld on exact line and gradient. 
The erection clearanee required 1s determined by judgment, while 
that for deviation is a function of the diameter d of the lining, 
(see Fig. 59), the overlap m of the lining on the tail and the lead 
l, which may be expressed as the difference between the maxi- 
mum and minimum distances between the face of the lining and 
a transverse plane of the shield. The clearance x may bo 
expressed by 

pond (55) 
This equation represents the minimum clearance required, but 
as stated above, additional elearanee is necessary for convenience 
of ercetion. An average lead is 4/80. 

8. Clearances of Shields in Constructed Tunnels.—<s a guide 
in determining the proper clearance, the clearances used for 
various shield driven tunnels are shown in Table IX. The Table 
shows that the average value of the clearance 
is about 0.8 per eent of the outside diameter of 
the lining, or in other words, the usual practice 
has been to make the inside diameter of the 
tail equal to 1.008 times the outside diameter 
of the lining. The Table also shows the 
excess excavation necessitated by the larger 
diameter of the shield in percentage of the 
displacement of the lining. It shows that the 

ОО 6 excavation has been about 415 
between skin of shield per cent. 
апа тшер: 9. Small Clearances Preferable.—The 

clearanee between the skin and the lining 
inereases the volume of excavation and of subsequent refilling 
behind the lining. In addition, when the work is earried out 
in compressed air, it constitutes а source of heavy leakage of 
air. The clearance should be kept, therefore, as small as the 
conditions will permit. It will help materially to reduce the 
necessary elearanee, first, to use а lining whieh has a true and 
smooth exterior surface, and, second, to have a competent 
foreman to direct the movements of the shield according to the 
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instructions of the engineer, whose lines and levels should 
always follow close behind the shield. 

10. Beading around Тай. In some shields the clearance at 
the end of the tail has been reduced by riveting a circumferential 
beading, generally a flat plate, inside the tail at its extreme end. 
By this arrangement the width of the annular space is reduced 
while the necessary working space may be retained. It has the 
effeet of decreasing the source of leakage of air, but it does not 
reduce the additional volume to be excavated and refilled. Bead- 
ings are useful, but are easily stripped off. In fact, as a general 
rule, any projection inside of the portion of the tail occupied by 
the lining, is inadvisable. Almost invariably it will be stripped 
off before the shield has moved far. 

11. Length of Tail.—The length of the tail depends primarily 
on the width of the ring of the tunnel lining, that is to say, the 
tail must be long enough to permit the erection of a ring and still 
retain an overlap on the lining previously erected. In addition 
the tail should be long enough to allow a plunger of the shield 
jacks to be removed without exposing the ground. In some eases 
the tail has been made long enough to cover two ring widths and 
part of a third. The advantage of this is that if a segment of 
the ring just erected should break under the pressure of the Jacks 
pushing directly against it, the segment eould be removed at the 
end of the shove under cover of the tail. A long tail is desirable 
on account of the protection it affords, but the tail is the weakest 
part of the shield strueture and, if bent or damaged, is difficult 
torepair. Furthermore, the total length of the shield is increased 
as the tail is inereased in length, and as the proper guiding of a 
shield is more readily accomplished when the tail is short, it is 
advisable to make the tail as short as the conditions will permit. 

12. Construction of Skin.—Usually the skin is made of one 
or more thicknesses of steel plate of a single width from front to 
back and in as many pieces circumferentially as the size of the 
shield requires. Тһе skin should be thick enough to support the 
earth pressures without sensible deformation at the tail where it has 
no internal support. As cover plates are objectionable both out- 
side of the skin and inside of the tail it is generally good practice to 
make the skinin several thicknesses of plates, staggering the Joints 
so that the plates of one layer are splieed by those of the other lavers, 
as shown in Fig. 60, which represents one of the eight sections 
of the skin for a small diameter tunnel. The skin in this case is 
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made of three layers of plate, except in the middle portion, where 
only two layers are used with splice plates to cover the inner joint. 
This design is not usual but is worth following. The portion with 
two plates only is that occupied by the internal structure and 
may be amply supported, so that the full thickness of skin 15 not 
needed here, and by leaving out this inner plate it is possible to 
bring the shield jacks so much closer to the outside of the hning 
and thereby reduee the inevitable eccentricity of the jack pressure 
on the east iron lining. 

13. Welding.— Figure 60 indicates the large number of rivets, 
many of which are countersunk on both sides, needed for assem- 
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Fic. 60.—One section of shield skin for а small tunnel. 





bling the skin of a shield. The art of welding structural steel 
has developed greatly during recent years and it is reasonable to 
expeet that much or all of this riveting as well as that for other 
parts of the shield strueture in the future will be replaced by 
welding, giving greater strength, less work of erection and les- 
sened cost. 

14. Cutting Edge.—Dy the cutting edge is understood the 
annular structure of the shield at its extreme front. As this 
part of the shield is subject to the first severe head-on contact 
with such obstacles as may be in the way of the shield, it must be 
strong enough to receive such shocks without serious damage. 
The importance of this is illustrated by an accident that happened 
to the shield of the Blackwall tunnel (1-7) under the River 
Thames. The eutting edge of this shield consisted simply of 
the skin plates reinforced about 12 in. from the front edge by 
inelined plates. By driving the bottom part of the cutting edge 
against large pieces of rock, embedded in the ground, it collapsed 
and it was necessary to drive a heading 19 ft. wide in advance of 
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the shield. In this heading a concrete cradle was built for the 
shield to slide upon, but to keep it dry enough to work in another 
heading had to be driven at the top tointercept the water. (Proc. 
Das Я, тор Oo.) 

15. Construction of Cutting Еве. Гог strength the cutting 
edge is made wide at the back, but for convenience of excava- 
tion it usually tapers toward the front as shown in Fig. 61. 


— 5 





Fic. 61.—The cutting edge of a shield. 


In some shields the front portion, or shoe, of the cutting 
edge consists only of the skin plates as in the case of the Black- 
wall tunnel shield just described. More often the shoe is made 
of castings of iron or steel. The best construction 1s obtained 
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Fic. 62.— The cutting edge of a shield. 


by making the shoe of steel eastings in segments with machined 
joints, bolted together and to the shield strueture (Fig. 61). 
If any damage is done to such a shoe the broken segments may 
be replaced without much difficulty. 
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16. Length of Cutting Edge.—In open shields the cutting 
edge need consist only of the shoe, but in shields where the dia- 
phragm interferes with free access to the whole face, the cutting 
edge should be long enough to permit a man to work under its 
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Fic. 63.—Pennsylvania Railroad Hudson River Tunnel (A-15). Arrangement 
of shield. (From Eng. News, Dec. 13, 1906.) 


cover in front of the diaphragm. In that case the cutting edge 
will consist of the front part of the skin of the shield, reinforced 
and supported by brackets to the internal structure of the shield, 
and provided with a shoe of steel castings (Fig. 62). In order 
to work unhampered the length of the cutting edge in front of 
the diaphragm should not be less than 3 ft. and 4 ft. would ђе 
a better length. 
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17. Hood. The hood of a shield is a forward extension of the 
circumferential structure of the shield. The extension may be of 
a uniform length (see Figs. 63 and 64 (A-18) and (E-15)) and in 
that ease it extends over the roof and part of the sides only, or it 
may be sloping from top to bottom (see Fig. 65), having the great- 
est length at the top. The first type was evolved in connection 
with the use of “clay pockets" for the purpose of avoiding 
timbering around the periphery of the excavation, as is more 
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Еле. 64.— Baker Street & Waterloo Railway Tunnel (E-15). Longitudinal 
section through shield. (From Proc. Inst. C. E., vol. 150.) 


fully deseribed in Chap. ХИ. It has been found useful also 
where the lower part of the excavation isin rock and the upper part 
in loose ground, because it facilitates excavating the loose ground 
ahead of the rock, thus decreasing the danger of disturbing the 
support of the loose ground by the blasting of the rock. In 
this case, when the ground through which the shield is driven 
changes in character along well defined lines, the hood may be 
useful for a certain part of the work, but entirely unsuitable for 
the remainder. The hood may then be made detachable, as on 
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the shields of the Pennsylvania Railroad tunnels under the Hud- 
son River (A-18), which will be deseribed more fully in par. 91 of 
this chapter. 

18. Sloping Hood.—The purpose of the sloping hood 15 to con- 
form the front of the shield to the natural slope of the ground so 
so as to avoid supporting the face of the excavation. While this 
arrangement is sound in principle 


and is workable where the slope of A » 4 





the exeavation is steep, it does not а 
work out satisfactorily in ground which 

has a flat natural slope, and it 15 In 3 

such ground that it is most needed, mm NETS 


because here the timbering of a tion of shield with sloping hood 
vertical face is most difficult. The os pu 
reason for this is that in such ground (6-1). 

it is almost impossible to prevent the 

ground from flowing in from below the shield, thus causing the 
shield to settle and this is highly aggravated by a heavy overhang 
of the top of the shield. 

19. Extensible Hood.—In some cases an extensible hood, con- 
sisting in fact of a series of steel polings, has been used. The 
polings have been attached to the shield in such a manner that 
they could slide forward, one by one, and could be forced into the 
ground under the pressure of hydraulic or serew jacks. The 
purpose has been first to force these polings into the ground, 
then to carry out the exeavation under their cover and finally 
to move the shield forward while the polings remain stationary. 
There has been usually the practical difficulty, however, that the 
shield rarely follows the same straight path in which the polings 
have been driven, eausing the latter to buckle and destroying 
their usefulness. 

20. Internal Annular Structure, Greathead Shield.—The 
internal strueture of the small diameter Greathead shield, used 
extensively in England and other places, consists of a short cast 
iron eylinder, “2, fitting closely inside the skin and made in 
segments (see Fig. 66). The segments are flanged on all four 
sides, the end flanges being used for bolting the segments together 
and the circumferential flanges to give stiffness to the structure. 
The front circumferential flange, which has а uniform depth, i5 
used also for connecting the evlinder to the diaphragm. Between 


the flanges of adjacent segments, which are machined, are 
10 
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Fia. 66.—Greathead shield for small diameter tunnel in London clay. 
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placed packing strips of hardwood so as to insure close fit against 
the skin. The shield jacks have their bearing on these castings 
to which they are bolted. The rear flange of the сав топ cylinder 
is partly eut away to permit the extension of the jacks. This 
construction is not as rigid as might be desired. It is stated 
(Copperthwaite, 1906, p. 106), in connection with the Central 
London Railway shields, which were made of this construction: 
“. . the shields, as a general rule, kept fairly rigid, although 
all to a more or less marked degree widened in the horizontal 
diameter with a corresponding flattening of the vertical height." 

21. Larger Shields with Cast Stiffening Structure.—In Eng- 
land the east iron stiffening cylinder has been used not only for 
shields of small diameter, but also in larger shields. The con- 
struction for such shields is in principle the same as for the 
smaller shields. The cross bracing is bolted to the castings. 

29. Rotherhithe Tunnel Shield.—<An interesting variation is 
presented by the Rotherhithe tunnel shield (see Fig. 56 (Е-17)) 
which had an outside diameter of 30 ft. Sin. The steel plate skin 
was omitted except at the tail, and the internal stiffening cylinder 
and eutting edge, which were made of steel castings, consisted of 
three segmental rings, held together by bolts and dowels through 
the circumferential flanges, and the tail was attached to the rear 
ring. A construction similar in principle, of the envelope made 
in rings, was used for the Sarnia tunnel (see Fig. 56 (A-5)) in 
which case, however, the rings were of structural steel. "Phe 
want of continuity of this construction exposes the shield to 
damage and it cannot be considered as satisfactory as that 
deseribed in par. 12 of this chapter. 

23. Structural Steel Stiffening Ring.—In shields built in the 
United States and to some extent also in shields of British make, 
the stiffening ring is made of struetural steel instead of east iron as 
above described, whereby a stiffer strueture may be obtained. 
Figure 62 shows the usual construction. Two annular web plates 
A and B are riveted through angles to the skin of the shield C and 
to an inner skin D. The annular box-girder thus formed is 
stiffened by diaphragms KA spaced uniformly around the ch- 
cumference. The compartments formed in the box-girder by the 
diaphragms are used for housing the shield jacks, which are inser- 
ted through openings in the rear web plate. The diaphragms 
are continued in front of the forward annular web plate as rein- 
forcing brackets G for the cutting edge, and similar brackets, 77, 
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are placed between them to assist in taking the thrust of the 
shield Jacks. 

24. Size of Box-girder.—As the compartments of the box- 
girder are used for housing the shield Jacks, which are inserted 
from the rear, the depth of the annular web plate must be large 
enough to permit a hole being cut in it of sufficient size to let the 
jack enter without unduly weakening the girder construction. 
The width of the box-girder is determined by the length of the 
jacks, which when inserted should have only the stuffing box of 
the cylinder extending outside of the box-girder. 

25. Strength of Connections.—The shicld jacks bear against 
the forward plate of the box-girder and the stress is transmitted 
through riveted connections to the skin. These connections 
must be sufficient to carry the maximum pressure that may be 
developed by the jacks. Except, however, where definite loads 
come upon the structure the dimensions of the members forming 
the shield structure cannot be computed. It is more a matter 
of proportioning them according to judgment in such a manner 
as to obtain a strong, rigid strueture which will stand up under 
all the heavy service to which the shicld may be subjected. 
During the driving, when no other means will make the shield 
behave as desired, brute force is applied regardless of the nice- 
ties of previous computations. 

26. Internal Cross Bracing.—In shields of a size large enough 
to permit more than one opening to the face, cross bracing should 
be provided to strengthen the structure. Usually the cross 
bracing will consist of a plate girder construction, cither with a 
single or a double web, extending from the rear of the annular 
box-girder to the front of the cutting edge. The horizontal 
stiffening members serve in addition as working platforms, and 
both the vertical and horizontal members are convenient for 
attaching—or if of box-girder construction, for housing—the 
various appliances used in connection with the shield as will be 
deseribed hereafter (sce Fig. 58). 

27. Spacing of Stiffening Girders.—The horizontal stiffening 
virders should be spaced, if possible, so that a man may stand 
upright, because otherwise his working effieieney. is decreased. 
The minimum headroom, therefore, should not be less than 6 ft. 
The vertical stiffening girders should be spaced sufficiently to 
permit unobstructed working, or not less than 3 or 4 f& in the 
clear, If part of the pocket formed by the horizontal and vertical 
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girders is used for passageway only, this part may be made 
narrower than that which is used as a working chamber. И the 
shield is to be earried through rock for any appreciable distance, 
it is most desirable to design the shield so that one of the bottom 
pockets will be large enough to permit the passage of a muck 
саг on a track laid through the shield to the face where the work 
of excavation Is ш progress. 

28. Transverse Diaphragm.— Tho transverse diaphragm shown 
in Fig. 53 serves the double purpose of stiffening the structure 
and of providing a means of protecting the face. For the first 
purpose the diaphragm is partieularly advantageous in shields 
with only one opening, while in larger shields the cross bracing 
performs this duty to а great extent. The use of the diaphragm 
аз а protection of the face is largely dependent on the eharaeter 
of the ground. The construction of the diaphragm will depend, 
therefore, on the size of the shield and the charaeter of the ground. 

29. Diaphragm in Small Shields in Dry Ground.— In the orig- 
inal Greathead type of shield the diaphragm consisted of a 
cireular plate, placed immediately behind the eutting edge, with 
a rectangular opening for giving access to the face (sce Fig. 
66). The opening was reinforced around the edges with flat 
bars at the top and with channels at the sides and bottom. 
The purpose of using channels was to form guides into which 
square timbers, eut to size, could be dropped when it was desired 
to close the face. In later shields used for the construction of 
tube railways in London the tendeney has been to enlarge the 
opening and make it circular in shape, so that the diaphragm 
extends hardly at all inside the circular stiffening ring. The large 
opening helps the work of excavation, particularly with rotary 
exeavators which have been used greatly during recent years. 

30. Diaphragm in Small Shields in Waterbearing Ground.— 
As previously stated, for small shields in waterbearing ground the 
diaphragm may be divided into two parts so as to form a water 
trap. The upper part is placed immediately behind the cutting 
edge and the lower part should be far enough behind the upper 
to allow for convenient access through the trap to the face. 
Generally the clear width of the opening should not be less than 
3 ft. То insure the working of the water trap the bottom edge 
of the upper diaphragm should reach not less than 6 in. below 
the upper edge of the lower diaphragm. This will permit some 
rolling of the shield without destroying the efficacy of the trap. 
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31. Diaphragms in Large Shields.—In large shields for use 
in dry ground the diaphragm scareely exists. In shields for 
waterbearing ground, part of the opening in the pockets is elosed 
by means of diaphragms. The remaining part should be pro- 
vided with some means of closing the shield completely. The 
location of the diaphragm and the construction of the doors is 
determined partly by the size of the working chamber desired 
and partly by the kind of door used. 

32. Length of Shield.—The length of the shield is the sum 
of the lengths of the eutting edge, the internal strueture 
and the tail. The smaller the ratio of the length to the 
diameter, the easier the shield is to steer. Previous experience 
indieates that while a greater proportion may be used, it 1s pref- 
erable to keep it below 0.75. Table X shows the relation 
between length and diameter of various shields whieh have been 
used in the eonstruetion of tunnels. 

33. Shield Doors.— The reason for applying doors to elose the 
openings in the diaphragm are, first, to secure the face and the 
tunnel during temporary closing down of the work, and second, 
to prevent the water and ground from entering the tunnel im 
case of a blow. 

34. Doors for Small Tunnels.—For shields in dry, firm ground 
the method of closing the opening by means of planks as described 
in par. 29, is satisfactory, when no necessity for a hurried closing 
is antieipated. In small shields in waterbearing ground, pro- 
vided with a water trap, the tunnel is protected against an inrush 
of water and ground as long as the air pressure is high enough. 
For additional seeurity the opening in the trap should be pro- 
vided with a hinged cover that may be closed when occasion 
demands. 

35. Doors for Large Shields in Firm Waterbearing Ground.— 
A completely satisfaetory door eonstruction for a large shield in 
firm waterbearing ground as yet has not been devised. The 
problem is to provide a door which ean be closed tightly, in the 
ease of a blow or a run of ground, without being jammed by 
the inflowing ground, but which on the other hand will provide 
reasonably eonvenient access to the face. For this reason, as a 
rule, no attempt is made to provide means for quickly closing 
the openings in the shield, relianee being placed on careful work 
in the face. Doors are provided, however, for the purpose of 
proteeting the tunnel when work is suspended for any reason. 
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TABLE X.—RELATION OF LENGTH AND DIAMETER OF TUNNEL SIIELDS 


a M 








Ref. " Length of Diameter E 
No. l'uunel shield, of shield, EE M 
feet feet 

eter 
(A-30)] West Water Street....... 9.00 7.00 1.29 
(SWA Dee Sewer................ 6.5] $.71 0.75 
(A-1) | де Пїүетг............. 4.50 9.00 0.50 
ур Door ER 11.55 10.25 1.13 
(AS) jj Havana Bewer... . o.a 7.96 10.58 0 25 
(E-1) | RavenSsWOoOOd.............. 7.20 11.06 0.65 
uu miel "Сапа: «S: LIE? Diese 0.98 
(Е-10)| City & Sonth London...... 6.50 11.42 0.57 
(A-26), Cleveland New Intake ..... 15.08 12.13 1.24 
(S-2) | Glasgow District... 6.42 12-20 0953 
assi CEG ara ван 11.50 12.31 0.94 
(EEO) Central London ire c d 7.04 12.67 0.56 
(E-11) | Greenwieh.. ‚жр | ОКО 13.00 1.04 
(Е-15) | Baker Sreet m W E 9.71 13.00 0 6» 
ADIT СООРО а се e | 15.00 11 Sa 1 Û1 
CASIO Бае eere e d 9.50 16.95 0.56 
(A-21) | Steinway. А У 11.75 17 20 0.65 
(5-1) | Glasgow Па T" Pee. 5.50 17 25 0.49 
(А-27) | Old Shp... НР 1. 16.33 18.04 0.91 
СЕ ОЕ sureeb.-. erem 15 31 18.46 0.83 
(AS) Wehitichall................ 16.35 18.50 0.88 
(ХО moth Streeb. oer 16.06 15.506 0.87 
(%-55)| Gayoso Атепие........... 9.00 19.$3 0.45 
(A-6) | ОСОП СИЕ шл... 10.50 19.92 0.53 
Сео EAn rence Avenue... s 115533 20.16 0.56 
CONGR) Жа a a io 13. 25 2150 0.71 
(IN P. R. В. Hudson River... [5.92 25-04 0.65 
ГР. В. В. Hast River.. 18.00 23.54 (y 
CASOS Оотеһевїег............... 12: 50 и 07 0.52 
(F-12) Concorde Metropolitain. . 14.96 26.08 0.58 
WEE iube e e 19.50 27.67 0.71 
(СЕТО Rotherhithg ere 18.00 30.67 0.59 
(G-10) | е нее. 14.00 Do o0 0.39 
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For this purpose the doors may be of the swinging type hinged 
at the top or sides; of the sliding type, moving either horizontally 
or vertically or the stop-log type, wherein pieces of timber or 
metal are dropped into housings or grooves along the edges of 
the openings. The diffieulty with all emergency gates is that, 
in the emergency a piece of wood or stone is most apt to get 
caught between the door and the frame thus defeating the object 
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sought. ‘This suggests, for use in bad ground, a double series of 
doors, one set at the front of the internal structure and the other 
at the rear end. The front set of doors would be closed first and 
if not tight, the second set could be brought into operation under 
the partial protection of the front set. 

36. Air Locks in Shields.—In the original designs for the 
shields for the Blackwall tunnel (E-7) and for the Pennsylvania 
tunnels under the East River (A-19) the access to the face was 
provided through air locks with the usual set of double doors. 
The shield for the Spree tunnel (G-1) was provided with a similar 
air lock. The purpose was to make it possible to use a higher 
pressure in part or all of the face than in the tunnel. These 
air locks were not used, and in practice such devices would not 
appear workable. А blow at the face would quickly exhaust the 
air in the shield. As for keeping different air pressures at differ- 
ent levels of the shield, when working in open ground, the air in 
the higher pressure chamber would soon escape through the 
ground into the lower pressure chamber and make the mainte- 
nance of different air pressures impossible. 

37. Gate Valves for Soft Ground.—In soft, flowing silt it is 
customary to displace bodily as much as possible of the ground 
bv driving the shield “blind,” or with all the openings in the 
face of the shield closed. Usually, however, the proper guiding 
of the shield necessitates some of the ground to be taken into the 
tunnel. It is somewhat difficult to regulate the flow satisfae- 
torily through the partly open shield doors, and it is probable that 
a better method would be to provide large gate valves in the 
diaphragm of the shield, through which the flow could be regu- 
lated more readily. 


C. SHIELD APPLIANCES 


38. Shield Jacks. —During the construction of a shield driven 
tunnel, when the erection of a ring of the tunnel lining has been 
completed and the excavation for the next ring width has been 
‘carried out, the shield is advanced that distance so that the 
erection of another ring may proceed. The shoving, or moving 
forward, of the shield is accomplished by means of hydraulic 
jacks attached to the shield structure and reacting against the 
tunnel lining previously erected. 
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39. Resistances to Motion.— In order to move the shield for- 
ward the following resistances must be overcome: (a) the fric- 
tion of the ground on the exterior surface of the shield, (b) the 
frietion of the lining in the tail of the shield, and (c) the resis- 
tanee to displacement of the ground in front of the shield which 
has not been removed by previous excavation. 

40. Magnitude of Resistances.—If the ground in front of the 
shield were excavated completely before the shield advanced, the 
frictional resistances would determine the required Jack pressures. 
The frictional resistances, however, usually form only a small 
item. While the exeavation may be removed completely for 
a certain length of the tunnel, as for example where it is driven 
through rock, this will be done rarely if ever, throughout the full 
length of the tunnel, because even if it were possible to earry out 
the complete excavation it would be more economical to make 
the shicld do part or all of the work of excavation. In small 
shields, driven through clay, only the middle part of the face is 
excavated by hand. Short wooden stakes, or piles, supported 
against the shield are used for breaking down the remainder by 
foreing the shield forward under the pressure of the shield jacks. 
In the shields used in the same kind of ground and equipped with 
mechanieal excavators the shield jacks are used to feed the shield 
forward and to break down the portion of the ground around the 
circumference not removed by the excavator. In Hudson River 
silt no excavation is earried out in front of the shield by hand. 
In small tunnels the shield is shoved blind and in larger tunnels 
part of the displaced material is taken in through the partly 
open shield doors. In large tunnels driven through waterbearing 
ground it is seldom possible or convenient to earry an air pressure 
high enough to keep the bottom dry, so that it can be exeavated 
by hand, and this part of the ground is then displaced bv the 
shield as it is pushed forward. Owing to these conditions it 15 
not possible to give any definite rules as to the power the shield 
jacks should be able to develop, except that the greater the poten- 
tial power of the shield jacks the better are the chances of over- 
coming obstaeles met during the driving. 

41. Jack Pressures of Shields of Existing Tunnels.— Table XI 
gives particulars of jack pressures provided for driving the shields 
used for the construction of existing tunnels. 
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TABLE NI.—PressuRES OF SIIELD JACKS 























| | Ext. чы Hydraulic pressure 
| dam- S | iz: 
E | Tunnel ET м Diam- Кл Total E) n 
| shield, No. po per Sd. | tons shield, 
peer | inches in. hounds 
(5-4) Dee Sewer......... | 8.71] 6| 6% | 2,210 | 226 7,500 
(E-® | Мегсеу........... 0.259 ПОР 4,000 770 18,700 
(C-1) | Havana Sewer..... 10558 SIUS 5,000 397 9,000 
(A-8) Ravenswood....... 11.06 12 5 5,000 595 12,400 
(G-8)>|Kiel Canal л. 11 SS HOE. | 600 12,000 
(A-26), Cleveland New In- | | 
lale nwo а ESS EE | 3,000 | 1,135 19,800 
(8-2) Glasgow District...| 12.20 6 615 | 1,000 100 1,700 
(E-91) Central London....| 12.67 | 6 7 1,600 | 185 2,900 
(E-I5) Greenwich. 13.00 13 й 3,400 850 12,500 
(Е То Bakerloo 2-2 13.00 | 14 6 2,4004 4759 7,200 
(A-26), Gowanus..........: 14.87 | 14 SL, 3,500 1,400 16,100 
САЛ) Battery лата а 10.05 Оу | ies 5,000 1,750 15,500 
(5-1) | Glasgow Harbor...| 17.25 | 13 | 7 1,000 250 2,100 
(ALO ЕВИ «oe | 186-04 17 | 8 5,000 2,125 16,700 
(A-30)! 14th Street........ 1S OST 72 = 5,000 | 2,125 ^ 15,900 
(A-28)) Whitehall......... 18.50 Шит 1 5 5,000 · 2,125 15,800 
(A-35)| 60th Street........' 18.57 20, 8 5,000 (2,500 18,400 
(А-33)! Gayoso Avenuc.... 19.83 | 16 712 5,000 1,760 10,400 
(A-0) Hudson. T 1019-92 3 86 5 4,000 1,600 11,400 
(А-23)| Lawrence Avenue.., 20.16 | 24 DM 3,000 1,100 6,900 
(A-5) Sarnia......... 21.508 24! 8 3.000 1,800 10,000 
(A-18) P. В. R. Hudson R.: 23.52 | 24 |. 814 | 5,000 | 3,300 15,200 
(4-19) P. В. В. East R....] 23.54] 27 9 5,000 13,850 » 17,500 
(А-З О Dorchestene- . .---. 24.37 | 24 8 5,000 3,000 12,900 
(8-12 }Concorde: Met. = | 26.08 E! 815 5,000 3,530 14,300 
(E-7) | Blaekwall......... 27.67 | E i 6,100 5,785 19,200 
(E-17 Rotherhithe, ...... 30.67 40 9 6.000 6,700 18.100 
СТО. t.00.992. 20 9, E 0m a ERN 11,800 





Notge.—In this book a ton means a weight of 2,000 Ib. 


49. Working Pressures.—It will be seen from this table that 
the maximum hydraulic pressure has ranged around 5,000 
Ib. per square inch. The usual working pressure, however, 1s 
not as high as this, which is used only in special cases. The 
working pressure is generally about 3,500 Ib. per square inch. 

43. Location of Jacks.— he jacks are placed in the shield in 
such à manner that their cylinders move forward with the shield 
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while the piston rods or plungers remain stationary during the 
shove, pressing against some immovable object, generally the 
tunnel lining. In order to bear against the lining the Jacks are 
placed eireumferentially as close to the skin as possible. Usually 








РРА А А 
ISS XX GG. Ww == 





E | 

















SZ С KK Р РУР 
| N 
У © S 


L. 7 
Г 
SS 4 DDL У 


Ета. 67.—Types of shield jacks. (а) and (b) piston type, (с) single acting type, 
(d) and (e) single aeting with auxiliary plunger. 
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the jacks are spaced uniformly around the cireumference, but 
in some cases more jacks have been placed below the horizontal 
diameter than above, because greater force is generally needed 
at the bottom than at the top, owing to the tendency of the shield 
60 dive. 
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44. Types of Jacks.— When the shield has been shoved forward 
a ring width the plungers of the jacks must be pulled back to 
make room for the ereetion of the lining. In order not to waste 
time and labor in doing this the Jacks preferably should have some 
mechanieal means for pulling back the plungers. For this reason 
the piston type of jack has been 
used frequently, partieularly in 
small diameter shields. Figure 
67 shows two forms of jacks of 
the piston type (а and b), used 
for shield jacks. This type has 
the disadvantage, however, that 
when the packing of the piston 
has to be adjusted, the whole 
jack must be taken apart. For 
this reason a single acting type 
asshown in Fig. 67, (c) has been 
used in some cases. In thistype 
the packing is readily adjusted 
from the outside, but the plunger 
must be pushed back by hand, 
and owing to the large volume 
of water to be emptied through a 
small outlet, this is а slow 
process. These conditions have 
Fic. 68.—Shield jack equipped led tothe development of a single 
with ball and socket joint. acting {уре with auxiliary 
plunger to push back the main 
plunger. Figure 67 (d and e) show two designs of this type. 
In the first design the plunger forms the evlinder for a smaller 
piston, the rod of which passes through the bottom of the main 
plunger and is fastened to the bottom of the main еућпдет. 
The water connection for both the main and secondary eylinders 
are at the bottom of the main eylinder as shown. In the second 
design the pull-baek is a secondary plunger inserted from the 
front in the main plunger. In the forward push the inner 
plunger moves with the main plunger, but in pulling back, the 
inner plunger reacts against the tunnel lining and forees the 
main plunger baek into its evlinder. "The secondary plunger 
is then pushed back by hand. On aecount of its small diameter 
this 1s done readily. 
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45. Heads of Jacks.—The head of the jack plunger should be 
made of such a shape that the thrust is distributed over as large 
an area as possible of the tunnel lining. In east iron lined tunnels 
it is often necessary to make the head eccentrie to carry the thrust 
on line with the skin of the lining. This subjects the plunger or 
piston rod to a bending stress which should be taken into account 
in the determination of the diameter of the plunger. When the 
axis of the shield forms an angle 
with that of the lining the jack 
heads will not bear squarely against 
the lining, and this may cause 
breakage of the hning. In order 
to avoid this, in some eases the head 
has been made with a ball-and- 
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a ; з Fic. 69.—''Grouting strip” 
socket joint as shown in Fig. 68. attached to head of ram. 


(From Eng. News, Dec. 15, 


в Ы as M V 
46. Grouting  Strips.— Usually 1900.) 


the heads of the plungers are 

equipped with grouting strips or flat plates as shown in Fig. 69. 
When all the jacks are extended these form a complete ring 
closing the space between the lining and the shield. The purpose 
of this ring is to prevent the grout, ejected outside of the lining to 
fill the space left by the tail of the shield, from flowing out. 
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Fig. 70.—The housing of a shield jack. Pennsylvania Railroad Hudson River 
Tunnels (A-18). (From Eng. News, Dec. 13, 1906.) 


47. Jack Housing.—In shields with a cast iron stiffening ring 
as deseribed in par. 20 and 21, the jack cylinders are cast with a 
flange as shown in Fig. 66, so that they may be bolted to the 
shield structure. In shields with an annular box-girder construe- 
tion the jacks are inserted from the rear of the box-girder, and to 
facilitate their proper placing a steel easting is provided in each 
compartment furnished with a flaring soeket, as shown ш Fig. 70 
whieh guides the jack to its proper seat. At the rear the cylinder 
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is supported on the annular web plate of the box-girder and 15 
held in place by plates eut to shape and fastened to the web-plate 
by means of stud bolts. 

48. Piping for Shield Jacks.—The piping for the shield Jacks 
involves usually two connections to each jack, one for the supply 
to the main eylinder and one for the pull-back. If any of the 


«Shield 


All Piping on this right 
side symmetrical with 
that on left side except 
as shown 
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of Individual Jacks 


Fic. 71.—Diagram of hydraulic piping and valves on a shield. 


connections are at the forward end of the cylinder, either hand 
holes should be provided in the inner skin to permit the connce- 
tion being made, as shown in Fig. 70, or the socket and the open- 
ing in the rear web plate should be large enough to permit the 
eylinder with the connections made to be inserted from the rear. 
The pipe used is generally heavy copper. The controlling 
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valves are arranged so that the jaeks may be operated singly or 
in groups. The piping should be attached to the shield in such 
a manner that it neither obstructs the openings nor is exposed to 
damage. The controlling valves should be placed so that they 
ean be manipulated easily. 

49. Example of Piping.—l'igure 71 shows diagrammatically 
the arrangement of the piping for a shield with 8 jacks. The 
water is received. through a detachable copper pipe at А and 
the pipe line is immediately divided into two branehes, one for 
the left and one for the right side of the shield. The latter braneh 
is carried across the top of the opening in the shield and is then 
arranged symmetrically with that on the left side. The left 
side branch runs downward and is divided into two lines, one for 
the pull-baeks, controlled through the valve 5, and another for 
the forward push, controlled through the valve C. Below this 
valve is a valve-box E, with individual valves through which the 
water is distributed by the pipes F to each of the four jacks on 
the left side of the shield. The valve-box also contains four 
valves for the exhaust water, whieh passes through the main 
exhaust valve D and is wasted into the tunnel through the pipe 
H. The water for the pull-backs, after passing through the valve 
B is distributed by the pipes G to the four jacks. 

50. Segment Erector.—In small shields the erection of the 
lining segments is done by hand, but when the size is large enough 
to have one or two more working platforms in the shield, the 
erection is generally done by mechanical power, and the imple- 
ment used for this purpose is called an erector. The erector 
consists essentially of an arm which swings on а horizontal 
shaft parallel to the longitudinal axis of the tunnel and which may 
be shortened or lengthened as desired. 

51. Location of Erector.—The erector may, be carried on a 
separate stage behind the shield, as shown in Fig. 72, but in most 
tunnels it is mounted on the shield. The principal advantage of 
the latter arrangement is that the erector is moved forward with 
the shield and no adjustment is required to bring it into proper 
position for erecting the lining. On the other hand, if the erector 
is mounted on a separate stage, the proper adjustment 1s made 
more readily, when the lead is great, without straining the erector 
arm and when out of repair the ereetor may be removed without 
interfering with the work at the shield. When mounted on the 
shield the turning axis of the erector usually coincides with that 
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of the shield, but in a few instances two erectors have been 
mounted symmetrieally on the shield, cach with its turning axis 
on the horizontal diameter of the shield. The purpose of using 
two ereetors has been to speed the work of erection, but it is 
doubtful if the efficiency is inereased. With two erectors the 
arm of cach should be able to reach rather more than one-half the 
circumference of the lining. With one erector the arm must ђе 
able to make a complete revolution. 























Fic. 73.—An erector turned by rack and pinion. Turning jacks vertical. 
Fic. 74—Ап erector turned by pulleys and chains. Turning jacks horizontal. 


52. Turning Mechanism of Erector.—The erector is mounted 
on a horizontal shaft around which it turns. The turning is 
accomplished by means of two single acting hydraulic jacks 
through a rack and pinion or by pulley and chains. The turning 
jacks should be placed so that they do not obstruct the openings 
in the shield. Usually they are placed, therefore, on line with 
the platforms or partititions of the shield. Figure 73 shows 
diagrammatically the arrangement of an ereetor turned D rack 
and pinion with the turning jacks placed vertically and Fig. 74 
shows the saine of an erector turned by pulleys and chains and 
having the turning jacks placed horizontally. 

53. Erector Arm.— The erector arm is that part of the erector 
which moves in a plane perpendicular to the axis of the shield 


and to which the segment of the lining is attached for erection. 
11 
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The arm should be placed so that the plane in whieh it turns is 
one-half of a ring width from the leading end of the last ring 
erected, when the shield has been moved forward a ring width. 
The arm, when extended, should be able to reach nearly to the 
outside of the lining and when drawn in there should be ample 
room for manipulating the lining segments and for attaching 
them to the ereetor arm. The erector arm consists of a double 
acting hydraulie jaek and a stiff beam or frame which has a 
sliding support on the jack eylinder or on special eastings attached 
to the central shaft and which is connected with the head of the 
plunger so that it moves in and out with the plunger. This 
arrangement relieves the plunger of the bending stress due to the 
weight of the segment carried by the erector. А counterweight 
is usually provided on the erector arm at the end opposite to the 
head, in order to decrease the turning moment. 

54. Erector Grip.—The end of the егесіог arm whieh earries 
the segment of the lining is furnished with a grip, by means of 
which the segment is attached to the arm. For east iron linings 
the equipment for attachment also includes usually а bar which 
is inserted in the bolt holes in the segment to be lifted and to 
which the erector grip 15 attached. The bar is usually turned to a 
smaller diameter at the ends so that it will enter the bolt holes and 
is provided with a sleeve or catch to prevent it dropping out while 
being used. The erector head is furnished with one or two plates 
with slotted holes fitting around the bar, or the bar may have a 
plate attached and the connection is then made by means of а 
bolt through the plates on the bar and on the erector head. The 
essential points about the erector grip are that the attachment 
should be easy and that the segment should be held squarely 
against the outer circumference of the tunnel so that the adjust- 
ment by hand may be slight. "There should also be some side 
play so that the segment may be placed in its proper position 
when the shield has a lead on the lining and the ereetor head 
should be able to push with the full foree of the jaek against the 
segment. When the segments are heavy it may be advisable to 
use two bars instead of one. 

55. Face Supports.—4As long as the shield is stationary the 
poling of the face may be supported against the shield, but before 
the shield is shoved forward this support must be replaced with 
some that is independent of the movement of the shield. In 
some eases the faee has been supported by struts extending 
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through the working openings in the shield and bearing against 
cross timbers supported by the lining, but this method cannot be 
'alled a good one, because it interferes with the work and pre- 
vents a hurried closing of the opening. An improvement on this 
is to carry the struts through specially provided openings, fur- 
nished with sleeves that insure reasonable tightness. See Fig. 64. 
In other cases the face has been held by telescopic struts, called 
* guns," supported against the shield in front of the diaphragm. 
These struts are usually made of two pipes sliding inside each 
other and held in place by the friction of a set screw. Аз the 
shield advanees the friction is overeome and the pipes telescope 
while continuing contact with the face. 

56. Face Jacks.—The most satisfactory method of supporting 
the face while the shield advances is by means of face jacks, which 
are usually single acting hydraulie jacks, placed horizontally 
parallel to the axis of the shield and which can be extended 
forward to contact with the face. During the forward movement 
of the shield the hydraulic pressure on the face jacks is retained, 
but the greater foree of the shield jacks forces them to close up, 
driving the water in the jacks back into the system. By this 
means a constant and uniform pressure is maintained for the 
support of the face. The jacks, when extended, should reach 
beyond the front of the cutting edge and the stroke should be 
equal to the width of a ring of the lining. The face Jacks are 
usually placed below the shield platforms. In some shields the 
cylinders of the jacks are fixed to the structure and the plungers 
extend to support the face. In others the plunger is fixed and 
the cylinder is extended. The latter method is perhaps the 
better, because it protects the plunger against dirt and damage, 
and it is particularly suitable when the jacks also are used for the 
support of a sliding extension of the platforms of the shield. Sec 
lig. 63. 

57. Sliding Platforms.—The purpose of the sliding platforms 
is to provide working platforms extending close up against the 
face of the exeavation and to provide protection for the men 
working at the lower levels. The sliding platform consists of a 
steel plate laid on top of the shield platform and attached at its 
front end to the forward end of the face jaeks. The eylinder of 
the jacks, which moves forward, runs in guides capable of sup- 
porting the load on the extension platform cantilevering over the 
fixed platform. 
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58. Supporting Shutters.—The face supports so far described 
do not take the place of face poling, but only hold it in place. 
In some instanees, notably on the Blackwall tunnel shield, an 
attempt has been made to replace the poling by means of movable 
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Scale, 1 inch == 1 foot. 
Fic. 75.—Blackwall tunnel (E-7) shield. Face shutters. (From Proc. Inst. 
C. E., vol. 130.) 


shutters attached to the shield. In that shield the pockets, 
except at the bottom level, were furnished with shutters built 
up of plates and angles as shown in Fig. 75. The vertical depth 
of these shutters was about 18 in. and they extended for 
nearly the full width of each pocket. At both ends each shutter 
was held in plaee by means of a 2-in. diameter screw, threaded 
the full length (Fig. 76). At the rear end each screw passed 
through a hole in a braeket attached to the partition wall of the 
poeket and was held in plaee by means of a nut at each side of 
the bracket. The ends of the shutters traveled on slides, also 
attached to the partitions. Immediately after the shield had 
been moved forward the shutters would be in a position close to 
the supporting brackets. The top shutter in each compartment 
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would then ђе moved а few inches forward or backward so that 
the ground in front of it could be removed. This process would 
be repeated until all the shutters were fully extended. When 
the shield was then pushed forward, the nuts on the screws were 
gradually turned in such a manner that contact was always 
maintained with the ground. As, however, the area of the 





Scale, + inch = 1 foot. 


Ета. 76.—Blackwall tunnel (E-7) shield. Mechanism of face shutters. (From 
Proc Inst C E., sol. 130.) 


shutters was only about 60 рег cent of the corresponding shield 
area, the remaining 40 per cent of the ground had to be displaced 
by the shield and taken in at the shutters, which meant that the 
shutters had to travel about twice as far back in relation to the 
shield as the shield moved forward. When the ground would not 
permit the shutters being started, a small hand hole provided т 
each shutter would be opened and the ground scraped out in 
front until the shutter could be moved. The shutters worked 
fairly well on this shield, which was driven through waterbearing 
gravel. Similar shutters were applied to later shields, but with- 
out ѕиссеѕѕ, and the shutters were removed. Probably the 
nature of the ground was different. The principle of the shutters 
is not entirely satisfactory, because of the necessity of displacing 
bodily a large part of the ground in front of the shield. 

59. Mechanical Excavators.—Although shield tunneling is : 
continuous repetition of a sequence of operations, each ring 
length constructed has its own problems. In the matter of 
excavation the character of the ground may change from place 
to place in such a manner that only hand labor is flexible enough 
to cope with the varying conditions. Mechanical means of 
excavation are most efficient where the ground is uniform in 
character. 
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60. Thomson's Excavator.— One of the first mechanical 
exeavators employed was invented by T. Thomson and used 
in 1897 on the construction of the Central London Railway (Е-9) 
in London elay. This machine was independent of the shield. 
The shield, which had an outside diameter of 12 ft. 8 in. and 
was of the type deseribed in par. 20 and 29, had a large 
opening in the diaphragm so as to make room for the mechanical 
excavator. The excavator was mounted on a carnage and 
consisted essentially of а bueket conveyor supported on a movable 
arm and operated by an electric motor. The excavation was 
carried out by setting the carriage so that the bucket at the end 
of the arm was in contact with the face. Аз the buckets dug out 
the ground the arm was raised until a eut had been made of the 
width of the buckets and of the full height of the tunnel. The 
arm was then moved sidewise and the process repeated until 
the excavation had been completed for a length equal to the length 
of a ring of the tunnel lining. The carriage was then run back 
from the face to make room for the ereetion of the lining. In 
small tunnels a machine of this type may be constructed to carry 
out the work efficiently if the ground is suitable, but it will 
occupy almost all the space available behind the shield. In 
larger tunnels it is not probable that the machine eould be used, 
beeause the face must be standing without support and the 
shield can have no internal bracing. 

61. Price's Excavator.— Another type of mechanical excavator, 
invented by John Price, combines the excavator with the shieid. 
This machine also was used first in 1897 for exeavation in London 
clay and since then has been used successfully in the construction 
of a number of tunnels in London. The shield (Fig. 77) is in 
general of the same type as other small diameter shields used in 
London clay, but it is provided with a central shaft A, on which 
is mounted the exeavator in front at the cutting edge. The 
excavator has 6 radial arms B, to which are fastened cutting 
knives C, extending in front of the arms. The knives are placed 
at different distances from the center on each arm, and when the 
arms revolve they eut concentric grooves in the faee from 4 
to 5 in. apart, resulting in a complete break-down of the 
face to the depth of the cut. The central part of the arms is not 
provided with knives, but carries instead a triangular plate D, 
provided with teeth whieh break down the ground as the shaft 
revolves. The exeavator is revolved by means of a series of 
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gears. On the back of the arms is attached a large gear wheel 
E, with the teeth on the inside of the rim. This wheel is turned 
by the pinion №, which is driven by the three sets of gears, G-H, 
I-K and L-M. The motive power is furnished by an electric 
motor N, mounted on the same shaft as the gear wheel M. 
Each of the radial arms carries a bucket O, which scoops up the 
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Fra. 77.—The John Price rotary excavator applied to а small shield for work in 
clay. 

earth broken down by the knives and enipties it into a chute P 
at the top of the shield. The carth falls onto a conveying belt, 
mounted on a carriage behind the shield and is finally dumped 
into the mucking cars. In the beginning some diffieulty was 
experienced in steering the shield with the excavator attachment, 
but this was overcome as experience was gained and the machine 
has been found efficient. It has been used, not only in London 
clay, but also, in the construction of the pilot tunnel for the 
Rotherhithe tunnel, for driving through varying ground, includ- 
ing waterbearing gravel and soft rock. Figure 78 is a photo- 
graph of the front and back of this machine. 

62. Carpenter's Excavators.—In the construction of the 
Detroit sewer system a mechanical excavator, originally devised 
by Charles Bonnet, was used. The first type, known as the Car- 
penter machine, was used т 1914. This machine was mounted 
on a carriage and consisted of a horizontal shaft carrying on its 
end a plough-shaped boring knife and an arm placed perpendicu- 
lar to the shaft. This arm formed the guide for a cutting tool 
which by means of a rack would move automatically from one 
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end of the arm to the other as the shaft revolved. The shaft 
with the boring knife and the arm was revolved by an electric 
motor, mounted on the carriage. In employing the excavator 
the shaft is eentered on the axis of the tunnel and the motor 
started. The shaft with the knife, but not with the cutting tool, 
is first geared in and the knife cuts a conical hole, about 15 in. 
deep, whieh is equal to the length of one ring of the tunnel lining. 
The boring knife is then stopped and the arm set in motion, but 
the knife remains in position to steady the machine. The cut- 
ting tool, mounted on the arm, is 6 in. deep and cuts the ground 
to this depth, making a spiral eut starting at the central hole 
already made, and continues to revolve until the whole face 
has been excavated to a depth of 6 in. The process is then 
repeated until a full ring width has been excavated. The 
excavated material falls to the bottom of the tunnel and is picked 
up by hand and placed on a conveyor belt which removes it to 
the mueking ears. 

63. Anderson’s Excavator.—In a more recent design of this 
machine, called the Anderson Excavator, the cutting knife is 
made to eut a thin sheet of earth the full diameter of the faee at 
each revolution of the shaft, and the shaft is fed forward аз the 
eutting progresses, until a length equal to the width of a ring of 
the tunnel lining has been exeavated. In this design radial 
buekets have been provided which earry the excavated material 
to an axial serew which feeds it onto a belt conveyor leading 
to the muck cars. 

64. Limitation of Use.— The Carpenter and Anderson machines 
were used in Detroit without a shield. This is only possible when 
the ground is of such a character that it will stand without 
support until the lining is erected. The machine 15 from 9 to 
12 ft. long and this length of tunnel must be left unsupported. 

65. Anderson's Excavator with Shield.—Jn conjunction with a 
shield this type of exeavator was used for a time for driving a 
tunnel for the Cleveland West Side water supply (A-26) in 
1915, but was discarded before the tunnel was completed. It is 
stated, (Eng. News, Jan. 18, 1917) that the immediate reason 
given was a change in the nature of the ground, but that subse- 
quent experience showed that hand excavation gave nearly 
as rapid progress with the same number of men, was free from 
liability to interruption, avoided the use of electric motors at the 
face and saved the operating cost of the machine. 
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D. SPECIAL TYPES OF SHIELDS 


66. Roof Shields.—While the roof shield in broad principles 
resembles the usual tunnel shield, it is a modification of this 1n so 
far that it covers only the upper part of the tunnel. The lower 
part of the tunnel is constructed by other means, generally by 
ordinary mining operations. The roof shield, therefore, is 
suitable only in such ground as where this is practicable. The 
original roof shield was conceived probably as a means of driving 
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Fic. 79.—East Boston tunnel (A-13). Roof shield. Cross section front and 
rear. (Courtesy of W. C. Copperthwaite. 


a tunnel with a shallow cover, where it was not permitted to dis- 
turb the surface during the construction, but it has been found 
useful also for the construction of deeply overlaid concrete lined 
tunnels. As stated in Chap. УПТ, the pressure of the shield 
jacks makes difficult the use of concrete for the primary lining of 
a shield driven tunnel. When a roof shield is used, the invert and 
the sidewalls may be built without being subjected to the thrust of 
the jacks, and as regards the arch of the tunnel, by various 
devices as described in Chap. VIII, it has been found possible to 
place the concrete without being damaged by the pressure of the 
shield jacks, which is usually less intense than for ordinary shields. 

67. Construction of Roof Shield.—As in the usual tunnel 
shield the roof shield consists essentially of a skin, covering the 
arch of the excavation and braeed by an internal structure. 
Forward, the skin forms a hood under which the work of excava- 
tion is earried out, and the rear portion of the skin forms a tail 
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under cover of which the lining is erected. The shield is pushed 
forward by means of hydraulic jacks and is usually supported on 
rollers running on a track laid ahead of the shield. 

68. Example of Roof Shield. —ligures 79 and 80 show as an 
example the roof shield used in the constructton of the East Boston 
tunnel in 1899 (А -13). This shield was semi-circular in shape and 
had an external radius of 14 ft. 5 in. The overall length was 13 























Fia. S0.—East Boston tunnel (4-13) roof shield. Longitudinal section. 
(Courtesy of W. C. Copperthwaite.) 


ft. 6 in. and the bottom bearing was 6 ft. 6 in. long. The skin was 
made of two thieknesses of 55-р. plate and was braced by two 
semicircular trusses and longitudinal girders of the same depth as 
the trusses. Two working platforms were provided, one at the 
level of the top of the bottom chord of the trusses and one at 
about half the height of the shield. The shield was propelled by 
16 hydraulic jacks with a capacity of 75 tons each. The bearing 
for the shield consisted of a series of rollers with a diameter of 8 in. 
and with a length of 16 in., running on a track laid on top of the 
side walls previously constructed. 

69. Non-circular Shields.—Ixcepting roof shields, most 
shields have been made circular. There are, however, some 
instances where they have had other shapes. The Brunel 
shield, used for the construction of the Thames tunnel, (1-1) 
was rectangular in cross-section. Its width was 37 ft. 6 in. and 
its height 22 ft. 3 in. An elliptical shield was used for the con- 
struction of the Collecteur de Clichy Intra Muros (F-4) forming 
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part of the sewer system of Paris. The vertical diameter of this 
shield was 19 ft. 5 in. and its horizontal diameter was 23 ft. 
1015 in. The largest shield driven tunnel so far built, the Elm 
tunnel (G-10) on the Frankfurt-Berlin Railroad in Germany, 
was driven by means of a shield having a horseshoe shaped 
cross-section. The width of this shield was 371% ft. and the 
height was 3515 ft. Besides this tunnel, several tunnels driven 
by shield in Germany have eross-sections other than circular. 
Reetangular shields were used in Baltimore (A-7), for driving 
bottom headings in connection with the first roof shield. 

70. Spree Tunnel Shield.—In the construction of a tunnel 
under the River Spree at Berlin in 1896-1899 (G-1) a shield was 
used whieh has some interesting features. Figure 65 shows 
diagrammatically a longitudinal section of this shield. The 
ground through which the tunnel was driven was fine water- 
bearing sand, which flowed under normal air pressure, but which 
would stand on a slope when dried by compressed air. The 
diameter of the tunnel was 13 ft. 115 in. The shield was 26 ft. 
7 in. long at the top and overhung the bottom 11 ft. 10 in., the 
purpose being to make the front plane of the shield coincide with 
the natural slope of the dried sand. The sloping front was 
covered with a diaphragm in which were openings provided with 
doors. Behind the sloping diaphragm was another but vertical 
diaphragm provided with an air lock near the center, through 
which access to the face was obtained. An emergency exit was 
placed above the air lock. ‘The method of working was to open, 
one at a time, the doors in the sloping diaphragm and exeavate in 
front of the opening. When sufficient material had been exea- 
vated the shield was shoved forward. 

71. Differential Pressure Shields.— The external pressure on 
the face of a tunnel exeavation inereases from the top to the 
bottom. In small tunnels the differenee between the top and 
bottom pressures is not so great but that the uniform pressure of 
the compressed air may support it, but when the diameter of the 
tunnel is large, it is difficult to balanee properly the external 
pressures. This has led to the consideration of shields designed 
to maintain different air pressures at different levels of the shield. 
The shields of the Blaekwall and the Pennsylvania Railroad 
East River tunnels, previously mentioned, were of this elass, but 
no use was made of the device for obtaining differential pressures. 
So far as we know, no shield has been used in which a differential 


TUNNEL SHIELDS 173 


pressure has been maintained between upper and lower floor 
levels. In fact, it is difficult to see how this could be done in 
open ground, where the greatest necessity for differential pressure 
is present, as the air at higher pressure would short-circuit into 
the lower pressure levels, making the device of no avail. In 
Trans. Am. Soc. C. E., vol. S3, p. 447, a proposed differential air 
pressure shield is shown. Тһе front edge of each working level of 
the shield is carried 18 in. ahead of that immediately above. 
The fundamental thought underlying this design is that the 
higher pressure air escaping from the lower levels will expand as 
it finds its way up and, therefore, will notinerease the pressure in 
the upper levels. Апу shield that maintains a higher air pressure 
at the face than that in the tunnel is open to the objection that 
the air in the comparatively small chamber in front of the shield 
will be exhausted quickly in ease of a blow and expose the men in 
front to serious danger. 


E. EXAMPLES OF TUNNEL SHIELDS 


(A) Baker STREET AND WATERLOO RaiLwav, 1900 1901 
(E-15) 


72. Character of Ground.— The portion of the Baker Street 
and Waterloo Railway, which hes under the Thames, was built 
through waterbearing gravel. 

73. Skin.—The outside diameter of the lining is 12 ft. 934 in. 
The shield (Fig. 64) had an outside diameter of 13 ft. and ап 
overall length of 9 ft. 814 in. The skin thickness at the tail was 
15 in., making a clearance between the tail and the lining of 114 
in. The skin consisted of a single thickness of stecl plate, 15 in. 
thick extending the full length of the shield.  Cireumferentially 
there were six butt joints, spliced on the outside with cover plates, 
15 in. thick. 

74. Cutting Edge and Diaphragm.— The cutting edge, which 
was provided with a hood, covering the top and sides of the 
shield, was reinforced with three additional plates, 15 in. thick, 
and cut to bevel along the edge. Back of the hood the cutting 
edge was stiffened by an annular box-girder, made of rolled plates 
and shapes, and by a vertical plate at the center. The front 
diaphragin was located to the rear of and riveted to this stiffen- 
ing strueture. It extended from the top down to about the axis 
level of the shield and from the bottom up far enough to permit 
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the shield jacks to be inserted and replaced. The rear diaphragm 
was about 3 ft. back of the front diaphragm and was reinforced 
with three steel channels. The top of it was 6 in. above the 
lower edge of the front diaphragm in order to insure the necessary 
water seal. At a height of 2 ft. 9 т. above the lowest part of the 
shield the rear diaphragm was connected with the bottom piece 
of the front diaphragm by means of a steel plate, supported by 
brackets. This plate formed the floor of the water trap. To 
provide ready means of egress from the face, ladder rungs were 
fastened to the eurved sides of the trap box as well as to the 
cutting edge. 

75. Internal Structure and Jacks.—Immediately behind the 
front diaphragm and outside of the trap box was the usual 
segmental stiffening ring which, however, in this shield was made 
of steel castings, supporting the shield jacks. The Jacks were 14 
in number, but at variance with the usual practice were not 
spaced uniformly around the circumference. Eight of the jacks 
were placed in the bottom quadrant of the shield while the other 
six occupied the remaining part of the circumference. The 
jacks were of the piston type with leather packings. 'The 
diameter of the piston was 6 in. and of the piston rod 315 in. 
The stroke was 22 in. The maximum hydraulic pressure was 
2,400 Ib. per square inch and the average working pressure was 
1,300 Ib. per square inch. During the working the four bottom 
jacks were rarely used, and under ordinary conditions only six 
jacks were needed to push the shicld ahead. 

76. Sliding Shutters.—When originally built the shield was 
provided with sliding shutters to support the face, of a construc- 
tion similar to those used in the Blackwall tunnel shield. It was 
found, however, that owing to the small size of the shield the use 
of the shutters was not convenient and they were removed. 

77. Face Struts.—In their place the shield was provided with 
four horizontal struts, passing through openings eut in the 
diaphragms. The struts consisted of steel tubes, 51$ in. in 
diameter and 7 ft. 6 in. long, plugged at both ends. "Phe rear 
plug of each strut had a threaded hole in which turned a bolt, 
making the length of the strut adjustable. Where the struts 
passed through the diaphragms, leather sleeves were provided to 
make a tight joint. The front ends of the struts supported the 
poling of the face and the rear ends of the struts were 1n turn 
supported by cross timbers against the lining of the tunnel. 
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When the shield moved forward the struts would remain sta- 
tionary holding the face undisturbed. 
(B) PENNSYLVANIA RAILROAD Hupson River, 1904-1906 (A-18) 

78. Character of Ground.—The type of shield used on the 
construction of the tunnels under the Hudson River for the 
Pennslyvania Railroad is shown in Fig. 63. While the greater 
part of these tunnels were driven through soft Hudson River 
silt, the shield had to pass through stretches where the ground 
was partly or altogether rock, and sand or gravel. The design of 
the shield was made with these conditions in view. 

79. Skin.- The inside diameter of the tail of the shield was 
made 23 ft. 2 in. or 2 in. more than the outside diameter of the 
tunnel lining. The skin was made up of three thicknesses of 
steel plate, 31 in., 55 in. and 34 in. thick, respectively, making the 
total thickness of the skin 215 in. and the outside diameter of 
the shield 23 ft. 614 in. The length of the shield, exclusive of the 
hood, was 15 ft. 11746 in. The tail overlapped thetunnellininga 
maximum of 6 ft. 415 in. during ordinary working and the 
minimum was 2 ft. during the operation of taking a Jack out for 
repairs. There were no circumferential joints in the skin and the 
longitudinal joints were butt joints, covered by the adjoining 
plates and had no inside or outside cover plates. All rivets on 
the outside of the skin and inside the tail were countersunk. 

80. Annular Box-girder.—lFor the purpose of erecting the 
shield in the restricted space underground the annular frame of 
the shield was fabricated in eight segmental pieces and the 
bulkhead of the shield was similarly made in suitable lengths for 
erection underground. Тһе annular frame was made пр of web 
plates at each end of the jack chambers and an inner skin plate, 
joined with angles. This box-girder was 2315 in. deep radially 
and about 5 ft. long. Between the outer and inner skin plates 
were radial diaphragms extending the full length of the girder 
and riveted through angles to the skins and the end web plates. 
Forward of the front annular web plate this construction was 
repeated, except that the inner skin formed a truncated cone, 
being part of the cutting edge, and that an additional set of 
brackets was provided to take the thrust of the shield jacks. 

81. Platforms and Partitions.—The structural framing of the 
bulkhead was kept as open as possible in the rear to permit the 
running of pipes within the framing. The four corner compart- 
ments formed by the platforms and partitions, which were closed 
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by means of diaphragms at the front, were also left open at the 
rear so as to have space available if needed. The cross bracing 
consisted of two horizontal platforms and of three vertical parti- 
tions on the two upper levels and four on the lowest level. The 
platforms, which extended to the front of the cutting edge, were 
constructed as box-girders, and the part of the partitions between 
two working compartments were of a similar construction, to 
make room for the various appliances of the shield. The other 
partitions as well as all the 
portions of the partitions in 
the cutting edge were of single 
plates reinforced at the front 
edge. "The platforms and the 
partitions formed nine work- 
ing compartments, two on the 
uppermost level, four on the 
middle level and three on 
the bottom level. 

82. Diaphragm.—The 
upper part of each of the com- 
partments or pockets on the 
two lower levels was closed 
by means of a diaphragm, 
set at an angle of about 45 
deg. and extending from the 
front of the cutting edge at 
the top of the pocket to the 
rear епа of the cutting edge 
at about half the height of 
the poeket. In the topmost 

MONI panned л БОП ООО level similar diaphragms were 
Hudson River tunnel (A-18). Detail placed vertically in the plane 
RR uaa (From Eng. News, Dee. of the rear of the cutting 
3, -) 

edge. 

83. Doors.—The doors used in this shield were of an unusual 
pattern (see Fig. 81). They were made in the shape of a 
segment of a cylinder and turned around pivots at the center of 
the eylinder. The door proper consisted of a steel plate, 5¢ in. 
thick, reinforced with angles. А triangular frame at each end of 
the segment formed the connection between the door and its 
pivots. А sliding bar on the one side of the compartment would 





оооооооаооооооооооо 





Side NET 





Details of Doors. 


TUNNEL SHIELDS [ү 


hold the door open as far as desired and a hand lever at the back 
of the partition made it possible to close the door immediately 
in an emergency by pulling back the bar and letting the door, 
which weighed 800 1b., drop by its own weight. 

84. Cutting Edge and Hood.—The cutting edge was provided 
with а shoe of steel castings, made in segments and bolted to the 
strueture. This shoe extended all around the circumference, 
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Fic. 82.—The parts of a shield. Rear elevation. 


except when the detachable hood was used. Тһе purpose of 
making the hood detachable was, that while it was needed when 
the shicld passed through materials other than silt, it would be 
inconvenient while driving through the silt and particularly so 
when the shields driven from opposite sides of the river met in the 
soft silt. The hood was arranged, therefore, so that it could be 
removed when the shield was about to enter the silt. The hood 
projected 2 ft. 1 in. beyond the cutting edge and covered the top 
as far down as to the upper platform of the shield. It was built 
up in nine sections of the same thicknesses of plates as the skin 
and was fastened by interior splice plates. At each junction of 
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the sections of the hood it was supported by brackets extending 
back and attached to the steel structure. 

85. Face Jacks.—In each of the platforms were placed four 
pairs of hydraulic jacks acting as face supports and supports for 
sliding platforms, which could be extended 2 ft. 9 in. viz.: 8 in. in 
advance of the hood. The platforms were strong enough to carry 
aload of 7,900 lb. per square foot, this being equivalent to the maxi- 
mum combined head of water and ground. The plunger head of 
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Fic 53.—ТЬе parts of a shield. Rear perspective. 


each of the jacks was fastened to and supported against the rear 
part of the box-girder forming the platform. The јаек cylinder 
was square in outside cross-section and could slide through two 
bearings under the floor. At the outer end of the eylinder was 
bolted a casting or nosing which extended up flush with the floor 
of the platform, and a steel plate attached to the nosings of each 
pair of evlinders formed the sliding platform. The platform 
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jacks were single acting, had a diameter of 31$ in. and a stroke 
of 2ft. 9 in. Ata hydraulic pressure of 5,000 lb. per square inch 
each jack could develop a thrust of 48,000 Ib. 

86. Shield Jacks.—The propelling jacks, of which there were 24 
and which are shown in Fig. 70, had a plunger diameter of 815 in. 
The jacks were tested to a pressure of 6,000 Ib. per square inch 
and were intended to be used with а maximum working pressure 
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Fic. 8+.— Тһе parts of a shield. Front perspective. 


of 5,000 Ib. per square inch. The average pressure used was 
3,500 lb. per square inch. The following are some leading 
figures relating to the shield jacks with a water pressure of 5,000 
1р. per square inch: 


PouNps 
POT WAC MNES OI I ACE... ен err RR 27,500 
Forward thrust ОЕ E Ка ..................... 660 , 000 
Equivalent thrust per square foot of face........... 15,200 


АВА ДАЛИ LOL iM ое 26,400 
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In order to facilitate the placing of the jacks, the bearing 
casting at the front end of the jack was provided with a long 
flaring socket, which guided the casting into its proper seat. 

87. The Segment Erector.—The segment erector revolved 
around a shaft centred on the axis of the shield. It consisted 
of a box shaped frame enclosing a double acting hydraulic jack 
with plungers 4 and З in. in diameter. То the head of the plunger 
was attached two channels which could slide outside the box 
frame and earried the bending stress. The opposite end of the 
box frame carried a counterweight which balanced about 700 Ib. 
at a radius of 11 ft. The erector was revolved by two single 
acting jacks, fixed horizontally to the back of the shield plat- 
form, through double chains and wheels. The following figures 
relate to the erector: 


Роџмрв 
Weight of heaviest tunnel segment. ен 2,584 
Weight of erector plunger and впр - Ӯ 616 
Total weight handled by the éreclOor...... scc 3,200 
Maximum outward thrust on erector at 5,000 lb. per sq. in........ 35,000 
Maximum inward thrust on erector at 5,000 Ib. рег sq. ш......... 27,500 
Total pressure on each rotating аб 80,000 


88. Controlling Valves.— The hydraulic equipment was con- 
trolled from a special platform placed behind the main platform 
above the erector rotating jacks and formed a protection for 
these. All operating valves were placed within reach of this 
platform. 


CHAPTER X 
PLANT AND EQUIPMENT IN TUNNEL 


1. Items of Plant and Equipment.—In addition to the tunnel- 
ing shield—discussed in the previous chapter—the following items 
of plant and equipment are needed and used in the construction 
of a tunnel. 

(А) The low pressure air equipment for transmitting the com- 
pressed air from the power house into the portion of the tunnel (or 
“air chamber") in which the work is carried out under air pressure. 

(B) The high pressure air equipment for transmitting the 
compressed air used for power tools, grouting, ete. from the 
power house into the tunnel. 

(C) The hydraulic power equipment for transmitting the 
hydraulie power used on the shield from the power house to the 
shield. 

(D) The service water supply for cleaning and other purposes. 

(Е) The lighting equipment for the tunnel. 

(F) The telephone equipment, connecting the tunnel with the 
offices. 

(G) The pumping plant. 

(И) The transportation plant and equipment. 

(Г) The excavation equipment. 

(J) The working platform immediately behind the shield. 

(K) The equipment used for bolting up the tunnel lining. 

(L) The grouting plant. 

(M) The air bulkhead and air locks. 

(N) The safety appliances for use in compressed air. 

The items as enumerated cover the plant and equipment 
needed for a tunnel driven under compressed air. For a tunnel 
driven in normal air the items A, M, and N are not included. 
The item K applies particularly to cast iron lined tunnels. 





A. LOW PRESSURE AIR EQUIPMENT 


2. Definition of Low Pressure Air.—Dy the low pressure air 
is understood air compressed to a pressure greater than atmos- 
pherie, introduced into a tunnel and confined therein. during 
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construction to counteract the tendency of water or ground to 
flow into the excavation. 


3. Equipment in Tunnel.—<As far as the tunnel is concerned 
the low pressure air equipment is limited mainly to piping for 
conveying the air from the power house to the air chamber. The 
compressor plant is discussed in Chap. XI. 

4. Size of Pipe.— The volume of air to be delivered is diseussed 
in Chap. XI. "The size of pipe required to convey a given volume 
of air may be determined approximately by the equation 


(p? — p})d = 0.0005Q?L (36) 

where 

d — the diameter of the pipe in inches. 

@ = Ше equivalent volume, in cubic feet, of free air 

per minute passing through the pipe. 

L = the length of the pipe in feet. 

pı = absolute initial air pressure in pounds per square inch. 
p» = absolute terminal air pressure in pounds per square 

inch. 


For any given tunnel work the values of p», Q and L in equation 
(36) are predetermined. There remain d and 7, either of which 
may be chosen arbitrarily within certain limits and the other 
determined by the equation. If d is ehosen small, the pipe line 
will be economieal in construction, but the eost of the compressor 
plant will be higher than if a larger pipe diameter was chosen. 
If piis chosen so that pı — pez is small then the compressor plant 
will be economical, but the cost of the pipe will be higher. 

5. Loss of Pressure by High Velocity.— Usually it is better to 
choose p; so that the pı — ps is small for the average supply of 
air required. Then if the time comes when an emergency supply 
of larger volume is required, it will be possible to convey it 
through the pipe without excessive loss of pressure. The smaller 
the pipe provided to transport a given volume of air, the higher 
is the velocity of the air in the pipe and the greater is the resulting 
loss of pressure in the pipe. Аз ап example, Fig. S5 shows the 
relationship between the diameter of pipe and the loss of pressure 
when 4,800 cu. ft. of free air per minute are delivered through 
a pipe 1,000 ft. long at a terminal pressure of 30 lb. gauge pressure 
per square inch. The range of pipe diameter shown is from 7 
to15in. The figure shows that for a pipe diameter of 13 in. or 
more the pressure loss is insignificant, while for smaller diameters 


PLANT AND EQUIPMENT 


183 


the loss of pressure rapidly increases with a deerease of the pipe 
diameter. In other words, the pressure required at the com- 


pressor is increased. 
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Diameter of Pipe in inches 








Ета. 55.— Relationship between diameter of pipe and loss of pressure for а 
specific ease. (4,800 cu. ft. of free air per minute through 1,000 ft. of pipe at a 


terminal pressure of 30 tb. per square inch.) 


6. Pipe Diameter in Open Waterbearing Ground.—In Chap. 
XI it is stated that in open waterbearing ground the average 


supply of air may be expressed by 
Q — 12D? 


where D is the external diameter of the tunnel in feet. 
of a blow the neeessary supply may be doubled or even trebled. 


If the initial air pressure pı is selected so that 


Pi = рә + 1 


(37) 


In ease 
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then approximately 

pj — рә? = гр, (38) 
[nserting in equation (36), the value of Q as determined by (37) 
and the value of pı? — р»? as determined by (38) then this will 
read 
_ 0.036D4L 
E z 
If it is desired to use two pipes instead of one to carry the air, 
the diameter of each pipe will be determined by 


a (39) 


.009 D^L, 
5 = UE (40) 
pa 
and if three pipes are used the diameter of each 15 
0.004 D^L 
d = (41) 
p2 


The values of ps used in these equations should be the average air 
pressure that it is expected will be used and not the highest, 
because the air is transported with less loss of pressure when the 
air pressure is higher. It should be remembered that the air 
pressure in the equations is the absolute air pressure, which 13 
14.7 lb. higher than the gauge pressure. 

7. Table of Pipe Diameters in Open Ground.—Table XII 
shows the pipe diameters computed from equations (38), (39) 
and (40) when the terminal air pressure is 40 lb. per square inch, 
for tunnels varying in diameter from 5 to 35 ft. and in length 
from 1,000 to 10,000 ft. 


TABLE XII.—DIAMETER OF Low PRESSURE AIR PIPE FOR TUNNELS IN 
OPEN WATERBEARING GROUND 





Diameter of pipe 1n inches 








DL = 00026 L = 3,000 it. 5 000 it. L = 10,000 ft. 


3 1 2 3 1 2 3 


1 2 3 1 2 
57 3.0] 2.717 2.3) 49 ЗЧ 2.91 74.91 59а 530] Е 
10 6.2) 4.77 4.0). 7.71) 59 50 8.5) 6.59 5.57 О ОТИС 
15 89 65 5101381 6.9 11.8 29:018 7.0] 1335) Онај 
20] 10.8] $82 7.0) 13 02 8.7] №9 11.379. № 5 ЕО 
25] 12.9 9.5 S.3] 16 Ш12.№ 10.3 E17. 13.41. 20 Ш 2 
30] 14.9] 11.3] 9.9 18.5) 13.1 12.9 20.5 15.615. 25 И 2 
351) 16-9] 12.7| 10.9 21.0. 15.9 13.5 23. 7.65 06 ОО 
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The table indicates that it is more economical to carry the air 
in one pipe rather than in several pipes. 

8. Emergency Supply of Air.—In case of an emergeney the 
pipe diameters as determined above will permit the furnishing of 
twice or three times the normal volume of air without excessive 
loss of pressure. The double quantity can be carried with a loss 
of 3.8 lb. and three times the quantity with a loss of 8 Ib. 

9. Diameter of Pipe in Close Ground.— In close ground where 
the volume of air is determined by the requirements of ventilation 
only, the diameter of the pipe required will be less than as given 
above. The size of pipe required can be determined by equation 
(35), when the volume needed is known. 

10. Size of Pipe Actually Used.— Table XIII shows the size of 
air pipes actually used in various tunnels driven under compressed 
mir. 


TABLE XIIL—SirE or Low Pressure AIR PIPES USED 


а 





| Air pipe 
Ref. | р Diameter — 
ы Tunnel её. 
No. , 1n feet Diameter | Number of 
| | in inches pipes 
и ия > | pue » Си 
ОЕ Коше ће 7-52 30.00 10 | 2 
ET Rotherhithe, Pilot.......: 12:50 10 | 
ПЛЕНА CEND. 12.75 12 1 
mE SEP В. R East I] messis 23.00 8 2 
mS NE № № Hudson Rh... 250010) 10 1 
am Concorde Меб.......... 2551 12 1 
Ia | Јо Јане mes 27.00 5 2 
TET ое... 12.00 10 1 
AT ENN US e yen t 21.00 6 1 
veo) А ОДА ox. ое 17.08 10 9 
ева ен. 18.00 10 2 
ГО F gth St, East River... 28 18.00 10 2 
(A-35) 1 60th St., East River...... 18.00 10 2 


| 


ر 


11. Sub-division of Pipe.—In order to avoid excessive pipe 
diameters, the piping may be sub-divided into two or more pipes. 
Each pipe should be ealeulated for the proportion of the volume 
of air to be earried by the pipe. From Table XIII it will be 
noticed that several of the larger size tunnels were provided with 
two air pipes. 
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12. Length of Pipe.—In some tunnels the low pressure air 
pipes have been terminated just inside the compressed air cham- 
ber. They should be carried, however, as close as possible to the 
shield and extended as the shield advances in order to ventilate 
the air chamber at the point where the men are at work. 
This is particularly important when the ground is so close that 
the air does not escape in large volumes through the ground. 

13. Duplication of Pipe.—It is sometimes specified that the 
air supply pipe shall be installed in duplicate, so that an uninter- 
rupted air supply may be assured. While this may seem a 
serious item of expense it should be looked upon as an investment 
for safety. The uninterrupted air supply is vital not only for the 
men working in the tunnel, but also for the tunnel itself. The 
duplieate may never be called upon to be used, but if oceasion 
should oecur, it may save the day. It is scarcely necessary to 
carry this duplicate any further than just inside the air ehamber. 

14. Branch Pipe at Air-lock.—It is prudent to bring a branch 
off the air pipe at the normal side of the bulkhead wall (see 
par. 89) and to earry this branch through and end it just inside 
the wall. In this way the air pressure could be maintained if 
stoppage occurred in the pipe leading to the shield. 

15. More Than One Bulkhead.—In tunnels having more than 
one bulkhead and maintaining different air pressure between the 
bulkheads from that at the faee, a branch should be taken off the 
air line at the bulkhead and provided with a valve for replenish- 
ing and purifying the air in the chamber between the bulkheads. 

16. Construction of Piping —Spiral riveted or standard lap 
welded pipe is generally used for the low pressure air supply. 
The joints are flanged with rubber gaskets between the flanges. 
A flap-valve is attached to the discharge end of the pipe. It is 
most important to see that this is replaced every time the pipe is 
lengthened. 

17. Location of Pipe.—The pipes are earried along the sides of 
the tunnel supported by brackets or slings to the lining. They 
are placed as far as possible away from the track in the tunnel so 
that risk of damage or breakage by an overturned car may be a 
minimum. 

18. Condition of Pipe.—Results approaching those computed 
will be gained only by use of pipe with smooth interior surface, 
at the joints as well as in the pipe itself, by use of bends of large 
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radius, by avoidance of low points in which water may collect, 
and in short by giving the pipe every chance to do its work under 
the best conditions. 

19. Safety Valves.—At the bulkhead walls, safety valves set to 
blow off if the pressure rises above that desired should be provided. 

20. Regulation of Pressure with Tide.— When the air pressure 
must be regulated with the tide, a schedule may be prepared for 
the power house with the pressure required at each hour. А 
better method is to use recording tide gauges from which the 
pressure is regulated according to a schedule showing the relation- 
ship between tide and pressure required, At some works, an 
automatic arrangement opening and closing a valve on the supply 
pipe has been used. 

21. Caution Regarding Pressure in Tunnel.—James Brown, 
one of the most experienced tunnel men in Great Britain, has 
stated (Proc. Inst. C. E., vol. 175, p. 224) that “he believed 
accidents in compressed air tunnels were more frequently caused 
by too much pressure than by too little. Workmen in tunnels, 
seeing a drop of water at the face, were always ready to shout 
for more air, and if they got it, were apt to blow a hole in the top 
and let the air out." This remark should be noted by all engi- 
neers responsible for compressed air work. It is the fruit of a 
great experience. 

29. Foul Air Рре.—А foul air blow-off pipe should be laid 
from near the shield to the bulkhead wall and out to normal air. 
If the ground is not permitting the air to escape, the proper 
ventilation ean be had by opening the valve in this pipe. The 
foul air pipe is rather smaller in diameter than the supply pipe. 
The usual size is from 4 to 6 in. in diameter. 


B. HIGH PRESSURE AIR EQUIPMENT 


23. Definition.— The high pressure air is that used foroperating 
tools, such as drills and calking hammers, for grouting purposes 
and for hoisting machines operated by compressed air. 

24. Air Pressure.— The working tools are usually made to 
work at a pressure of about 90 Ib. above normal atmospheric 
pressure. In tunnels driven in normal air, the high pressure air 
should be delivered, therefore, at this pressure. In tunnels 
driven under compressed air the pressure should be higher by 
the degree of air pressure which is carried in the tunnel. Гог 
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grouting purposes a similar pressure is generally suitable, but in 
some eases the pressure needed is higher. 

25. Size of Pipe. —Usually a 3- or 4-in. standard steam pipe 
with screwed connections or flanges with rubber gaskets 1s used 
for the high pressure air. If much air is to be used for drilling 
or operating air tools the high air line may have to be as large 
as 8 in. or 10 in. in diameter. T-conneections are provided at 
intervals. Itisimportant to put in plenty of connections. They 
may be needed and it is easier to place them when the pipe 15 
erected than to have to disconnect the pipe later. 

26. By-pass.—It may be useful to make a by-pass from the 
high to the low pressure line, so that in case of an emergency the 
high pressure air may be used to boost the pressure in the air 
ehamber. 


C. THE HYDRAULIC POWER EQUIPMENT 


27. Purpose.— The hydraulie power is used for operating the 
hydraulic equipment of the shield, which includes the shield 
jacks, the face jacks and the segment crector. 

28. Method of Conveyance.— The water may be carried either 
under the full working pressure or at à more moderate pressure 
from the power house to the shield. In the latter case the 
pressure is raised by an intensifying pump at the shield. 

29. Working Pressure.— While in the earlier shields the work- 
ing pressure rarely exceeded 1,800 Ib. per square inch, the present 
tendency is to make the hydraulie equipment capable of carrying 
a pressure of from 5,000 to 6,000 Ib. per square inch or even more. 
This pressure, however, is generally used only when the condi- 
tions necessitate it and the working pressure is usually about 
3,500 Ib. per square inch. 

30. Piping —The piping is made of extra heavy hydraulic 
pipe of an inside diameter of from 11 to 115 in. with wall of 35 
to 15 in. thickness. The couplings are either east iron or steel 
castings with screw thread and having a hexagonal cross-section 
at the middle, so that they may be tightened with a bolt wrench, 
or they are flanged with leather packings. 

31. Connection at Shield.—The piping is kept as close to the 
shield as conveniently possible. From the end of the pipe line a 
flexible high pressure armored hose or a copper pipe is used to 
make connection with the main valve box on the shield, which 
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is advancing while the hydraulic pressure is on the jacks. 
Strainers should be placed in the piping near the jacks to prevent 
seale and other impurities from entering and damaging the Jacks. 

32. Safety Valve.—aA safety valve is placed on each main so 
that the pressure on the jaeks may be eut off instantaneously 
without danger of bursting the pipe. 

33. Duplicate of Piping.— In some cases the piping for the 
hvdraulie power is duplieated as a precaution against delays due 
to damage to the piping. This practice is recommended. 


D. THE SERVICE WATER SUPPLY 


34. Purpose.—In addition to the hydraulic power supply a 
water supply at the ordinary service pressure should be furnished 
for grouting, cleaning and similar purposes. 

35. Piping.—The piping for the service water supply may be a 
4-in. pipe and should have T-connections at regular intervals of 
100 to 200 feet throughout the tunnel. It is advantageous also 
to have connections in the air locks. 

36. Fire Connections.—In towns having fire protection 
service It 1s well to install standard fire department hose еоп- 
nections at the bulkhead walls and near the shield so that a 
serious fire may be dealt with by the fire department. Fire 15 
one of the most dangerous hazards in a compressed air tunnel 
especially where mueh timber is being used and most especially 
where hay and straw are used to pack behind the timbers. The 
smallest spark from an eleetrie motor or a mateh may be enough 
to kindle a most serious fire and there should be rigid rules 
against the men smoking in a eompressed air tunnel and the most 
ample arrangement made for fighting а fire if one should start. 
See Trans. Am. Soc. С. Е., vol. 69, page 36. 


E. ELECTRIC LIGHT AND POWER EQUIPMENT 


37. Power Service.—The wiring needed for the power service 
depends on the eleetrie power equipment in the tunnel. If 
eleetrie transportation is used the current is usually taken from a 
bare trolley wire strung high enough to make passage through 
the tunnel safe. About four pipes should be built in the bulk- 
head walls to carry the electrical eables. They should not be 
less than 115 in. diameter. 


190 SHIELD TUNNELING 


38. Lighting Service.—The wires for the lighting service are 
strung along the roof and the sides of the tunnel on insulated 
supports. Outlets are provided at intervals so that flexible 
leads may be connected for use at points where work is in prog- 
ress. Lights should be provided and kept burning throughout 
the tunnel. At the locks, at the shield and at other points where 
work is in progress additional lights should be provided. These 
lights may be in groups of three, five or more lamps in clusters 
with reflectors, so that the working space is well lit. 

39. Spacing and Candle Power of Lights.—It is false economy 
to eut down the lights in the tunnel to such an extent that the 
work is made dangerous or hindered. It is better to use a lamp 
of moderate candle power, such as 16 e. p., and to space these 
lamps eloser than to use high powered lamps spaced far apart. 
This latter arrangement gives dark shadows whieh the other 
avoids. It is found that a fair working lighting is given by 
allowing about 0.05 candle power per square foot of interior 
tunnel in plan measured at its axis level. 

40. Example.— On the Hudson River tunnels of the Pennsyl- 
vania Railroad (A-18) one row of 16 candle power lamps at 30-ft. 
intervals was placed along the roof of the tunnel. Another row 
of 16 eandle power lamps, also at 30-ft. intervals, was strung 
along the one side just above the axis level. The lamps of this 
row were spaced halfway between those of the top row. The 
upper row lit the suspended emergeney runway and the lower row 
lit the working floor and track. 

41. Reflectors.—All lights should have refleetors so that the 
light is not thrown in a useless direction. These may be of 
metal or of wood, painted white. 

42. Arc Lights in Normal Air.—Whoere tunneling is carried 
out in normal air are lights are useful. The light given by these 
lamps is much better than that of ineandescent lamps. 

43. Rough Usage.— The lamps in the tunnel, espeeially those 
used at the working points are subjeet to rough usage. All 
lamps should have a wire guard over the bulb. 


F. TELEPHONE 


44. Purpose of Telephone.—In every tunnel there should be 
ample telephone eonneetion between the working chamber and 
the surface offices, power house, repair shop, ete., so that the man 
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in charge below can keep in touch with his sourees. So essential 
is the telephone to the proper conduct of tunnel work that in 
most specifications now there 1s a clause requiring the provision 
and maintenance of a telephone connection from cach shield and 
lock to the surface offices. The telephone is attached to the wall 
of the tunnel and is enclosed in a waterproof box. A loud ringing 
bell is convenient. 


G. THE PUMPING PLANT AND EQUIPMENT 


45. Blow-out Pipe.—In a compressed air tunnel the water is 
removed from the invert of the working chamber by means of 
the blow-out pipe, which is a pipe, from 4 to 6 in. ш diameter, 
leading from the shield back through the bulkhead wall to the 
sump and pumping station at the foot of the shaft. А length of 
flexible hose with a strainer is attached to the forward end of the 
pipe, and a valve is provided for closing the pipe. When the hose 
with the strainer is immersed in the water to be removed and the 
valve is opened, the air pressure in the working chamber forces 
the water through the pipe to the sump. 

46. Examples.—On the Blackwall tunnel (E-7) three 5-in. blow- 
out pipes were used and on the Pennsylvania Railroad tunnels 
under the Hudson River (A-18) two 6-in. pipes. The Old Slip 
(A-27), Whithall (A-28) and 14th St. (A-30) tunnels had each one 
6-in. blow pipe. The 60th St. tunnel (A-35) had two 6-in. pipes. 

47. Excavation and Removal of Spoil by Blow-out Pipes.—In 
wet sandy ground a great deal of the exeavation in the lower 
pockets of the shield may be done with the blow-out pipes. 

48. Pumping Plant at Shaft.— For lifting the water from the 
sump at the bottom of the shaft to the surface, any reliable kind 
of pump may be used. The water discharged by the blow-out 
pipe may be charged heavily with sand so that either the pump 
must be able to handle this or an ample settling basin must be 
provided. 

49. Removal of Water under Normal Air Pressure.— When 
the tunnel is driven under normal air pressure, a pumping plant 
must be provided for removing the water from the face of the 
tunnel. The pump should be transportable and always placed 
near the shield so as to have sufficient suction. 

90. Capacity of Pumps.—The capacity of the pumps which 
should be supplied is mostly determined by judgment. As a 
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rough guide and judging from previous experience it may be said 
that a stand-by or emergency pump of 500 gal. per minute 
capacity should be provided for each heading with a smaller unit 
of from 100 to 140 gal. capacity to take care of routine water. 
The pumps should be simple of construction and reliable and may 
be driven by eleetrie power or compressed air. 


H. THE TRANSPORTATION PLANT AND EQUIPMENT 


(A) THE TRACK SYSTEM 


51. Floor.—In order to support the track, some kind of floor is 
needed in the tunnel. In the smaller size tunnels it has been 
the habit to fill in the invert with material excavated from the 
face. This is not a good method. If the material used as fill 15 
clay it will become soft and wet and form a poor foundation for 
the track. Furthermore, it is diffieult to remove. In cast iron 
lined tunnels the many flanges crossing each other at right 
angles and the bolts form projections at short intervals. Special 
tools and scrapers have to be used and much water and scrubbing 
required before the tunnel is clean and fit for the permanent 
finish. 

52. Wooden Floor.—The most suitable floor construction is one 
of wood. Wooden joists are plaeed erosswise in the tunnel at 
regular intervals and supported on the tunnel lining. If nec- 
essary, posts may be placed to support the joists. Planking is 
laid longitudinally over the joists and the ties of the track spiked 
to the planking or joists. 

53. Width of Floor.—When the size of the tunnel permits, 
the width of the floor should be enough for a double track. 
The Rotherhithe pilot tunnel, which had an outside diameter of 
12 ft. 6 in., had a roadway with a clear width of 8 ft. 6 in. This 
allowed room for two tracks with ears having an overall width of 
2 ft. 9 in. In the Pennsylvania Railroad Hudson River tunnels 
(A-18) the floor had a clear width of 20 ft. The outside diameter 
of the tunnel was 23 ft. 

54. Height of Roadway.—In most eases the roadway is 
placed as near to the invert as compatible with the desired width. 
This is done partly asa matter of economy and partly to 
have as much headroom as possible. When the tunnel is large 
enough it is desirable not only to have headroom for the main 


deck, but also for an emergency gangway above. Furthermore, 
13 
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it is desirable to have the floor low so that the excavated material 
may be loaded into the cars without excessive lift. There are 
some other aspeets of this matter, which generally are not 
considered. 

55. Emergency Gangway.—One of these points is that of an 
emergency gangway in a small diameter tunnel. The purpose of 
this gangway, which will be described more fully later, is to 
provide a passage from the shield to the bulkhead wall as far 
above the invert as possible, so that in ease of a blow at the face, 
the men will have an opportunity to escape while the lower part 
of the tunnel is filling, but while the upper part is still elear. In a 
small tunnel there is no headroom for such a runway above the 
roadway and, consequently, it is left out. It is worth consider- 
ing whether the roadway might not be placed so high above the 
invert that it would have the same effect as an emergency run- 
wav, instead of placing it as near as possible to the invert. 
Incidentally it may be noted that the possibility of the tunnel 
being flooded is another reason for not filling the lower part solid 
with spoil to form a support for the construction tracks. 

56. Inspection of Lower Part of Tunnel.—Another point with 
regard to the height of the roadway is connected with the inspec- 
tion of the lining. In Chap. XIII it is stated that carcful and 
complete inspections should be made of the tunnel lining at 
regular intervals and also that the bolts in the joints of a cast iron 
lining should be tightened from time to time, because they work 
loose on account of the construction conditions. Ina tunnel with 
the construction track at its usual level, this work is practically 
precluded for possibly one-third of the cireumferenee on 
account of the small space left between the floor and the invert. 

57. Proper Height of Еоадмау.—Ког the reasons stated the 
roadway in a small tunnel should be placed as high as the neces- 
sary headroom will permit, and in a large tunnel at a level of 
from 5 to 6 ft. above the invert so that reasonable opportunity 1s 
afforded for getting at the portion of the lining below the road- 
way. The height of the roadway is generally left entirely to the 
contractor and he is apt to place it low, because it 1s most econo- 
mical in the first instance. The importance of having it located 
at the proper height, however, may be sufficient to make it a 
matter to be included in the specifications. 

58. Height of Roadway at Shield.—At the shield a low road- 
way is desirable. This might be attained by building the floor 
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construction only as far as to the rear of the trailing platform 
behind the shield and make this platform carry the floor for the 
portion covered by its length. 

59. Track Gauge.—The minimum gauge of the construction 
track should be 24 in., and a gauge from 30 to 36 in. has many 
advantages as regards stability of the cars. An overturned 
car is a source of serious delay. The size of the tunnel has 
naturally an important bearing on the gauge possible. 

60. Double Track.—In a tunnel there areconstant streams of 
cars going in and out to take care of the excavated spoil and 
another stream of cars taking in the lining materials. Whenever 
the tunnel is wide enough there should be provided two main 
tracks throughout the tunnel. When driven under compressed 
air there is a delay taking the ears through the loeks. If possi- 
ble two material locks should be provided so as to impede the 
traffie as little as possible. In addition to the main tracks there 
should be sidings for storage of empty ears and of cars loaded with 
lining materials, so as to have no delay from waiting for cars. 
Figure 86 shows a general arrangement of tracks, sidings and 
switches in a compressed air shield driven tunnel. 

61. Maintenance of Track.—Great care should be given tothe 
laying and maintenance of the track. More time and money is 
often wasted in derailments caused by a track improperly laid 
and maintained than the saving in first cost which is made by 
using an inferior track construction. The track should bekept 
to line, gradient and gauge. А proper design of switches and 
turn-outs should be used and properly laid. "The rails should be 
of sections of not less than 25 to 30 lb. per yard. Economy in 
the track construction will soon be eaten up by delays due to 
“ear off the track" and general demoralization of the trans- 
portation. The track should be spiked to the floor beams and 
not to the planking, because the flooring can then be removed 
without disturbing the track. 


(В) Tug Cans 


62. Use of Cars.— The cars used in tunnel transportation are 
mainly used for taking out the exeavated spoil and for bringing 
in the lining. Special types of cars are used for each purpose. 

63. Muck Cars.— The cars used for taking out the spoil, or 
the muck ears, should be of rather small capacity. The exeava- 
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tion is not carried out on a large seale as it is with a steam shovel 
in a railroad cut and the cars have to be handled by man power 
at and sometimes through the shield as well as through the locks. 
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Fra. $6.— Plans of tracks, sidings and switches in a compressed air tunnel (.\-15). 


A suitable capacity is a eubie yard more or less. They should 
not be too wide, because they have to be taken through the locks; 
а width of 3 ft. would usually be about right. The body of the 
ear should be low and set low on the trucks, so as to make the 
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reach in shoveling as low as possible. А length of the саг body 
of about 5 ft. will generally be suitable. A short wheel base is 
advantageous for turning the car around sharp curves, but it 
should not ђе so short as to be easily upset. Side- or end-dump 
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Ета. 87.— Car used for carrying segments of cast iron tunnel lining. 
Tunnel (A-18). 


‘ars are equally satisfactory; the kind to select is determined 
by the arrangement of the dump. Cars are made of steel or 
wood, reinforced with steel. The latter is perhaps the best, 
beeause such cars can be repaired more readily on the job than 
can those of steel. 

64. Material Cars.—The material cars are used for taking in 
the lining materials. Owing to the heavy loading they may have 
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to carry they should be built sturdily. The саг body may consist 
of two longitudinal timbers set on the frame of the trucks with 
two cross bolsters set at the ends in such a manner that the curved 
outside of the segments is supported by them. Figure 87 shows 
a ear used for carrying cast iron lining. 


(C) HAULAGE SYSTEM 


65. Methods Used.—Various haulage systems are used in 
tunnels, depending somewhat on the size and length of the tunnel. 
In small tunnels, particularly when the length is short, the ears 
may be pushed by hand. In larger and longer tunnels mules 
or ponies are sometimes used. Animal power should be avoided 
whenever possible. Mechanieal systems of haulage are better. 

66. Air Locks.—In tunnels driven under compressed air the 
air bulkheads form barriers for mechanical haulage, and most 
systems require the cars to be pushed by hand through the air 
locks. The mechanical haulage system consists, therefore, of a 
series of independent units, one from the shaft to the first lock, 
one between each of the succeeding locks and one from the last 
lock to the face. 

67. Rope Haulage to and between Locks.—F rom shaft to lock 
and between locks the distance is fixed. When rope haulage 13 
used the plant consists of a hoisting machine driven by elec- 
tricity or by compressed air, operating a continuous cable. The 
ears are provided with grips by which each car ean be attached 
to the cable, which is continuously moving. The cable should be 
at least 5¢ in. and preferably 34 in. in diameter. Fifteen ears 
per hour have been handled each way up and down a 2 per cent 
gradient by this system. 

68. Rope Haulage to Face.—As the shield is continuously 
advancing the distance between the last air lock and the face 1s 
continuously inereasing. Rope haulage in this part of the tunnel 
is conveniently arranged by installing an electrically or air driven 
hoisting engine near the bulkhead, which hauls the ears singly 
or in trains by a cable. "This system is most satisfaetory when 
the tunnel is on a down gradient, so that the cars will move to 
the shield by foree of gravity, held in eheck by the cable. Other- 
wise, another hoisting engine must be placed at ornear the shield 
and it must be moved forward as the shield advances. 
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69. Electric Haulage.— In the case of electrice haulage a bare 
conductor is placed through the tunnel high enough to clear the 
heads of men walking in the tunnel, and small locomotives are 
used to haul the cars. This gives a compact, self-contained unit 
and has many advantages, including the possibility of handling 
the trains through the locks by means of the locomotive. The 
drawback to the system is the bare conductor, although means 
can be provided to decrease this difficulty (see Fig. 88). 








Fic. SS.— Electric locomotive with overhead trolley wire in tunnel. (Courtesy 
of Hudson and Manhattan Railroad.) 


70. Other Methods of Haulage.—Compressed air and storage 
battery locomotives would do the work, but their weight requires 
a heavy floor and track system. Nevertheless, constant im- 
provements are being made with these machines and it may be 
worth inquiring into them for a given project. 


I. THE EXCAVATION EQUIPMENT 


71. Mechanical Excavators.—In Chap. LX several mechanical 
excavating machines which have been used in connection with 
soft ground shield driven tunnels are described. These machines 
are most suitable in ground of a uniform character and only 
when 16 is self sustaining. 

79. Rock Drills.—For tunneling through rock the present ten- 
dency is to use the small type of hand drills instead of the heavy 
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tripod type so universally used a few years ago. This is on 
account of the greater flexibility of use obtained by the small drill 
and by the fact that the cramped quarters in front of the shield 
make a small tool more convenient to use than a large one. 
The charge per hole with these drills is also lighter and the rock 
is broken smaller and more gently, which tends to prevent injury 


| 





Ета. 90.-Another battered veteran. (Courtesy of Hudson and Manhattan 
Railroad.) 


to the shield. A shield is able to stand a lot of punishment (see 
Iigs.89 and 90) but it 1s well not to presume on this ability too far. 

73. Equipment for Soft Ground Excavation.—For clay, sand 
and gravel the ordinary picks, bars, slices, ete. will be required as 
well as a good supply of planks and dimension timbers for props, 
stretchers, walings, soldiers and other members of support for 
the sheathing. In stiff clay a draw knife, formed of a piece of 
hoop iron bent to a curve and provided with handles, has been 
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found the most efficient tool for getting out the excavation. In 
open ground hay, bags of sawdust or clay are used for packing 
behind the sheathing, and are useful also for dealing with an 
incipient blow. Fires may break out in the tunbering or in the 
packing and it is necessary to be ready to drill holes through 
the skin of the shield so that water may be forced through to 
extinguish such fires. 

74. Loading Equipment.—T’o load the excavated material 
into the ears, hand shovels are generally used. In some cases 
belt conveyors have been used with marked success. See Fig. 
92. So many improvements are now being made in car loading 
machinery for mining use that it is worth while, for any shield 
driven tunnel project, to investigate these devices rather than to 
rely wholly on precedent, because the time spent in loading the 
muck into the cars represents an important fraction of the total 
time used in building a tunnel. 


J. THE WORKING PLATFORM 


75. Purpose of Platform.— When the size of the tunnel is 
small the whole interior surface may be reached from the working 
floor level, or a plank or two laid across the tunnel may make a 
platform high enough to reach the roof to erect the upper seg- 
ments of the lining, tighten bolts, do grouting and other work. 
When the diameter of the tunnel is usually about 15 ft. or more a 
movable platform will be found more economical for doing such 
work. It is eustomary, then to build a substantial staging or 
platform whieh runs on tracks laid along the sides of the tunnel. 
This platform is attached to the shield and is dragged forward 
as the shield advances. 

76. Construction of Platform.—The platform, generally of 
wood, should be simple and substantial in design. The use of 
steel for the fraine of the platform would reduce the fire hazard 
and also the obstruction as the members would be smaller. 
At the Rotherhithe Tunnel (Е-17) а steel platform was 
used. It may have one or more decks aceording to the size 
of the tunnel. In east iron lined tunnels the track for the plat- 
form is conveniently supported on brackets attached to the cir- 
cumferential flanges of the lining. Usually the rails are attached 
to these brackets, but a successful construction has been obtained 
by having the brackets carry rollers on which run inverted rails 
connected to the platform. 
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77. Example, Blackwall Tunnel Platform.—Bruncel’s Thames 
Tunnel appears to have had some kind of traveling platform. 
Perbaps the first iron-lined shield driven tunnel of the modern 
type to be equipped with a traveling platform was the Blackwall 
tunnel in 1892 (E-7). The inside diameter of this tunnel was 
25 ft. The platform, occupied practically the whole width of the 
tunnel; it had three decks and was 40 ft. long. It traveled on 
rails supported on brackets attached to the iron lining. 
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Fic. 91.— Working platform. Pennsylvania Railroad tunnels (A-1858). (From 
Eng. News., Dec. 18, 1906.) 


78. Example, Pennsylvania Railroad Hudson River Tunnels.— 
On the Hudson River tunnels of the Pennsylvania Railroad the 
platforms were 15 ft. in length and are shown in Fig. 91. The 
top deck was 16 ft. wide. The two bracket platforms which 
project on each side were termed “bolting platforms” and were 
used by the men tightening up the bolts. The rollers were 
attached to the lining while the rails (inverted 65-№. rails), 
were fastened to the platform. "These platforms were found 
to be efficient and eaused no obstruction. 

79. Example, Dorchester Tunnel.—The lining of the Dor- 
chester tunnel (A-34) consists of a wooden primary lining and an 
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SHOWING COMPLETED TUNNEL WITH 
STEEL Form AND FORM TRAVELER IN PLACE. 
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CONCRETE ELEVATOR TRAVELER. 





Fra. 92.—Working platform, Dorchester tunnel under Fort Point Channel. (From Annual Report, 1916. Boston Transit Commission.) (Facing Page 202.) 
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internal concrete lining. The traveling stage used in this tunnel 
is shown in Fig. 92. It is described as follows in the twenty- 
second annual report of the Boston Transit Commission. “А 
belt conveyor about 110 ft. long is attached to the rear of each 
shield and is pulled along as the shield advances. It runs on two 
narrow gauge working tracks which are laid on the invert of the 
tunnel as fast as the latter is put in place. The belt conveyors 
serve to convey the exeavated earth past the points where the 
operations of placing the wooden lining, waterproofing, invert 
conerete and grouting outside the wooden lining are going on and 
so avoid interference with them. The earth is discharged from 
the conveyors into muck cars, which are pushed, one at a time, 
under the discharge chutes about 100 ft. in the rear of the 
shields . . . Concrete is brought into the tunnels in steel cars 
containing about one cubic yard and is hoisted by means of 
elevators to overhead platforms before being shoveled into the 
forms. There are two of these concrete elevators at the heading 
of each tunnel. The forward ones for invert concrete are just 
behind the shields and hoist concrete cars from the construetion 
tracks alongside the belt conveyors. The rear ones which are 
used for arch eonerete are just behind the belt conveyors and 
hoist the concrete ears froin the same track that the conveyors 
run on... The elevators and overhead platforins span 
the construction tracks and the belt conveyor, and travel on two 
rails which are supported on the lower conerete duet line benches 
along the sides of the tunnel . d 


K. BOLTING EQUIPMENT 


80. Hand Equipment.— The equipment for tightening bolts of 
a east iron lined tunnel consists of bolt wrenches and drift pins 
(called *bodgers" by the English tunnel men). Wrenches of 
ordinary lengths are used for the initial erection. For tightening 
up the bolts after the shield has passed on it is well to provide 
à piece of pipe to slip over the handle of the wrench so as to 
increase the purchase. The most suitable length of handle for a 
given bolt diameter is perhaps best determined by some tests in 
each instance. For bolts having a diameter of 115 т. а handle 
about 3 ft. long has been found suitable. 

81. Mechanical Bolting Equipment Desirable.— Tightening up 
the bolts in a cast iron lined tunnel is no small part of the total 
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work. For example, on the Hudson River tunnels of the 
Pennsylvania Railroad (A-18) there were approximately 640,000 
bolts. Each of these had to be put in at the time of initial 
erection. Then each bolt was tightened up as the pressure of the 
shield and the working of the joints loosened them. Then each 
bolt had to be taken out to be grummeted, was replaced and 
tightened again. Those that leaked after this operation were 
replaced and retightened. In fact, each bolt had at least three 
tightenings and one removal, or four serewing operations, per- 
formed on it. Consequently, on this portion of the Pennsyl- 
vania tunnels alone about 2,500,000 nut-screwing operations took 
place. It seems reasonable that some nut-screwing device might 
be designed, operated by compressed air or electric energy, that 
would be portable enough for one or two men to handle and so 
constructed that it would work in the rather narrow confines of 
the flanges, which would do the work at an increased speed and 
result in less labor cost. A ratchet wrench, even, might be better 
than an ordinary bolt wrench. 


L. GROUTING PLANT AND EQUIPMENT 


82. The Greathead Grouting Pan.—The grouting pan as used 
now for forcing grout outside of the tunnel lining has a close 
resemblance to that devised in 1886 by Greathead and used first 
on the construction of the City and South London Railway. It 
is deseribed by Greathead (Proc. Inst. C. E., vol. 123, р. 63) as 
follows. “А cylindrical vessel, capable of withstanding a pres- 
sure of 70 or 80 Ib. per square inch, has through its axis a shaft 
or spindle working in a stuffing box at each end of the vessel, and 
provided at one or each end with a handle outside, and carrying, 
inside the vessel, a number of paddles. The lime and water are 
introduced through an opening at the top, having a lid capable 
of being closed air-tight; and the mixture is discharged by com- 
pressed air through a length of flexible hose pipe ending in a 
branch or nozzle, the nozzle being inserted in holes in the tunnel 
lining provided for the purpose. The smaller grouting pans are 
usually worked by two men; one continually keeps the paddles 
revolving and opens and closes the air and discharge valves, 
while the other has charge of the branch at the end of 
the hose пе“ 
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83. Later Changes in Details.-—The paddles of the modern 
erouting pan are turned by compressed air engines instead of by 
hand. The hinged door at the top, instead of hfting пр to open 
as in the original Greathead pattern, now is made to flop down 
to open and to lift up to shut. By this means, when the door is 
lifted after charging. and the air turned on, the air pressure forces 
the door tight against its seating and thus does away with the 
screwing up of the door formerly necessary. 

84. Size of Grouting Pan.—The dimensions of an ordinary 
grouting pan are about 3 ft. long and 21 in. in diameter. The air 
supply is a one-inch pipe and the grout discharge is a 115 in. 
pipe (Fig. 93). 











Longitudinal Section Cross Section 


Fic. 93.—Greathead type of grouting machine driven by compressed air engine. 


85. Nipple and Valve.—It has been found more convenient not 
to screw the grout pipe nozzle directly into the grout hole but to 
interpose a nipple and valve between the segment and the grout 
pipe so that, when the space is filled with grout, the valve can be 
elosed until the grout has set. Otherwise it 1s necessary to 
remove the grout pipe and to put in the plug while the grout is 
still liquid. This results in loss of grout in all holes above the 
horizontal axis. 

86. Mounting of Grouting Pan.— For portabilitv the machine 
is mounted on skids, or better still, on flat ears which can run on 
the tunnel tracks. 

87. Other Types of Grouting Machines.—Crouting machines 
of several different patterns have been made. Some have the 
cylinder vertical instead of horizontal. In others the grout is 
mixed and agitated Бу jets of compressed air instead of by 
paddles. "These machines give good serviee and there is prob- 
ably little to choose between them and those of the Greathead 
tvpe as a practical tool. 
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88. Grout Pump.—For some work in France a grout pump 
was designed. The object was to make the grouting operation 
continuous instead of intermittent as with a grouting pan. 
One of these machines was tried at the Astoria Gas tunnel at 
New York, but the result was not good. There is a field open, 
however, for development along these lines. 


M. AIR BULKHEADS AND AIR LOCKS 


89. Purpose of Air Bulkheads.— The purpose of the air bulk- 
heads is to form the enclosures of the air chambers in tunnels 
driven under compressed air. The bulkhead must be air tight 
and eapable of earrying the pressure of the compressed air, and 
it must be provided with means for passing through it the various 
facilities needed for carrying out the work in the tunnel as well as 
means for the passage of men and materials. 

90. Specifications for Bulkhead Wall.—It is becoming custom- 
ary in tunnel contracts to specify definite requirements as to the 
design of the bulkhead wall so that there may be no dispute 
between the engineer and the contractor as to what shall be 
deemed to constitute a proper construction. The following 
clauses taken from the standard specifications of the Public 
Service Commission of the First Distriet of New York State for 
tunnels in connection with the subways in New York City 
(1914-1916) may be considered as representing modern practice 
in this matter. 


“Air chambers shall be formed in the tunnels by bulkheads of con- 
erete or brick laid in Portland cement mortar or of steel plate diaphragm 
construction according to an approved design. The bulkheads and air 
locks shall be of sufficient strength to sustain safely a pressure of 50 Ib. 
per square inch. Whenever the air pressure in the heading exceeds 22 
lb. per square inch above atmospheric pressure, two air chambers shall 
always be in use, excepting when headings are being started from shafts 
for such time as may be necessary, and the pressure in the outer one 
shall not exceed one-half the pressure in the heading. The distance 
from the heading to the nearest bulkhead shall not exceed 800 ft. during 
the progress of the work." 


91. Materials of Construction.—All the carly bulkheads were 
of brick. This was because conerete in those days had not come 
into the universal use it later attained. Conerete has the great 
advantage of being placed in a plastic state so that it flows closely 
around the air locks and pipes that are built into the wall. А 
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bulkhead of brickwork has, on the other hand, the advantage of 
heing more readily removed when the work is completed, but the 
labor of erection is more expensive. Bulkheads of steel have 
been used and have given great satisfaction. 

92. Masonry Bulkheads.—In a masonry bulkhead wall it 15 
usual to build in grout pipes and to give the wall, especially at the 
top, а good grouting in order to seal it closely to the lining. The 
face of the wall toward the air pressure may be plastered over with 
Portland cement mortar in order to render it still more air tight. 
The principal objection to the use of masonry bulkheads is that 
when the compressed air work is over and the walls are to be 
removed, this must be done carefully so as to avoid damage and 
even risk of damage to the tunnel lining. 
This is slow and laborious work. 

93. Dome Shaped Masonry Bulkhead. 
In the construction of the East Boston 
tunnel a (A-13) dome shaped bulkhead, 
as shown in Fig. 94 was built of brick- | 
work. By this means the thickness of Ps ‚шю к 
the wall in this tunnel, the largest inside Boston Tunnel. 
dimension of which was 23 ft. 4 in., was 
only 3 ft. The brickwork was keyed into the masonry lining 
of the tunnel and was strengthened with iron hoops. 








Frc. 95.— Buttressed air-lock bulkhead wall. 


94. Buttressed Bulkhead Wall. —It is possible to reduce the 
thickness of the wall by means of vertical and horizontal but- 
tresses as shown in Fig. 95. Ву this design the thickness of the 
concrete is greatly reduced, especially where it butts against the 
tunnel lining which is where its removal is most difficult. In- 
stead of buttressing the wall with masonry, it would be equally 
possible to support it by means of a steel construction. 
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95. Thickness of Existing Masonry Bulkheads._-In order to 
show the general practice with respect to the thickness of masonry 
bulkhead walls, the following Table XIV is given. 

96. Determination of Thickness.—The thickness of a bulkhead 
wall may be ealeulated. Owing to its great thickness as com- 
pared with its span it is most probable that it will act as an 
arch or a dome, and the best method is to consider so in the 
computations, giving proper consideration to the large openings 
caused by the locks. The value of the calculations is likely to 
be of theoretical interest only, however, and a more satisfactory 
expression may be had by a consideration of the data as given in 
Table XIV. Although several of the smaller tunnels indi- 
eate a greater ratio, it would appear that a ratio of from 0.4 
to 0.5 between the thickness of the wall and the inside diameter 
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Fic. 96— Relationship between diameter of tunnel and thickness of concrete 
bulkhead walls. 


of the tunnel would be suitable. Due consideration, should be 
given, however, to the air pressure to which the wall may be 
subjected. 

97. Diagram of Thickness of Concrete Bulkheads.—In Fig. 
96 the curves 


T 


0.4D (42) 
and 

з=) И) (43) 
are plotted. These represent the relation between the thickness 
T of the bulkhead wall and the internal diameter D of the tunnel. 
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l'or comparison the ratios for tunnels previously built (as shown 
in Table XIV) are also plotted on the diagram. 

98. Steel Bulkheads.— Steel bulkheads have several important 
advantages over those made of concrete or brickwork. Their 
proper dimensions ean be computed with greater certainty. 
Their erection is simple and their removal ean be accomplished 
without fear of danger to the tunnel. Their eost may be less. 
Experience has shown that they ean be made air tight. It is to 
be expected that in the future steel bulkheads will be more 
generally used. 

99. Example, Rotherhithe Tunnel.—-In Proc. Inst. C. E., vol. 
175, pp. 197-198, the steel bulkhead used on the Rotherhithe 
tunnel (1-17) is deseribed as follows. ‘The bulkhead (shown in 
Fig. 97) consisted of a diaphragm of °¢ in. steel plating supported 
by rolled joists and built up beams crossing each other. The load 
on these was taken by four main girders, 2 ft. deep, radiating 
from the center. Each of these girders took a bearing on one of 
the flanges of the iron lining at its outer end, while at the center 
the eombined load from all four girders was transmitted to the 
tunnel behind by four steel struts which extended diagonally, 
two in a vertieal and two in a horizontal direction, to the iron 
lining. "The air pressure for whieh the bulkheads were designed 
was 35 lb. per square inch, the total load on the strueture being 
over 1,500 tons (3,360,000 lb.). The skin plating of the dia- 
phragm was bolted round its outer edge to a ring of 3¢-in. plates 
which had been inserted between two rings of segments at. the 
time the lining was ereeted. The ring of plates projeeted about 
4 in. inside of the inner edges of the east iron flanges of the two 
rings. . . . The greater portion of the length of the air lock 
was arranged to be on the atmospheric side of the bulkhead, so 
as to put as much as possible of the material of the locks т 
tension.” 

100. Air Locks.—The air loeks form the means of aecess for 
men and materials to and from the air chamber. A simple door 
in the bulkhead would not serve this purpose, because great 
foree would be needed to open it, and when opened, the com- 
pressed air in the air chamber would escape uncontrolled in such 
quantities as to make the maintenanee of the proper pressure 
impossible. Ап air loek, therefore, is provided. See Fig. 98. 
This is à chamber having а door at each end, both doors swinging 
in the direetion of the air pressure. One of the two doors always 
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is held tightly shut by the difference in the air pressure on its two 
faces, and when the lock 1s bemg used for transit, both doors are 
shut. Let it be assumed that the door nearest the air chamber 
is shut and that it is desired to enter into the air chamber. The 
air pressure in the loek is normal so that the door at the normal 





Fic. 98.—<An air lock. The angles riveted on the outside are to anchor the lock 
in the masonry bulkhead. (Ravenswood Tunnel, А-8.) 


air side is readily opened for entering Into the lock. When in the 
lock the door is closed and a valve opened, which lets the com- 
pressed air into the lock and the door is soon foreed tight against 
its jamb by the rising air pressure in the lock, thus preventing 
the escape of the air. The inflow of the compressed air 15 
continued until the pressure in the lock is equalized with that in 
the working air chamber, when the inner door is readily opened 
and passage through the air lock effected. It will be seen that 
for each passage only a lock full of compressed air is wasted. 
Returning from the air chamber the operation of the lock is 
reversed, but is, 1n principle, the same. 

101. Air Locks in Small Tunnels.—In small tunnels it has been 
usual to put in only one loek which serves then for the passage 
of both men and materials. Whenever the tunnel is large 
enough, however, for more than one lock, there should be pro- 
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vided at least ап emergency loek also. The Rotherhithe pilot 
tunnel had an internal diameter of 11.67 ft. and there was found 
room for two locks, proving that even in comparatively small 
tunnels more than one lock may be provided. 

102. Tunnels with Single Air Lock.— Table XV gives particu- 
lars of the size of air locks in tunnels which have been constructed 
with only one lock in the bulkhead wall. 


TABLE XV.—TUNNELS WITH SINGLE AIR LOCK 





Internal Size of air lock 
Ref. А diam. of | —— 
No и ' tunnel, Diameter, | Length Volume 
ae ae : 5 "Пак i : Remarks 
feet feet feet eubie feet 


(Е-10) , City & South London.. 10.50 13.75Ж5.00 12.00 225 rectangular 
(5-1) Glasgow Пагђог........ 16.00 |4.25Ж5.58 13.00 309 rectangular 
(5-2) Glasgow District Te AD OO | Doo 13. 00 340 
(А-5) Ravenswood. . ЕТО 1G. 1 6.00 10. 00 283 
(E-S) Waterloo & City ....... ا‎ Бе e 13. 00 338 
(E-15) Baker St. & Waterloo. 12.00 5.75 13. 50 350 
(5-13) И. a 11.50 5.853 17.50 465 


103. Classification of Аш Locks.—When more than one lock 
15 provided they are classified as follows: 


(a) Material locks. 
(6) Men locks. 
(c) Emergency loeks. 


The material locks are used for taking materials into and out 
of the tunnel and are provided with air valves of large size, 
usually 4 ш., giving quick transit. The men locks are used for 
the passage of the men working at the faee and are furnished with 
valves regulated to make the time of transit safe (see Chap. 
XVII). The emergency locks are used for the escape of the men 
working in the air chamber in case the tunnel is flooded. 

104. Material Lock.—The material lock should be as long as 
the outside diameter of the tunnel plus a margin of 2 or 3 ft. to 
allow the longest timber that might be required at the heading 
being passed through the lock. This would be the minimum 
requirement in a small tunnel, because usually the length should 
be enough to allow three or four cars to pass through at one timo. 
It must be remembered that one door must have rooin to swing 
Inward. 
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105. Timber Locks.—In some cases ‘timber locks," or ‘pipe 
locks” consisting of a length of pipe from 10 to 21 in. in 
diameter, is provided to take саге of the long timbers and the 
pipes, but it is usually easier to send them straight through a 
lock on a flat ear, if the lock is long enough, without the rehandling 
necessary with a timber lock. 

106. Size of Material Lock.— l'he diameter of the material 
lock will depend to a degree on the dimensions of the cars used 
for transportation, but 5.75 ft. may be considered a minimum and 
6 to 7 ft. an average. Modern praetiee seems to lean to 7 ft., 
where the tunnel is large enough. 

107. Men Lock.— While in the material lock the air valves 
should be of a diameter of about 4 in. so that no time is lost in 
locking in and out the materials, this is different in the men lock. 
In Chap. XVII some account will be found as to the reasons 
why the rate at which men should be decompressed must be 
strietly limited. With one lock serving for men and materials 
it is most difficult to ensure that men wanting to come out quiekly, 
will not let themselves out on the muck tap, or large valve. This 
will lead surely to sickness and death. | 

108. Size of Men Lock.— Wherever possible the lock should 
ре of ample cross-section so that the men can stand upright 
without knocking their heads, and so that a bench may be plaeed 
along one or both sides with room for the whole erew to sit 
comfortably while going in and particularly during the slow 
process of coming out. The man lock should be not less than 
6 ft. in diameter and a 7-ft. diameter is desirable when the size 
of the tunnel permits. 

109. Length of Men Lock.—The length of the men lock 18 
determined by the number of men in the compressed air gang. 
In Chap. XV is a discussion of the number of men who may be 
expected to be at work in tunnels of various sizes. Allowing 
15 in. of bench length per man an idea is gained of the total 
length of beneh whieh should be provided to take care of the 
entire gang. Table XVI shows the bench length needed accord- 
ing to this estimate. An allowance of 3 ft. is made for the space 
occupied by the door when it opens into the lock and for the man 
who operates the valve. 

In a lock of a diameter of 6 to 7 ft. there would be room for 
two benches, so that the length of the lock would be about one- 
half of that given in the table. 
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Tantus ХУГ—Вексп Бехети IN Мех Lock 





Diameter of tunnel m [ее!.......... ПИО 16154 2025130. [635 
Number of men in shift minimum. Feet 5 9: 15 | 24 1735 | 49 | 65 
Bench length in lock, minimum.......| 9, 14 | 23, 34 | 48 | 64 | 55 


Bench length in lock, maximum. Feet 13. 21 32 48 69 94 125 





110. Size of Air Pipe.—The air pipe on the men lock should be 
1 in. in diameter. The decompressmg valve may be of an 
automatic, constant rate type. For further cheek on the rate of 
decompression, the lock should be provided with a clock and a 
pressure gauge. 

111. Heating of Men Lock.— It would be useful to have some 
means of heating the men lock during the decompression period, 
when the lowered pressure results in cold and fog. "This is a 
temptation to the sweat soaked men to hurry а process which 
must not be hurried. It could be done readily with steam or 
hot water radiators or with electric heaters. 

112. Cleaning of Men Lock.—Above all things the men lock 
should be kept clean and tidy. Ап occasional coat of paint 
should be applied. The floor should be of concrete and the space 
below the beneh should be filled up solid to prevent accumulation 
of paper and dirt. The lock should be well lit. 

113. Emergency Lock.— The emergency lock is provided as 
a means of езеаре for the men in the air chamber of the tunnel in 
a erisis when a blow at the faee is filling the tunnel with water and 
ground. The lock is set as high as possible in the tunnel, because 
this part of the tunnel is the last to be filled. When the tunnel 
is large enough a runway for the men is provided along its upper 
part. This runway leads directly to a platform at the door of 
the emergency lock. During the construction of the tunnel under 
air pressure this lock is always kept “open to the air," which 
means that the door on the compressed air side is always open. 
Thus, when the men must flee, the lock is open for them and when 
the last man is in the lock the door is closed and the gang may be 
locked through safely to the normal air. This lock should be 
kept lit. 

114. Specifications for Emergency Lock.— The provision of an 
emergency loek is now often required in the specifications as 
follows. (New York Transit Commission.) 

“The emergency lock shall be located as high up in the bulkhead as 
practicable, shall not be less than 5 ft. in diameter and shall be large 
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enough to hold an entire heading shift. When not occupied the emer- 
gency lock shall be kept open toward the heading and shall be ready for 
instant use at all times.” 


115. Size of Emergency Lock.—Frequently the cross-section 
of the emergeney lock is restricted on account of the desire 
to place the loek as high up in the bulkhead as possible, but as a 
small door may be put in а large lock, 1t seems that, unless the 
space available in the bulkhead limits the size, the emergeney 
lock might be made of the same size as the men lock, or from 6 to 
7 ft. in diameter. It might then be necessary to place a step at 
the entrance to the lock at the compressed air end, but it is prob- 
able that a wider lock would not be ehoked as readily as a smaller 
one and would allow the crew to get to safety more rapidly. 

116. Length of Emergency Lock.—Under no circumstances 
should there be a question as to this lock being large enough to 
hold the entire gang, ineluding engineers, inspeetors and other 
people that might be in the tunnel, and for this reason the length 
should be estimated according to the extreme number rather than 
the average and at the ehange of shift. Do not trouble to pro- 
vide seats in this lock. 

117. Particulars of Air Locks Used in Tunnels.— l'able XVII 
gives particulars of air locks whieh have been provided in the 
bulkheads of tunnels having more than one loek in the bulkhead 
and about whieh information has been obtained. In tunnels 
where the same loek was used for material and men, the dimen- 
sions are shown under material lock. 

118. Engineer's Lock.—On some tunnels a special loek has 
been provided for the engineers to use in earrying the lines and 
levels from the outside into the compressed air ehamber. On the 
Sarnia tunnel (A-5) an engineer’s loek was furnished, consisting of 
a 12-in. pipe in whieh were set at each end erosshairs similar to 
those in a transit. On the East River tunnels of the Pennsvl- 
vania Railroad (A-19) a transit lock was provided consisting of a 
30 ft. length of 12-in. pipe with an enlargement about 2 ft. by 
2 ft. on the normal air side for taking the transit. As the pipe 
eantilevered 17 ft. bevond the bulkhead wall on the one side and 
З ft. on the other it was necessary to have the pipe firmly braced 
and stayed to prevent movement during reversal of air pressure. 

119. Necessity for Engineer's Lock.— When no special loek is 
provided the survey corps is forced to use one of the regular 
locks. If the men or material lock is used it delays the progress 
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of construction. Frequently, therefore, the emergeney lock 1s 
used for survey purposes. This may result in the door being 
closed against the men at the face when they need to use the lock. 
An engineer’s lock is particularly necessary in tunnels driven 
through soft silt. These tunnels undergo constant change of 
shape and position during the construction period and frequent 
survey through the lock is, consequently, necessary. 

120. Suggested Arrangement of Engineer’s Lock.—lIt is sug- 
gested that an efficient engineer’s lock which will not interfere 
with the proper use of the usual locks, which will not oeeupy 





Compressed Air Side 


Fic. 99.—Suggested extension to the emergency lock to allow its use for surveys 
without interfering with its emergency use. 


additional space in the bulkhead wall and which may be provided 
at a reasonable cost may be attained in the following manner. 
If an extension is added to the emergeney lock (Fig. 99) about 
6 ft. long and furnished with a door, so that the emergency lock 
will have three doors, the work of the surveyors may be carried 
out in this extension without at any tune closing the emergency 
lock at the eompressed air side. 

191. Survey Plugs in Air Locks.— t is found that the monu- 
ments, seales, or benehmarks used in the survey in the air locks 
should be attached to the masonry of the wall rather than to 
the metal of the lock, as this shifts shghtly under the reversal of 
air pressure and with changes in temperature. 

122. Construction of Locks.—In а few cases, especially in the 
early days, where the diameter of the tunnel has been small the 
air lock has consisted of a horizontal hole in the bulkhead wall, 
which was made thick enough to provide a lock of sufheient 
length. At cach end was a door, the frame of which was set in the 
masonry. Usually, however, the lock consists of a horizontal 
eylinder fabricated of steel plates and calked for air tightness as 
a boiler shell. At each end 1s a door, hinged at the side and 
swinging to open toward the compressed air side of the tunnel. 
One of the doors, therefore, opens into the lock while the other 
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opens out of the lock. The flat surface of the door strikes against 
the door frame and is provided with a strip of rubber to make a 
tight jomt. The doors are furnished with hand grips so that they 
may be swung open and closed and held tight against the fraine 
until the air pressure is sufficient to hold them shut. No catch is 
provided on the doors. The floor in the locks should be made of 
solid concrete. In the material locks tracks for the cars used for 
transport of matenals must be laid. As the eylinder is better 
'apable of withstanding internal than external pressures, the 
lock is set ш the bulkhead wall so that it extends but slightly into 
the compressed air chamber of the tunnel. It is well to remem- 
ber that after the first bulkhead is built the air locks for the 
succeeding bulkheads cannot be passed through the air locks in 
one piece. It is necessary, therefore, either to assemble them in 
the tunnel under air pressure or better tostore them in advance of 
the bulkhead before it is built. Figure 98 shows an air lock 
before being installed. 

123. Lock Doors.— Table XVIII shows the dimensions of the 
door openings of several tunnel locks of which the figures are 
available. 

124. Size of Door, Material Lock.—The door opening of the 
material lock should be as large as the size of the lock will permit. 
In a 7-ft. diameter lock a door opening 5 ft. high and 4 ft. wide 
can be provided. An opening of that size will speed the work of 
passing through the cars, because it will permit, for usual ear 
sizes and car loadings, a nan to pass by and arrange the ears in 
the lock. For a lock 6 ft. in diameter an opening 4 ft. 7 in. high 
and 3 ft. 6 in. wide can be provided. Smaller size material locks 
should not be used unless the tunnel is so small that this cannot 
be avoided. 

125. Size of Door, Men Lock.—An opening wider than (топ 30 
to 32 in. is unnecessary in the men lock. This is the width 
of an ordinary door m a house and a man lying on a stretcher 
may be carried through a door of that width. On the other hand, 
for the greater comfort of the men the height of the door should 
be made as great as the conditions will permit. Ina 7-ft. diam- 
eter lock the door height may be about 5 ft. 6 in. and 1n a 6-ft. 
diameter lock about 4 ft. 6 in. 

126. Size of Door, Emergency Lock.—<As before stated the 
emergency lock should be placed as high as possible in the tunnel. 
This applies rather to the height of the bottom of the door 
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opening, however, than to the level of the floor of the lock. The 
width of the door should be about 30 in. If the bottom 
edge of the door opening is set 15 in. above the platform in front 
of the opening at the compressed air side and the floor of the 
lock is at the same level as the platform, then it will be found 
usually that with a door height of from 36 to 39 in. casy access will 
be provided to the lock. At the other end of the loek the door 
may reach all the way down to the floor level. The difference in 
level between the emergency platform and the door sill should be 
made by a ramp rather than by steps. 

127. Fitting of Air Locks.—On every air door there should 
be a glass bullseye, about 6 in. in diameter so that the lock tender 
can observe what is happening in the lock. Al locks, including 
the material lock, should be fitted with man valves of 1 to 115 in. 
in diameter for air inlet and outlet, as there may come times 
when the men will have to use the material lock for passage. 
The emergency lock should have a 115-ш. emergency cock 
Which can be opened from the compressed air chaniber of the 
tunnel, so as to “bring back" the lock in case of necessity. For 
locking in and out materials, 4-in. diameter pipes and valves are 
suitable. The material locks should be fitted with shut-off 
valves on these 4-in. lines, so that the men using the lock may 
use the man valve. Figure 100 shows the high pressure face of a 
bulkhead and Figure 101 shows the low pressure face of another. 

128. Bridge Track.—At the doors of the material lock it 
is necessary to use short lengths of movable tracks spanning over 
the gap or well in which the lock door swings. This may be a 
piece of track in the form of a solid bridge which is picked up 
bodily and replaced by the lock tender, or hinged to swing up 
and allow the door to open and shut. 

129. Lock Tender.—A specially reliable man of some force of 
character and strength of arm who can stop men from going in 
and out on the muck tap or interfering with the orderly work of 
the locks, must be on duty at all times and held to account for 
the operation and maintenance of the locks. It must be remem- 
bered that the men in the air chamber are helpless if all the locks 
are open to the normal air side. The lock tender should be 
provided with telephone connections both with the heading and 
the surface, and gauges should be provided so that he ean tell at 
all times what the pressure is in the air chamber as well as in all 
the locks. 
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130. Location of Locks in Parallel Tunnels.—It is worth noting 
that if two tunnels are driven parallel to each other and close 
together it is advisable where the ground is open, to place the 
locks on the same transverse line, because otherwise the air may 
leak through the lining and the ground from the tunnel with the 
higher pressure into that with the lower pressure. 


SAFETY APPLIANCES FOR USE IN COMPRESSED AIR 


131. Necessity for Safety Equipment.—In compressed air 
tunnel work under water there come moments when the men 
working in the compressed air chamber are in serious danger of 
thei lives, and certain appliances are provided to give the men 
a chance to escape when the time comes that they must abandon 
the tunnel. 

132. Safety Appliances.—The safety apphances are 


(a) The emergency runway. 
(b) The emergency air lock. 
(с) The safety sereen. 

(d) The lock extension. 


133. The Emergency Runway.—1n most modern specifications 
for compressed air tunnels there 1s a clause reading about as 
follows. (New York Transit Commission.) 


“The contract shall provide a substantial runway, at least 3 feet wide, 
leading from the shield platform to a platform at emergency lock. 
Runways shall be provided with a handrail and with steps or ladders at 
frequent intervals for access from the track level. Runways shall be kept 
clean at all times. 

This explains what is meant, namely an overhead footway on 
which the men ean reach the bulkhead wall and the emergency 
lock with safety, even though the lower part of the tunnel is 
flooded. The gangway is made of three or four planks laid side 
by side lengthwise of the tunnel and supported either on beams 
placed athwart the tunnel at intervals of 12 to 15 ft. or by hangers 
attached to the lining. At all times, and especially when passing 
through treacherous ground, great care must be taken to keep 
the runways rigorously clear of obstructions. A wire rope hand 
rail should be provided at least on one side and preferably on both 
sides. During a blow the tunnel “fogs up" with the drop of 
air pressure and the men must not be exposed to the risk of 
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falling off the runway during such a crisis. The runway can be 
used only in tunnels where the headroom is sufficient, which 
means when the internal diameter is about 15 ft. or more. 

134. The Emergency Lock.—The emergency lock has been dealt 
with in previous paragraphs. Even in tunnels of insufficient 
size to have a runway the emergeney lock should be provided 
and placed as high as possible at all times with stairs for access 
to the lock. It should be open toward the air so as to be immedi- 
ately aecessible in time of need, and for the same reason it 
should not at any time be used for any other purpose than that 
for which it 1s intended. 

135. The Safety Screen.— The safety screen is an ат tight 
diaphragm placed across the upper part of the tunnel between 
the shield and the emergency lock. The function of the safety 
screen is to prevent flooding of the upper part of the tunnel 
between the sereen and the lock by forming in effect adiving 
bell in whieh the air is retained, preventing the water from rising 
above a certain level. The lower edge of the screen should be 
placed at a horizontal plane below the entrance to the emergency 
lock. 

136. Specifications for Safety Screen.— The safety sereen is such 
a vital protection for the men that usually it is called forin modern 
specifications about as follows (Nhw York Transit Commission): 


“In each heading chamber, when the same extends beyond the river 
bulkhead line the contractor shall provide a safety screen extending 
from the spring line of the tunnel to the top. It shall be made of atleast 
516-11. steel plate, have air tight joints, shall be substantially braced 
and shall be of a pattern approved by the engineer. It shall be moved 
forward as the shield progresses and it shall never be more than 115 ft. 
in the rear of the shield." 


137. Origin of Safety Screen.—It is worth recalling that the 
safety sereen was originally suggested in the Scientifie American 
of Aug. 21, 1880, by Van der Veyde. The idea was prompted 
by the disaster of July 21, 1880 on the Hudson tunnel, where 20 
men lost their lives in a flood caused by a blow. The inrush 
was so sudden that the exit was flooded before the men could 
reach it. 

138. Construction of Safety Screen.—The safety screen may ђе 
made of wood or steel. In the Greenwich tunnel (1-11), 11 
ft. 9 in. inside diameter, the screens were made of grooved and 


tongued planking, set vertical, stiffened with horizontal walings 
15 
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and stayed with raking struts. The safety screen in this tunnel 
offers a proof that it can be used in a tunnel of rather small size. 
In the Coneorde Metropolitain (F-12) tunnel the safety sercen 
consisted of two layers of 3-in. planks, one horizontal and the 
other vertical, with two layers of tarred felt between them. On 
the Pennsylvania Railroad tunnels under the East River the 
safety screen was made of stecl. 

139. The Lock Extension.— The lock extension does not form 
part of the appliances for eseape in case of a flooded tunnel, but 
is an apparatus for releasing a lock when leakage of air around 
the door prevents decompression from taking place. If there 





Fre. 102.—-Sectional view of model of compressed air tunnel (А-15) looking 
toward rear of shield. (Courtesy of Pennsylvania Railroad.) 


is more than one lock the condition is not serious, but with only 
one lock no other means exist for passing through. On page 225, 
vol. 181, Proc. Inst. C. Е., it 15 deseribed how Benjamin Baker 
and young Haskin were trapped 1n the lock of the Hudson tunnel. 
The inner door fitted badly and only after many hours work did 
they sueceed in smearing the door with mud to such a degree 
that the air pressure could be reduced, so that they could eseape. 
The lock extension is a means of escape in ease of such an accident, 
and it is deseribed on page 241 of the same paper. It consisted of 
a short cylinder about 4 ft. long and 4 ft. in diameter, open at one 
end and having there a flange that could be bolted to the end of 
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any of the locks in the Hudson tunnels. At the other end was an 
ordinary lock door opening into the cylinder. If the regular 
lock door refused to work, this extension would be bolted on the 
outside, the regular lock would be abandoned and the locking 
out would take place in the lock formed by the extension, using 
the outer lock door as the inner door of the lock. It was used 
at least once with suceess on these tunnels, but we know of no 
other tunnel where it has been used. 





Fic. 103.—Sectional view of model of eompressed air tunnel (A-18) looking 
toward face of shield. (Courtesy of Pennsylvania Railroad.) 


140. Interior View of Tunnel. —Figures 102 and 103 are given to 
show the general interior arrangement of a shield driven tunnel 
under compressed air. These are photographs of a sectional 
model made of the Pennsylvania Railroad Hudson River Tunnels 
(\-1$). They give a clearer idea of what a tunnel looks like 
than any photograph of an actual tunnel. Practically the only 
thing not shown is the safety screen. 


GHA РУКЕ 
SURFACE PLANT 


1. Items of Plant.—The surface plant for a shield driven 
tunnel consists of: 

(A) The items which supply compressed air to the tunnel 
when driven under air pressure and the power for driving the 
various implements used in the construction of the tunnel. This 
will be called the power house plant. 

(B) The items which deal with the receipt and distribution 
of materials for the tunnel, the disposal of spoil from the tunnel, 
the maintenance of the tunnel plant and similar surface activities. 
This will be called the yard plant. 

(C) The offices and men's quarters. 


(А) THE POWER HOUSE PLANT 


2. Items of Power House Plant.— The power house plant may 
be classified as follows: 

(a) The low pressure air compressing plant, used to supply 
compressed air to the air chamber. "This plant is used only 
when the tunnel is driven under air pressure. 

(b) The high pressure air compressing plant, used to supply 
compressed air for roek drills, grouting machines and other tools 
and machines or appliances worked by compressed air. 

(c) The hydraulic plant, used to generate the power by which 
the shield is driven and operated. 

(d) The electric power plant, used to supply current for lights 
and electric power appliances used in the tunnel and on the 
surface. 

(e) The machine shop plant. 

(f) The boiler plant or the other sources of power by which the 
items of power house plant are driven. 


(a) Tue Low Pressure AIR COMPRESSING PLANT 


3. Purpose of Plant.—The purpose of the low pressure air 
compressing plant is to furnish the compressed air used in the 
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portion of the tunnel which is kept under air pressure during the 
construction. 

4. Pressure Required.—The pressure at which the air must be 
delivered to, and maintained in, the tunnel is а function of the 
hydrostatic head on the tunnel, the character of the ground and 
the size of the tunnel. If the ground is close and possesses some 
cohesion the pressure used to keep the tunnel dry is approxi- 
mately equal to the head of water above the invert of the tunnel. 
If the ground is open such a pressure generally cannot be used on 
account of the danger of disrupting the ground and causing а 
blow. Usually in that ease the pressure used will balance the 
head of water either at the top or at the middle level of the tunnel. 
In such case the lower part of the tunnel cannot be kept dry by 
the air pressure. In soft mud with little or no cohesion, through 
which the shield may be driven blind, the pressure of the air 
may be less than the hydrostatic head as long as no work is carried 
out ahead of the shield. If it is necessary to work in front of the 
shield diaphragm, however, the required pressure will approxi- 
mate the combined pressure of water and mud above. 

5. Volume Required.—If no leakage of air occurred either 
at the face or at the bulkhead, then after the tunnel once had been 
filled with air at the required pressure, the volume of air required 
to be furnished to the tunnel for maintaining this pressure would 
be independent of the diameter of the tunnel and its length and 
would depend only on the additional volume exeavated from time 
to time. Under such ideal conditions, which in any case are 
only approximated in actual construction, it is necessary to 
ventilate the air chamber to make the air fit to breathe by the 
men working in the tunnel. This means that a certain volume 
of fresh air, depending on the number of men in the tunnel, 
must be introduced constantly into the tunnel and a correspond- 
ing volume removed to maintain the pressure. In most cases, 
however, the volume required will be determined by the 
leakage. 

6. Sources of Leakage.—The constant use of the air locks 
is one source of leakage; this usually is unimportant except 
when the air chamber is short. Another source is the joints 
between the segments of the tunnel lining, the importance 
of this souree being greatest when the ground is open and the 
construction carelessly done. The two most important sources 
of leakage, however, are the clearanee between the outside of the 
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lining and the tail of the shield, and the face of the ground which 
is uneovered in order to proceed with the excavation. 

7. Measure of Volume.—The volume of compressed air 
delivered is generally measured at normal air pressure, for example, 
if 2,000 cu. ft. of air is delivered im the tunnel at a gauge pressure 
of 29.4 Ib. per square inch this is measured as 6,000 cu..ft. of air 
at normal pressure. 


я 
(eu 






,000 [т 



















































































Volume of Free Air in Cubic Feet per Minute 










































































20 25 735 
Diameter of Tunnel in Feet 


Fic. 104.— Relationship between diameter of tunnel and eapacity of low pres- 
sure air eompressor plant. 


8. Volume Required for Ventilation.--On the Hudson River 
tunnels of the Pennslyvania Railroad (A-18) records were con- 
stantly kept during the construction of the quantity of aim 
delivered per man. While the tunnels passed through the silt 
the leakage was small and the air was introduced for ventilation. 
On certain occasions the supply was as low as 20 cu. ft. per man 
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per minute and after a series of experiments it was found that 
no inerease in volume of over 35 cu. ft. of free air per man per 
minute (at the usual pressure of 26 1р. on the gauge) had any 
additional beneficial effeet on the health of the men. The curve 
corresponding to this volume for an average number of men 
working in the tunnel is plotted on Fig. 101, on which also some 
other curves are plotted; these will be described later. The 
volumes as shown by the curve are suggested as safe, liberal 
allowanees under gauge pressures up to 25 or 30 lb. per square 
inch. If the pressure rises beyond 30 lb. per square inch it 
might be advisable to increase the supply, possibly to 65 cu. ft. 
per man per minute. 

9. Volume Required by Authorities. - In some countries the 
minimum volume of air to be delivered is determined by laws 
or regulations of public authorities and in some сахех it is included 
in the specifications for the construction contract. Table XIX 
shows the volume of free air in cubic feet per man required in 
certain countries. 


TABLE NIX.—Muinximum ALLOWANCE OF AIR REQUIRED By Laws AND 
REGULATIONS 





Volume of free air per 


Countrt Колт ا‎ in cubic feet 

Per hour Per minute 
England........ London County Council, 1904. . 5,000 19-0 
Holland........ Royal Ordinance, June, 1905... 1.588 20-5 
France........ Law of December, 190$........ 1.423 2307 
Argentina..... Intake Tunnel, Buenos Aires. . а 292 88.3 





In Chap. XV there is a discussion giving the number of men 
that may be expected to work at one time or in one shift in 
compressed air in tunnels of different diameters. Using these 
figures, the following table (Table XX) indicates the total 
volume that would be required as а minimum allowance. 

These values are also plotted in Fig. 104. The official require- 
ments of the London County Council of 8,000 eu. ft. per man per 
hour have been relaxed in actual praetiee. Volumes of 4,000 to 
5,000 eu. ft. per man per hour or 67 to 84 cu. ft. per man per 
minute have been permitted. In other words, the actual prae- 
tice of the London County Council approximates the volumes 
called for by the Buenos Aires authorities. 
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TABLE ХХ.—-Сомрџотер MINIMUM ALLOWANCE OF FREE AIR IN TUNNELS 





Тапа! Average ^| Volume of free air required per minute by public 
da € 








eters number of | authorities, as under, in eubie feet 
of tunnel, | E. e | ENG ou] 
feet po | London Holland France, Buenos Aires 
5 7 | 930 190 170 620 
10 f 11 т 290 260 970 
15 19 195350 500 450 1,680 
20 30 4.000 500 710 27020 
25 44 5,860 1170 1,040 3,880 
30 61 8,130 1,620 1,450 5,390 
39 82 10,930 2,900 1,940 7,240 





10. Carbon Dioxide.—In some cases the contract specifications 
have determined the maximum percentage of carbon dioxide 
(COs) permitted in the working air chamber. The French com- 
pressed air regulations specify that the volume of carbon dioxide 
gas present in the working chamber shall not exceed one part of 
CO; gas in 1,000 parts of the tunnel air. The same specifica- 
tions are found in the contract for the Pennsylvania Railroad 
tunnels at New York (190+ 1906) as well as in those for the 
tunnels under the East River, built in 1914-1916 by the Public 
Service Commission for the First District in connection with the 
rapid transit lines in New York City. With a volume of 35 
cu. ft. per man per minute as suggested, the volume of carbon 
dioxide will be found usually to be below that specified. In 
Chap. XVII further reference is made to this matter of СО». 
The modern opinion is that the СО» content has no direct effect 
on compressed air sickness. 

11. Volume Required by Leakage.— When the ground is open 
the volume needed to maintain the pressure will execed usually 
that determined by the minimum requirements stated above. 
What the volume will be is a matter of judgment and experience 
rather than of precise computation. The leakage may be 
assumed to be proportional to the square of the diameter in ground 
of the same character. The following table (Table XXI) gives 
particulars about the low pressure air compressor plants ш some 
of the compressed air tunnels about which details have been 
published. 
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TABLE NXI.—Capacity or Compressor PLANTS USED ON CONSTRUCTION 
or TUNNELS 











| Number X | 
Ref. | Outside A of plant, ; 
А | Tunnel diameter cubic feet „„,. Note 
№. tunnels, : N D? 
D, feet N per min- 
| | СС 
| 
(E-7) | Blaekwall............ 27.00 1 10,000 13.8 A 
(E-15) Baker St. & Waterloo. 12.81 ] 3,200 19.4 B 
ТА Rotherhithe... ......4 30.00 1 16,667 118.3 C 
[ed 

(A-17) Hudson & Manhattan. mos 2 8,954 [13.7 
(4-17) Hudson & Manhattan.) 16.58 2 5.04209 926 E 
(A-17) Hudson & Manhattan., 16.58 2 5, 550810 0% F 
(A-17) Hudson & Manhattan.; 16.58 2 10,840 19.7 G 
(A-18) P. В. В. Hudson River.) 23.00 2 13,167 B12 Ale 1 
(A-18) Р. В. В. Hudson River.; 23.00 1 13,167 024.957 I 
(A-19)| P. R. В. East River....| 23.00 4 35,000 16.6 J 
(А-19) P. В. В. East River....) 23.00 4 45,000 21.3 A 
(A-19)| P. В. В. East River....| 23.00 1 19,000 135.9 L 
(К-12) Concorde Metropoli- 

о, 2933] 1 9,500 14.6 М 
m eGreenwich....:2......| 12.55 1 1,640 10.0 N 





The following notes refer to the letters in the last column of the 
table. 

(A) The Blackwall tunnel was driven through open gravel. 
While passing through the gravel the whole capacity of the plant 
was used. 

(B) The Baker Street and Waterloo Railway tunnels, of which 
there were two under the Thames were not driven at the same 
time. The sccond was not started until the first was completed. 
Copperthwaite states that on one occasion a good deal of water 
was let into the tunnel on account of deficiency of air 
pressure. 

(C) The Rotherhithe tunnel was driven mostly through close 
ground. No important leakage occurred and the plant was usu- 
ally driven only at half its capacity. 

(D) Hudson and Manhattan tunnels. Mostly close ground. 

(E) Hudson and Manhattan tunnels. Silt. 

(F) Hudson and Manhattan tunnels. Silt. 
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(G) Hudson and Manhattan tunnels. Sand and gravel, 
part rock and part silt. 

(И) Pennsylvania Railroad, Hudson River. Rock, part rock | 
and part sand, dense silt, river bulkhead and silt. Plant worked 
to capacity in open ground; in silt ventilation determined 
the quantity of air. 

(I) Pennsylvania Railroad tunnels, Hudson River. Full face 
open sand and gravel. Only one face could be worked at a time 
owing to the escape of air. It is stated (Eng. News, Feb. 28, 
1907): “The air compressors were here taxed to their full 
capacity for over two months without once failing." 

(J) Pennsylvania Railroad tunnels, East River. Fine sand, 
sand and boulders, open beach sand, rock, sand and clay. 

(K) Pennsylvania Railroad tunnels, East River. Same as 
above. 

(L) Pennsylvania Railroad tunnels, East River. This quan- 
tity of air was supplied during a blow. 

(M) Coneorde Metropolitain. Limestone, marl, coarse black 
sand. 

(N) Greenwich, River Thames. Open gravel, close sand, 
sandy clay and clay. 

12. Leakage and Blows.—<A distinction should be made 
between leakage and blows. The plant should be sufficient to 
take care of the maximum leakage, but the volume of air that may 
escape by a serious blow is purely problematie and depends on the 
size of the opening made. No plant capacity can be provided 
to take care of that. 

13. Capacity of Plant Determined by Maximum Volume.—4AÀ 
tunnel is rarely driven through the same kind of material through- 
out, and the volume of air required may vary greatly from time to 
time during the construction, but the capacity of the plant must 
be sufficient to supply the needed air, even when the leakage 1s 
greatest. The capacity of the plant should be determined, 
therefore, by the maximum volume estimated to be needed and 
not by the average volume. 

14. Capacity of Plant.— Judging from previous experience the 
capacity needed for one tunnel in fairly average open ground may 
be expressed by 

C = 121): (44) 
where С is the capacity in cubic fect of free air per minute, and D 
the external diameter of the tunnel in feet. In open sand and 


SURFACKH PLANT Бли 


eravel and similar ground the capacity required may ђе expressed 
by 
(= 281) (45) 

These formulas are plotted and are shown in Fig. 104. 

15. More Than One Heading. -In tunnel work where more 
than one heading is driven at one time and where the distances 
over which the maximum capacity will be required are limited, 
work may be discontinued in some of the headings, while going 
through the stretch where a large volume of air is required. 
The compressors of the complete plant may be concentrated on 
the headings at work, so that the total compressor plant in this 
ease will be less than if work was earried on in all the headings at 
one time. 

16. Spare Compressor Plant.—It is necessary to allow a cer- 
tain margin of compressor plant above that stated in par. 14 to 
allow for break-downs and repairs. On the Rotherhithe tunnel, 
(I-17), the specifications called for a complete duplication of all 
plant. Аш compressors of modern make are of such a high 
degree of reliability that this seems unduly severe. Ап excess 
capacity of from 25 to 50 per eent would seem adequate insurance. 

17. Arrangement of Plant.— Compressors of reliable make and 
well tested by actual use should be chosen. They should be 
installed with care, inspected and maintained in the best of con- 
dition at all times and a sufficient supply of spares of all parts 
liable to break or wear out should be kept on hand. The power 
house should be laid out in such a way that additional units of air 
compressors may be put in without disturbance to the rest of 
the plant in case it is found that the capacity of the plant first 
laid down is not enough. 

18. Several Units Preferable.—It is better to divide the сара- 
city among several units than to install one machine capable 
of delivering the whole supply. Suppose, for example, a tunnel 
of 25 ft. diameter is to be driven in what is expected to be an 
average bed of open ground. According to equation (44) the 
net capacity of the plant should be 7,500 cu. ft. per minute. 
Allow an excess capacity of 50 per cent, making the total capac- 
ity 11,250 cu. ft. per minute. This plant could be divided into 
3 units of 3,750 eu. ft. each. Under normal conditions two of 
these units ean supply all the air required, thus enabling the third 
to remain as a stand-by in case repairs are needed, and if the 
leakage should be greater than anticipated, all three units may be 
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used. If the leakage of air should prove greater even than what 
ean be taken сате of by the three units, another unit may be 
installed, bringing the total capacity up to that estimated for 
very open ground. 

19. Standardization of Plant.—It is advisable to standardize 
the compressor plant as well as other plants as much as possible 
to avoid confusion and to reduce the necessary number of spare 
parts. 


(b Hiau PRESSURE AIR COMPRESSING PLANT 


20. Purpose.—The high pressure air compressing plant is 
used to supply the power to the rock drills, grouting machines, 
pumps, hoisting engines and other tools and implements driven 
by compressed air. 

21. Capacity Required.—The required capacity of the 
compressors may be computed by adding the consumption of all 
the tools and implements that it is estimated will be in use at the 
same time. Аза guide in making this estimate it may be stated 
that from previous experience it appears that for roek drills 10 
cu. ft. of free air per minute are needed per square foot of face 
covered by rock, and that for grouting 1 eu. ft. of free air per 
square foot of face per minute 15 needed. 

22. Use of Low Pressure Air Compressors.—When the low 
pressure air plant is not running to its full capacity, this may be 
used to assist the high pressure air plant. On the Hudson River 
tunnels of the Pennsylvania Railroad during such time as the 
headings were mostly in rock and much air was needed for the 
drills, the full capacity of the low pressure compressors was not 
needed. Compressed air was then furnished from the low pres- 
sure plant into the air cylinders of the high pressure compressors. 
In this way the capacity was increased 4,400 eu. ft. of free air 
per minute. On the East River tunnels of the Pennsylvania 
Railroad, in addition to the regular high pressure air plant, a 
combination machine was installed which could be used either as 
a high pressure compressor or as a low pressure machine. Аза 
low pressure compressor it had a capacity of 5,000 cu. ft. per 
minute; as a high pressure compressor it could compress 1,600 
eu. ft. of free air up to 90 Ib. gauge pressure with atmospheric 
intake or 6,900 eu. ft. to 140 lb. with an intake pressure of 
90 Ib. 
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23. Gauge Pressure.—The gauge pressure at the compressor 
will depend on whether the tunnel is driven under compressed 
air or in normal air and on the friction loss in the pipe. When 
driven under compressed air the gauge pressure should be from 
140 to 150 Ib. per square inch, if a pipe of a reasonable size is used 
for delivery. The air tools work best at a pressure of from 90 to 
100 lb. above that of the air in which they are being used, that 
is to say, if the air pressure in the tunnel is 30 lb. per 
square inch the delivery pressure should be from 120 to 130 Ib. 
per square inch. 

24. Efficiency Pays.—In all tunnel power plant lay-out it 
pays to remember that the real economy lies in the output of as 
many units of tunnel work per unit of time as possible and not 
in comparatively insignificant economies of power house equip- 
ment and installation. Тиле in these matters is “of the essence 
of the contract” to the contractor equally with the owner. 
There is nothing more disheartening, not only to the contractor 
himself, but to every worth-while man in his tunnel gang to find 
the drills feebly pecking at the rock, because the air pressure has 
not got the punch. Get good reliable machines of ample capacity 
and giving ample pressure, put in pipe lines that are thoroughly 
well installed and maintained and of ample size, and then the 
men on the job have a chanee to show what they ean do. 


(c) HypRAULIC PRESSURE PLANT 


25. Purpose.— The hydraulic pressure plant is used to work 
the shield, by supplying the power to the propelling Jacks, the 
face jacks and the segment erector. 

26. Pressure Used.—For modern shields the hydraulic plant 
and equipment is generally made capable of developing and 
working under a pressure of 5,000 Ib. per square inch; 6,000 Ib. 
pressure has been used. 

7. Capacity of Plant.—It may be assumed that the shield 
jacks are used when the other hydraulie equipment of the shield 
is not in operation. The capacity of the hydrauhe compressors 
will then be determined by either that required for the shield 
jacks or that for the other hydraulic equipment. 

28. Capacity Required for Shield Jacks.— Consider first the 
shield jacks: the volume of water to be delivered will be a 
function of the cross-sectional area and number of the shield 


238 SHIELD TUNNELING 


jacks and of the distance the plunger of a shield jack travels per 
minute in relation to its cylinder. In modern shields the total 
jack pressure provided may be taken as lying between 70 and 
140 lb. per square inch of the cross section of the tunnel. If D 
is the external diameter of the tunnel in feet and A is the total 
cross-sectional area of the shield jacks in square inches, then A 
will lie between the limits of 1.630? and 3.261". Let it now be 
assumed that it is desired to provide for an advance of the shield 
of 3 in. per minute for the lower value of А and 135 in. Тог 
the higher value, then the net displacement Q in U. 5. gallons 
per minute in the first ease is Q = 1.6870? X 3/231 = 0.0212D?, 
and in the second ease Q = 3.260: X 1.5/231 = 0.0212D?. The 
required displacement is the same, therefore, in both cases. To 
this displacement should be added about 10 per cent to allow 
for leakage. The net capacity of the hydraulic pressure plant 
in gallons per minute C may then be expressed by 

(О | (46) 
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Fic. 105.—Relationship between diameter of tunnel and capacity of hydraulic 
power plant. 


29. Capacity Required for Other Equipment.—A similar 
investigation should be made of the other hydraulic equipment 
of the shield and the required capacity determined. Usually 
it will be found that the requirements for the shield Jacks will be 
the greater. 

30. Spare Plant.—Owing to the high pressure under which 
the hydraulic plant is operated it is likely to get out of order and 
it is advisable to install a plant of double the capacity computed. 

31. Diagram of Capacity. —Figure 105 shows the curve of the 
equation in par. 28, giving the net required capacity and also a 
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curve giving the double of this eapacity, which is the capacity of 
the plant that should be installed. 


(d) Кристи LIGHT AND POWER PLANT 


32. Purpose. -lhe purpose of the electric light and power 
plant is to furnish the current required for lighting the tunnel 
and the working site and for supplying the power to the various 
tools and plant operated by electricity. 

33. Capacity of Plant.—The capacity of the plant must be 
calculated from the aggregate current consumption required to 
operate the various items of plant and tools and to furnish the 
necessary lighting. The matter of the spacing of the lights 
required in the tunnel itself is dealt with in Chap. X, par. 39. 
The total number will depend on the length of tunnel to be 
built. 'The other lights will be those for the offices and power 
house, machine shops, men's quarters and other buildings and for 
the yard itself; since tunnel work ts earried on usually by night 
as well as by day a full allowance of lights should be provided. 
For the yard there is nothing so good as arc lights which ean be 
used to flood the whole area with light almost equal to that of day. 

34. Current from Outside Source.—In cases where the tunnel 
work is being done where publie service electric current of a 
reliable nature is to be had, it may be an open question whether 
an electric generating plant at the works is necessary or justified. 
Generally it may be said that the uninterrupted supply of current 
to the works is so important that a generating set should be put 
in even if only to act as a stand by in case of interruption to the 
publie supply. 


(e) THE MACHINE SHOP 


35. Use of Machine Shop.—It will be necessary to make 
coastant repairs and alterations to the plant, both portable and 
fixed, both surface and underground. It is necessary, therefore, 
to provide a well equipped workshop so that these repairs and 
alterations may be carried out on the spot, thus avoiding the 
expense and delay of having them done outside. No attempt 
will be made to specify or describe in detail the equipment for 
such a workshop but the following list will give some idea of the 
tools needed. | 
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Drill bit sharpening machines. 
Blacksmith tools. 

Drill presses. 

Lathes. 

Pipe cutting and threading machine. 
Bolt cutting and threading machines. 
Punching and shearing machines. 
Steam hammers. 

Saw benches. 

Band SAWS. 

Rotary saws. 

Planers. 

Planers and molders. 


(f) Tne BOILER PLANT OR OTHER SOURCE OF POWER 


36. Selection of Source of Power.— In places where there is an 
abundant supply of reliable electric power, the power house 
plant may be driven by electricity. 

37. Difficulties with Air Compressors.—There is a difficulty, 
however, in connection with the use of electric power to drive air 
compressors. The speed of the motor cannot be changed and 
consequently there is no way of regulating the volume of air 
discharged. When clectric power has been used certain expedi- 
ents have been adopted. In some cases the plant may contain 
electrically operated compressors with other units driven by 
steam. The electric compressors may then discharge their 
output into one or more tunnels requiring more than their 
total volume and the deficiency is taken сате of by the steam 
units. 

38. Flexibility Necessary.—In a compressed air tunnel the 
volume of air required at any given time depends on the character 
of the ground being penetrated at that moment. The ground 13 
liable to change rather suddenly so that there should be a flexible 
delivery of air. This is achieved more readily with steam than 
with electric power. 

39. Steam Power Preferable.—Steam power also has draw- 
backs. It takes up more room; it involves the handling and 
storage of coal; some of the energy produced is wasted, because 
it cannot be proportioned exactly to the work required. Never- 
theless,it is*believed that, with things as they are now, steam 
operation is the proper choice for heavy work. 
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40. Boiler Capacity.—The boiler capacity necessary for any 
given ease has to be computed from the items of plant which 
the steam will operate. The following table, Table XXII, shows 
the horse power actually used at several compressed air tunnels. 


PABLE ХХИ.—НовзЕ POWER or COMPRESSED AIR TUNNEL PLANTS 
ин — 6 EE ق‎ un uu ee 


Total 


| Number cross- ош › 
Ref. Tunnel Outside | of ra horse ЈЕ 
No. | diameter, Tem jos ОП | power, | А 
feet | “У ЈЕ: n 
Sue iu 
(A-19| P. В. В. East River, 
A ee 23.00 4 СООЗ осо 51 
СЕТО ИР В R. East River, 
Lonc Isand e УК. 23.00 4 1,662 | 4,200 |2.54 
(A-1S) P. В. В. Hudson River, 
о. 23.00 2 S31 | 1,500 [2.17 
(ЛР В. В. Hudson River, 
о И 23.00 2 СОЛИН ЗОО 
(F-12) Concorde Metropolitan 25.54 1 512111, 1001. 15 


(В) THE YARD PLANT 


41. The Working Site.—Tho first item in the yard plant is the 
working site. This is located at and around the shaft from which 
access is had to the tunnels under construction. It is occupied 
by the storage yard, storage buildings, power house, offiees and 
men’s quarters and other facilities. 

49. Size of Yard.—The working site should be large enough 
to permit the work to be done efficiently. The proper size will be 
affected by the size of the tunnel, the number of headings and Ше 
character of the work. It is difficult to give any definite figures 
as to the actual area required, but from previous experience 1t 
may be said that an area of from 100 to 150 times the total cross- 
section of the tunnels worked at one time will be about right. If 
only one tunnel is driven the necessary area per unit of tunnel 
cross-section will be larger than if two or more are constructed 
at once. j 

43. Cages.—To handle the material through the shaft, elevators 
or eages should be provided. These must be equipped with 
safety devices so that they cannot be “overwound” into the head 


gear nor dropped to the bottom of the shaft. Catches or chains 
16 
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must be provided in the cages so that cars being hoisted cannot 
drop out. Safety gates should be provided at top and bottom 
so that men cannot walk into the cage-way. At the top of the 
shaft around the eage automatie covers lifted and lowered by the 
cage itself should be provided to prevent things dropping down 
the shaft. 

44. Derricks.—Derricks are required to load and unload 
materials. Locomotive cranes are useful in places where materials 
have to be transferred. 

45. Railroad Tracks.—If the yard is near a railroad a siding 
should be provided for transfer of materials. 

46. Storage Space.—Storage space must be provided for the 
materials of construction, sueh as sand, stone, cement, tunnel 
lining, ete. The sand and stone should be stored in elevated 
bins. The cement must be stored in waterproof sheds. Tunnel 
segments may be piled up on the ground. Segments of different 
patterns should be stored in separate piles. Further storage 
space must be provided for coal, dynamite, lumber, tools and 
other things. 

47. Stone Crusher.— Where the rock excavated is suitable 
for concrete aggregate a stone crusher may be an economical 
investment. 

48. Waterfront Equipment.— Where the yard adjoins navigable 
water the materials to be received and disposed of may be handled 
by water traffic, which usually is more economical than other 
methods. 

49. Pug Mill.—If tempered clay cannot be obtained for 
“pugging up” it may be necessary to have pug mills to work the 
raw clay. 

50. Traction.—To move cars around the yard men, mules or 
electric traction may be used. Men should be used only where 
no other means are possible. 


(C) OFFICES AND MEN’S QUARTERS 


51. The Engineer’s Office.—Where the work is going on for 24 
hours a day a large proportion of the engineering staff will be 
working in shifts. Consequently, there is on any piece of work 
of large size a number of engineers and inspectors that must 
have allotted to them room for their clerical, eement testing, 
photographie and other routine work and there must be provided 


У С PESNT 245 


also locker rooms in which each man will keep his clothes. 
As a general rule the men on duty will have to eat a meal in the 
offices and a room may be set apart for this purpose. Adequate 
toilet and washing accommodations with hot and cold water 
must be provided, including shower baths. The engineers 
should have their own hospital lock and their own means for 
making the hot drink which is a necessity in compressed air work. 
The engincer's quarters should be looked after by a special 
janitor day and night. The engineer in charge should see that 
scrupulous neatness and eleanness is kept throughout. In the 
locker rooms a certain quantity of tunnel dirt will be brought in 
as the men come up from below with mud all over them, but it 
should not be permitted to remain there. It is a good idea to 
have а tub of water in which the men can wash off their rubber 
boots before coming into the offices. Good work cannot be done 
in a pig sty. Many a young engincer likes to glory in the dirt 
and roughness of his work. ‘This is a great mistake. Down 
below he must be prepared to get as dirty as may be. When he 
reaches the surface he should shed this dirt and become once more 
a clean and civilized being. The engineer in charge should have 
his own private office and his own wash room. A certain reserve 
is essential and his authority must not be risked any more than 
must that of a captain of a ship. 

52. Offices for Construction Staff.—By the construction staff is 
meant the men who perform the exccutive and administrative 
functions of the actual construction. They will include the 
general superintendent and his chief assistants such as the 
assistant general superintendent, the general tunnel superin- 
tendent and the chief medical officer. То be housed in the offices 
will be resident doctors, doctor's assistants, master mechanic, 
chief electrician, concrete foreman, chief carpenter, timekeepers, 
telephone operators, office boys, messengers and janitors. The 
same requirements apply to these offices as to those of the 
engineer. Dark, ill ventilated, dirty and unheated shacks are 
not proper places in which the responsible work of building a 
tunnel should be done. The offices should be laid out with as 
much care as though they were those for a commercial enterprise. 
Fach man should have his own locker, each responsible head of a 
department his own room. There are occasions when the head 
of the department will have to sleep on the job and accommoda- 
tions should be made for this. The doctor’s office should be 
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ample in size and fully equipped with everything the doctor may 
call for. The men should not be led to think that their hurts 
are not being attended to with the greatest possible skill and care. 

53. The Men's Quarters.— The men's quarters should receive 
the same сате and attention as those of the engineers and of the 
administrative staff. In a large tunnel work with several shields 
being driven at once, and especially in high air pressure, where 
the shifts are short, the number of men employed runs up to a 
large total. In planning the men's quarters liberal estimates 
should be made of the probable total number of men. An individ- 
ual locker should be provided for each man. Drying rooms 
should be set aside to dry the wet clothes as the men come up 
from below and a man should never have to put on clothes still 
wet from the previous shift. The washing accommodations 
should be ample. Provide enough wash basins so that all the 
men in one gang can wash at one time and enough shower baths 
to avoid keeping men waiting. Hot and cold water, soap and 
towels should be provided without stint. Hot sweet coffee, or 
preferably hot beef extract, must be given the men freely. 
Janitors should be held responsible for a clean and tidy condition 
of the wash rooms and the toilets. A good light room for eating 
and for the men to rest in, 1f the shifts are broken, should be pro- 
vided. The tunnel men proper should have distinct quarters 
from the power house men and the surface force. These are the 
men on the firing line. When the blow comes these are they who 
stand breast to breast with the trembling ground and who have 
thrust their very bodies into the forming crater to save the 
tunnel. Their work is hard, it is done in the depths far from the 
cheerful sunlight. They deserve decent comfort and attention. 


GHAPTER XII 
CONSTRUCTION 


INTRODUCTION 


1. Fundamental Principles.—The process of driving a shield 
must be done in such a way that the greatest possible speed of 
advance is attained with the least possible danger to the tunnel or 
to nearby structures. "The first object is reached by a suitable 
design, an efficient working force and an adequate and suitable 
plant. To obtain the second the face of the excavation must be 
under complete control at all times, that is to say, there must be 
no movement of the ground through which the tunnel is driven 
except of that portion immediately in front of the shield which has 
to be removed to allow the shield to moveforward. Difficulties 
will be met in the course of driving. It is essential that the engi- 
neer should be able to forestall these difficulties, recognize them 
when he sees them and know how to overcome them. 

2. Purpose of Using Shield.—The principal function of the 
shield is to support the ground around the tunnel exeavation 
until the lining has been placed. The more support ts needed the 
more applicable is the shield method. In firm rock and їп cer- 
tain kinds of stiff ground, the exeavation will stand unsupported 
for quite some time. In such ground a shield is not needed 
and is, in fact, an impediment. If the ground is of varying char- 
acter along the course of the tunnel the shield may be essential 
for part of the way and it may be necessary to carry the shield 
through the portions that do not need its assistance. 

3. Work Involved in Construction.— The work of building a 
shield driven tunnel consists essentially of: 


(1) Exeavating the ground. 
(2) Erecting the lining. 
(3) Completing the interior finish. 


In shield driven tunnels the first two processes are carried out 
at one time and the methods used are independent of the purpose 
for which the tunnel is to be used. The last process depends 
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on the final use of the tunnel and does not come within the scope 
of this book. 

4. Synopsis of Chapter.—This chapter and that following will 
treat of the work of construction under the following heads 

(A) Excavation. 

(B) Blows and blankets. 

(C) Driving shield. 

(D) Erecting lining. 

(Е) Grouting. | 

(F) Calking and grummeting cast iron lining. 

(G) Engineer's supervision. 


(A) EXCAVATION 


5. Excavation Methods Depend on Ground.—It is the ground 
itself which dictates the method of excavation to be used in any 
given case. The ground may be dry or wet, it may be rock, 
clay, gravel or sand, part rock and part soft ground, mud or 
mixtures of these. An outline of the methods used for these 
kinds of ground will be attempted in this chapter. 

6. Design of Shield.—The shield is the main working imple- 
ment used in the construction. Its proper design for the kind of 
ground in which it is to be driven is essential for the successful 
and economical performance of the work. The matter of shield 
design is treated in Chap. IX. 


(А-1) EXCAVATION IN ROCK 


7. Excavation in Rock, Reason for Using Shield.—In solid 
rock the shield makes a poor showing. The method is unsuited 
to the material. In many cases, however, it is necessary to take 
the shield through solid rock. For example: a shield driven 
tunnel may have to be started in a solid rock formation and driven 
through this for some distance before the soft and waterbearing 
ground, in which the shield has its true home, is reached. Or a 
ledge of rock may have to be traversed in an otherwise soft ground 
tunnel. Or perhaps a succession of soft waterbearing seams of 
decomposed rock are found between stretches of sound rock. In 
such cases the shield may have to be driven through the sound 
rock in order to do its real duty which is eonfined to the decom- 
posed zones. 
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8. Shield Exposed to Damage in Rock.—In solid rock the 
excavation is done ahead of the shield and the shield is advanced 
by its jacks through the space excavated. If there is any piece of 
rock projecting in the path of the shield the latter will suffer 
severely as a result of the collision. Probably more damage has 
been done to shields by their striking rock than by all other 
causes put together. Furthermore, the rock has to be excavated 
by blasting and it is impossible to prevent flying fragments of 
rock striking the shield. This batters and bends the structural 
members of the shield and may weaken it to such an extent that 
serious deformation may result. See Figs. 89 and 90. 

9. Method of Carrying Shield through Rock.—As much as 
possible of the rock should be removed before the shield gets to 1t. 
Where the cover is ample the entire bore may be taken out so that 
the shield may pass through the opening thus made. It will be 
understood that the process in this ease is not shield tunneling in 
the true sense, but only a matter of moving the shield forward 
through the rock portion of the tunnel until the proper shield 
ground has been reached. During the progress through the 
rock the shield may be used for the erection of the lining. If 
east iron lining is used for the tunnel as a whole, the same material 
is often used through the rock portion, though possibly of a lighter 
weight. In that case the shield will be self-propelling. The 
lining will be built up in the usual manner within the tail of the 
shield and the shield will move forward under the push of 
the jacks against the finished portion of the lining. Where the 
cover becomes too little for the entire bore to be taken out in 
advanee, as much as possible of the rock should be taken out in 
advance of the advent of the shield, even if this means merely a 
bottom heading. 

10. Blasting in Front of Shield.— Where the full bore ean be 
excavated ahead, notwithstanding care taken to remove all the 
rock before the shield comes along, there is always some trimming 
to be done in the immediate forefront of the shield. Where the 
cover is too small for the previous removal of the full bore, large 
quantities of rock must be removed immediately in front of the 
shield. The drilling and shooting must be done with small 
charges in short holes placed close together so that the rock will be 
broken gently and not caused to fly violently in large masses. 
The depths and spacing of the holes, the size of the charges and 
the strength of the explosive depend wholly on the character of 
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the rock and are best made the subject of some careful experi- 
ments early in the work. Where the cover is small and apt to 
vary test holes should be run upwards in the top before each shove 
so that no unexpected break through into soft ground may cause 
à disastrous run. 

11. Removal of Rock through Shield.— Where large quantities 
of rock spoil have to be handled through a shield it 13 a great 
drawback if the muck ears cannot be run through the shield into 
the face or through the bottom heading. In such cases a eareful 
study should be made in the shield design as to whether an open- 
ing can be provided in the bottom portion of the shield large 
enough to pass the cars. If the shield has to pass through soft 
aud waterbearing ground after or before passing through the 
roek the provision of this large opening may entail a good deal of 
additional expense in building the shield. This expense may be 
small, however, in eomparison with the never ending delay and 
annoyance eaused by handling the rock through small openings 
intended for mud or sand. These large openings would have 
to be made so that they eould be elosed or sub-divided when the 
rock work was over. On the East River Tunnels of the Pennsyl- 
vania Railroad (A-19) the elosed bulkhead in the bottom of the 
shields was found to be such a hindranee when working in the 
rock that the contractor eut through these bulkheads thus allow- 
ing an opening through which the cars could be run. 

12. Position of Heading.—In taking a shield through rock, as 
in all other cases of rock tunneling, where the cross-section of the 
tunnel is large enough to permit the heading and bench inethod, 
the heading may be placed at the bottom, at the top, or at the 
middle of the eross-seetion. 

13. Bottom Heading.—If placed at the bottom a convenient 
set of circumstances is created for placing the cradle (of which 
more later), but a disadvantage is had by reason of the fact that 
the great bulk of the excavation is above the heading. When 
firing is started the muck falls to the bottom blocking the 
heading and work in the heading has to cease until the muek- 
ing for the round on the face has been n ‚ау finished (see 
Fig. 106). 

14. Top and Bottom Heading.—In a tunnel of quite large cross- 
section a top heading may be driven in conjunction with a bottom 
heading if the cover is ample. In this way the top heading muck 
an be handled through the top pockets independently of the 
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bottom heading and thus reduce the delay to the heading work 
caused by the muck from the main enlargement. 

15. Center Heading.—On the East River tunnels of the 
Pennsylvania Railroad (A-19) it was found best to drive the head- 
ing approximately on the axis of the tunnel with the lower com- 
partment of the shield eut away to allow the muck ears to pass 
through the shield. Тһе rock below the heading was taken out 
as a bench in an ordinary rock tunnel. <A heavy timber platform 
was built out from the floors of the middle level pockets to eateh 
the muck shot from the upper pockets and thus prevent bloeking 
the tracks below. Most of the top muck was caught on this 
platform. The method is shown in Fig. 107. Аз the timber 
platform did not prove entirely satisfactory, the drills in the 
heading were turned upward and a top bench drilled and fired. 
The excavation left in the top was so little that it was allowed to 
fall on the tracks and was quickly cleaned away. This was found 
to be the best method for full rock section. 

16. Cradle.—A concrete invert or cradle should be built in 
advance of the shield. The shield slides upon this стаде and 
thus damage to the shield is avoided and true line and gradient 
are kept. The average thickness of concrete in the cradle should 
be not less than 4 or 6 in. Usually the inevitable overbreakage 
in the excavation will permit this thickness. It is usual to embed 
in the conerete two or three steel rails laid parallel to the 
tunnel and with the head of the rails projecting slightly above 
the eonerete. The rails and the concrete must be of strength 
sufficient to carry the weight of the shield. The width of the 
eradle depends on the size of the tunnel. The outside rails 
should be spaced rather more than one-half the length of the 
radius on each side of the vertieal axis, because as the lining will 
come to a bearing on these rails, this spacing will prevent deflec- 
tion of the lining under its own weight. If a third rail is used this 
will be placed at the vertical axis. If the spacing of the rails is 
less, the rails should be set rather higher than the designed eleva- 
tion to allow for flattening of the lining. This allowanee might 
be 1 in. for a 15-ft. diameter tunnel and 2 in. for à 25-ft. tunnel. 
The cradle should be far enough in advance of the shield so that 
the concrete has time to set thoroughly before the shield comes on 
it. It must be built with care to the exact line and gradient as it 
forms the guidance to the shield and the tunnel. The cradle is 
not a merely temporary expedient to allow the shield to be 
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hustled through the rock but is а part of the permanent work and 
as such subject to the engineer's close study and inspection. 

17. Waterbearing Rock.— The work of driving the shield in 
rock would be the same in essential features whether the rock were 
dry or carried waterbearing seams. И these were present it 
would be feasible to remove the water by pumping. In work of 
this kind, where full rock is usually incidental, an air compressing 
plant is almost a foregone conclusion and it is more convenient 
to do work in waterbearing rock under compressed air. This is 
particularly the case where the cover of rock is thin or at the 
approach to the point where the tunnel will run out of rock into 
soft and waterbearing ground. 

18. Ventilation Месеззагу.—Ш blasting is done under com- 
pressed air in a full rock face the volume of compressed air to be 
delivered to the working chamber will depend rather on the 
supply of an adequate volume of air to the men at work than 
upon anything else. This matter is discussed at greater length 
in Chap. XI. The conclusion was reached that an allowance 
of 2,000 cu. ft. of free air per man per hour was safe and reason- 
able and this volume should be supplied unless it can be shown 
without doubt that a less volume has no ill effects. If the 
explosive gives rise to particularly bad fumes, more may be 
required. It is a matter for experiment in cach case. 


(4-29) EXCAVATION IN DRY CLAY 


19. Shield Tunneling in Dry Clay.—Tho early development of 
shield tunneling was carried out in London where about 100 miles 
of deep level tunnels have been built for the rapid transit system. 
Most of these tunnels were built through the clay underlying the 
greater part of that district. The running tunnels are of fairly 
small diameter, from 11 ft. 3 in. to 13 ft. 6 1n. outside. The 
stations range from an outside diameter of 22 ft. 6 inato ЗОГС. 
with short lengths up to 36 ft. 9 in. and afford examples of tun- 
nels of large diameter in this material. 

20. London Clay.—The London clay is a dense and compact 
material, dark blue or gray in color and of remarkably uniform 
texture and composition. It is impervious to water and tunnels 
are driven through it freely without the use of compressed air, 
as far as keeping the face dry is concerned. It has been а com- 
mon practice to use light air pressures when passing under or close 
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to heavy or important buildings to prevent or minimize the earth 
movements. The clay, although dense and massive, is divided 
into large masses by thin cracks, known as “backs” by the 
miners. These cracks have а roughly vertical direction and 
polished surfaces. They tend to produce slides of ground when 
opened up on a face and the ground tends to be quite “heavy” 
when the area of the face is at all large. In common with most 
other clays it swells after exposure to the air. Headings driven 
through this clay, which have been closely timbered with sills, 
posts and caps and braced with dimension timber may become 
practically closed after standing a few months. It is common to 
find, when a large section of tunnel has been excavated by hand 
and timbered, as for example a shield chamber, that the weight 
has been enormous. It is what miners call a treacherous ground. 
It looks easy, but it is not. It has to be treated with respect and 
an opening in it must be lined as quickly as possible. ‘These 
characteristics make it an ideal field for the tunnel shield and it is 
the ground where the first development of the method took place 
оп a large scale. The first example of the modern type of shield 
driven tunnel, namely the Tower Subway (E-2), was driven 
through the blue clay of London. 

21. Methods of Excavating in Clay.—In the first tunnels, 
driven by shield through the clay the full face was excavated by 
the miner’s pick for a length of one ring of the lining, which was 
of cast iron. The shield was pumped or screwed ahead into the 
space so cleared for it, the cutting edge merely trimming or 
paring off any small irregularities left. The ground was capable 
of standing without support until the shield was moved ahead. 

22. Excavating with ‘‘Piles.’—In the 11 ft. 3 in. diameter 
tunnels of the City & South London Railway (Е-3) a marked 
improvement was introduced. This consisted of driving а 
heading some 6 or 7 ft. high and 4 or 5 ft. wide 6 to $ ft. ahead of 
the shield. The heading is timbered with 4-in. caps and posts. 
When the shield is ready to be shoved, wooden “piles” or stakes 
about 3 ft. long by 4 in. square with a chisel point at one end are 
put in place around the cutting edge of the shield. The butts 
rest on the shield diaphragm and the chisel points in small pockets 
picked in the clay. Before the shove is started a few of the 
timber sets of the heading are knocked out and a rough breasting 
is thrown across the heading in advance of the furthest point to 
which the piles will reach at the end of the shove and a plank 
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platform is laid from the bottom of the heading into the shield 
and through the shield into the working floor of the tunnel. 
The hydraulic power is admitted to the jacks and the shield 
foreed ahead. The shield presses the piles into the clay around 
the heading and breaks it down so that it is piled up on the plat- 
form in the bottom of the shield. The breasting across the 
heading prevents the loose clay from filling the heading to its 
face. After the shove is over the broken clay is loaded into cars 
and removed. All there remains for the miners is to trim up the 
excavation so that the cutting edge at the next shove has no 
more to do than to pare off chanee lumps. The work of excavat- 
ing the heading goes forward without interruption except that the 
men are withdrawn from the heading, as a matter of precaution, 
during the actual shove. Figure 108 shows a shield in London 
elay just after the shovel has been finished and the rams drawn 
back to make room for the next ring. The pile of loose clay 15 
seen lying across the mouth of the heading and extending back 
through the shield. Two men ean be seen in the length ahead of 
the shield, one trimming down the ground. Two more men are ìn 
the heading. 

23. Increase in Rate of Progress.—The result of this method 18 
to double the rate of advance. Copperthwaite (p. 99) says that 
a moderate rate of advance with a tunnel of 1115 ft. diameter 
would be 11 ft. 8 in. per 24 hr., while without the heading and 
piles the progress would be 5 ft. It is natural that the use of the 
heading and piles will increase the speed, first, because the face 
is divided into two stages so that more men can work at one 
time, and second, because at least 50 per cent, and possibly 75 
per eent, of the excavation is done by the hydraulie power of the 
shield, which is much more effective than the miner's pick and is 
done simultaneously with the forward move of the shield. 

24. Importance of Speed.— The matter of spced 1s important. 
Not only does the cost of the tunnel deerease rapidly as the 
speed of its driving is increased, but the faster the work of open- 
ing up the ground and erecting the lining the less the movements 
of the earth and the chance of causing settlements and damage. 

25. Excavation in Large Shields.— п a large shield for station 
tunnel in clay the same process is followed. It is a common 
eustom to drive the running tunnels through first, as this reduces 
the excavation to be done with the large shield and, more 
important still, reduees the area of, and consequently the pressure 
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on, the face. Piles are used, as with the smaller shields. Their 
efficacy is not so great owing to the greater solid surface of face. 
The shield is divided into floors and compartments as described 
in the Chapter on shields. The face Jacks are used to support 
the face. The exeavation is trimmed back by hand after cach 
shove and the vertical face held by breast boards, strutted from 
the shield framing. The face jacks are kept pressed against 
the face continuously. After the face has been set forward 
between the various platforms and strutted from the shield as 
described the ground is broken down in front of the face Jacks, 
which are immediately pushed forward again to support the 
face. The struts to the shield can be removed after the face 
jacks have been set forward and when the shield is shoved these 
jacks are forced back by the greater pressure of the shield jacks, 
maintaining during the shove their own full pressure against the 
face. In a shield of 32 ft. diameter the number of piles used 
will be over one hundred and the broken clay will be piled up 
on each platform floor to be east thence into the muck ears. 
See Fig. 109. 

26. Important Points for Large Shields.—The important points 
regarding these shields are (a) to have ample face jack power, (b) 
to have ample propelling jack power on the shield, (c) to divide 
the face of the shield in such a way that approximately an equal 
volume of excavation bas to come from each pocket, (d) to 
design the shield so that it cannot distort. Some of the large 
shields used in London had one or other of these faults with 
consequent loss of time and increased expense. 

27. Mechanical Excavators in Clay.— Of late years further 
improvements have been made in the clay tunneling shields. It 
is clear that by substituting mechanical appliances for the hand 
work of the miner a great gain in speed may be made. Several 
designs have been made and tried. The most successful is that 
invented by John Price of the contracting firm of Price and 
Reeves, London. 

28. Price's Excavator. ~The details of this machine have been 
described in Chap. IX. The operator must be competent and 
wide awake. He must not feed too hard into the ground, over- 
stress the mechanism, and cause undue stresses on the completed 
tunnel lining, neither must he feed forward so slowly that time 
is lost. Great сате is needed in the guidance of such shields. 
The advance is very rapid, consequently any error in driving 
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rapidly mounts пр. On the Rotherhithe pilot shield (12-17), 12 
ft. 6 in. outside diameter, a shove for a 20-in. ring including all 
excavation, was 20 min. The early shields of this type were not 
driven well to line or gradient and Dalrymple-Hay states (Proc. 
Inst. С. E., vol. 175, р. 216) that on one piece of work 25 per cent, 
and on another 10 per cent, of the finished work had to be altered 
to correct excessive deviation. By using careful methods on 
later work as much as 170 ft. of tunnel have been built in one 
week “without a single ring being off line or level by more than 
half an ineh." The greatest advance on record is 185 ft. of 12 
ft. 6 in. tunnel driven in one week. ‘These rotary cutters 
have not been applied to any shield larger than 12 or 13 ft. 
They are designed especially for use in clay and reach their 
highest efficieney in that material. The pilot tunnel of the 
Rotherhithe tunnel, however, was driven through a mixture of 
materials, including a layer of rock. with one of these machines 
with eomplete suecess. 

29. Reason for Using Shield in Dry Clay.—In clay that will 
stand like rock and will not swell no shield is needed. In dry 
clay of the nature of London clay, however, which has a tendency 
to swell when exposed to the air, the shield method is a great 
assistance in driving a tunnel, because it makes it possible to 
proceed without large and lengthy exposure of the ground. 


(4-3) EXCAVATION IN WATERBEARING GROUND 


30. Excavation in Waterbearing Ground.— When the ground is 
waterbearing the work may be carried out in compressed air. 
The effect of the compressed air is to drive back the free water, 
provided the pressure is large enough. If the ground is so stiff 
that the air eannot eseape through it and if the pressure of the 
air is not so high that it ean displace the ground, the result of 
the action of the compressed air is to establish a condition of the 
ground as though it were non-waterbearing. Consequently, 
if the ground, when the free water is expelled or held back is 
cohesive enough, the work of excavation may be carried out in a 
manner similar to those described in the preceding paragraphs. 
Headings in advance should be used with extreme caution beeause 
a slight change in the consistency of the ground may change 
radieally its capacity for self-support. 

17 
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31. Excavation in Open Waterbearing Ground.—The methods 
used in open waterbearing ground vary with the size of the tunnel, 
the design of the shield and with the specifie nature of the ground. 
Various methods will be described in the following paragraphs. 


Стту AND Soutu LONDON Rai~way (Е-3) and (E-10) 


32. The Assisted Shield.—In the year 1888 during the work on 
the City & South London Railway built by Greathead as the 
pioneer of the net-work of deep level rapid transit tunnels 
which traverse London, some stretches of open waterbearing 
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Fic. 110.— The assisted shield in water bearing gravel. The City & South 
London Railway (E-10). (From Proc. Inst. C. E., vol. 123.) 


gravel were met, although for the most part the work was in 
London clay. The shields were designed for use in elay and 
were of the type deseribed in Chap. IX. This gravel needed 
support, not only on the vertical face but also around the eireum- 
ference. When it was encountered the tunnel was put under 
air pressure and the work carried forward in the following way 
(хее Fig. 110). “А small heading was driven at the top in 
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advance of the shield, stout poling boards being used to support 
the top, resting at one end upon the forward end of the shield; the 
heading was then widened out and the polings continued until 
about three-fourths of the circumference and the whole face had 
been poled.” (Greathead, Proc. Inst. C. E., vol. 123, рр. 06-07.) 
The whole surface was grouted with lime to reduce the escape of 
air. When the exeavation for a ring length was done the support 
of the face, which had been propped temporarily off the front of 
the shield, was carried through the opening in the shield by 
means of stretehers the rear ends of which butted against a cross 
timber which, in turn, was supported against the flanges of the 
finished lining. The shield was then shoved, the skin of the 
shield sliding inside the circumferential polings. After the ring 
of lining had been erected the process was repeated. 

33. Disadvantage of Method.—The value of the shield as a 
protection against an inrush of water or ground is lost by this 
method because of the stretchers which pass through the shield 
during the shove. This risk is real as may be seen from the 
aceident that happened in Melbourne. A tunnel was bemg 
driven here by this method in open waterbearing ground. A 
blow occurred and owing to the impossibility of closing the 
shield the tunnel was flooded and every man inside the air lock 
killed. The assisted shield method, as it is called, should be used 
only where a short stretch of open ground is met on work other- 
wise in dry ground. 

34. Water Trap.—For shields in open waterbearing ground a 
water trap construction as described in Chap. IX removes the 
dangers conneeted with the use of an open shield. 


WATERLOO AND Ciry RAILWAY (15-9) 


35. Hooded Shield.—In the year 1894 the Waterloo and City 
Railway was built through open waterbearing ground. H. H. 
Dalrymple-Hay was the resident engineer. After several 
months of work with the Greathead type shield using the assisted 
shield method, Dalrymple-Hay reached the conclusion that an 
improvement was possible and proceeded to put his ideas to the 
test. He designed the first “hooded” shield (sce Fig. 111). 
The cutting edge was extended 2 ft. around the upper threc- 
quarters of the cireumference and this projecting hood formed a 
cover under which the miners could work. И allowed the gravel 
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Method of work in gravel (or “ ballast”). (From Proc. Inst. C. E., vol. 139.) 


Waterloo & City Railway (Е-5). 
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to be removed entirely from the bottom and the shield to be shoved 
without undue pressure on the jacks and without fear of the lower 
part of the cutting edge being run unwittingly into boulders. 

36. Clay Pockets. Dalrymple-Hay made another noteworthy 
step, by using tempered clay instead of the poling boards «around 
the cutting edge. This clay was placed in pot-holes raked out 
in front of the hood. Beginning at the highest point of the 
cireumferenee a miner, armed with a “timber-dog,” or large 
hooked spike, rakes out a hole from 12 to 15 in. wide and 
29 or 24 in. long and fills the hole immediately with tempered 
clay. Another like hole is then raked out alongside the first one 
and filled with clay and this is repeated until a ring of clay has 
been formed immediately in front of and reaching about 2 т. 
above the hood. While cach pot-hole is being made the air 
escapes freely, but when the clay stopping is put in the hole is 
made air tight at once. At the end of the shove the hood is 
buried completely in the tempered clay. Since the friction 
between the clay and the gravel is greater than between the clay 
and the shield a layer or skin of tempered clay 15 left outside of 
the skin of the shield as the latter advanees. This layer of clay 
prevents excessive loss of air and supports the ground until the 
grouting can be done. The saving of compressed air by this 
method is important. 

37. Support of Face.— Where the clay pockets were used the 
face was supported by timbering in the usual way. The breast- 
boards were vertical and held by walings strutted back from the 
shield diaphragm. After the whole face had been caught up т 
this way uprights, or “soldiers” were set against the walings and 
stretchers taken back from the soldiers to a cross-heam set 
across the finished tunnel lining behind the shield. The tem- 
porary stretchers to the shield diaphragm are struck and the 
shield is ready to shove. The operation is shown in Fig. 111. 
The raking out and “elaying up” of the pot-holes is done at the 
same time as the timbering of the face. Sometimes the face 
polings are grouted or clayed пр to lessen the escape of air. 

38. Tendency of Hooded Shield to Dive.-—The hooded shield 
in gravel has a strong tendency to dive, that is, it will stick its 
nose downward in spite of strong upward leads. It is customary 
to use timber or steel skids under the shield to keep it to gradient. 
This tendency is a serious nuisance and much attention must be 
paid to its prevention or correction. 
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BLACKWALL (Е-7) 


39. Shuttered Shields.—In the Blackwall tunnel shield a new 
departure was made in the design of shields for work in open 
gravel. This tunnel has an outside diameter of 27 ft. It 
erosses the Thames at London through beds of open gravel, is 
3,116 ft. long and the maximum depth from highwater to tunnel 
invert is SO ft. The minimum natural cover was 5 ft. of gravel 
directly under the river. The maximum air pressure was 
35 lb. on the gauge. The contract was let to S. Pearson and 
Son in the year 1891 and the work was handed over complete 
to the City in 1897. The engineers were Binnie, Baker and 
Greathead whose resident engineers were David Hay and 
Maurice Fitzmaurice. The contractor’s superintendent was 
E. W. Moir. 

















Fic. 112. The Blackwall Tunnel shield (E-7). (From Journal of Soc. of Arts, 
May 15, 1896.) | 


40. Blackwall Tunnel Shield.—The shield is shown in Fig. 
112. It had two diaphragms. The rear diaphragm was 6 ft. 
S in. from the rear end of the shield tail and the front diaphragm 
was 3 ft. in front of this. These diaphragms were closed except 
for four air locks, two between the bottom and middle floor and 
two above the top floor, and twelve muck chutes, one in each 
pocket. Each of these chutes and air locks had rubber faced 
doors and could be elosed, the intention to keep a higher air 
pressure in the working face than in the tunnel itself. It was 
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thought that not only could this be done but also a higher air 
pressure could be used in the lower pockets than in the upper. 
As a matter of fact this was not done and as stated in Chap. V 
it is difficult to see how it could be done. 

41. Sliding Shutters.— l'he most remarkable feature of the 
shield was the “sliding shutters” which were provided over the 
face of the working pockets as described in Chap. IX. 

42. Excavating in Front of the Shutters.—The excavation 
was always done from the top shutter down, in each pocket. 
The method varied according to the nature of the gravel and 
whether the air pressure was high enough to keep the ground dry. 
It might be so in the upper pockets and not in the lower ones. 
Under favorable eonditions the gravel might be shoveled out 
from the top of the shutters, or a shutter might be drawn back 
and the gravel be scooped out between that and the next one 
belowit. In very coarse gravel and under unfavorable conditions 
the sliding doors closing the small openings in the shutters were 
opened and the gravel raked out through the holes. Great care 
was taken to open as small an area as possible and cach shutter 
was screwed tight to the ground as the gravel was removed. 

43. Shoving the Shield.— The shield was not shoved the whole 
length of a ring at a time. Sometimes a few inches only at a 
time eould begained. The progress varied from 5 ft. in the worst 
week to 20 ft. a week when practice had been gained and confi- 
dence acquired. The number of hydraulic jacks for propelling 
the shield was originally twenty-eight. Each jack was 8 in. in 
diameter and had а 4-ft. stroke. In driving through the sand and 
gravel by the method deseribed it was found that the shoving 
force was not enough and six more Jacks of 10-1n. diameter and 
shorter stroke were added. The maximum hydraulic pressure 
used was 6,170 Ib. per square inch or 5,790 tons when all the jacks 
were working at full pressure. 

44. Clay Blanket.—In the gravel under the river itself the 
cover was as little as 5 ft. 6 in. for a distance of about 150 ft. 
A clay blanket, 150 ft. wide and 15 ft. thick was placed on the 
river bed here. Without this blanket it is open to doubt whether 
the tunnel could have been built by the shield method. For 
days the top of the shield was in the clay blanket itself; the natu- 
ral bed had come down through the shield. 

45. Blows.—The tunnel air pressure was regulated to agree 
with the hydraulic head at the top of the shield so as to minimize 
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the risk of a blow. Nevertheless, two or three serious blows did 
happen and twice the tunnel was flooded in а few minutes to а 
depth of 7 or 8 ft., the men escaping with great hazard. The 
elay blanket sank into the hole caused by the blow. 

46. Work in Bottom Pockets.—As the hydrostatic head at the 
bottom was about. 13 Ib. per square inch higher than at the top, 
the compressed air did not dry the lower part of the face. Ап 
enormous flow of water came through the gravel at the bottom. 
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Fic. 113.—Blackwall Tunnel (E-7). Method of work in bottom pockets in 
wet gravel (or "ballast ). (Courtesy, of W. C. Copperthwaite.) 


The sliding shutters were not used m the bottom pockets and 
the method of work used there is shown in Fig. 113. А eombina- 
iion of horizontal piles in the roof of the poeket with horizontal 
breasting below was used in these pockets. The horizontal 
breast-boards were held against the ground by telescopie streteh- 
ers which slid back as the shield advaneed. This allowed the 
eravel to be cleared away up to the cutting edge, a thing not pos- 
sible with the shutters. Perforated tunnel segments were used in 
the invert of the tunnel at intervals to relieve the inflow of water 
at the faee. Jets of high pressure water and small shots of dyna- 
mite were used sometimes to shake up the ground. A man 
probed in front of the cutting edge to discover any boulders which 
might damage the eutting edge. 

47. Progress Made under River.—It took 54 weeks to traverse 
the 1,220 ft. from the shaft on the one shore to that on the other, 
an average advance of 22 ft. 6 m. per week. 
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BAKER STREET AND WATERLOO RAILWAY (12-15) 


48. Small Shuttered Shield, Baker Street and Waterloo 
Railway.—The successful completion of the Blackwall tunnel, 
(15-7), driven through ground which, by ordinary mining 
methods, might be considered too dificult and dangerous even to 
be attempted, was a large step forward for the shield method. A 
усаг after its completion, in 1898, another tunnel was started 
under the Thames, also through the waterbearing gravel. There 
were two tunnels, cach 13 ft. in outside diameter, with a maxi- 
mum depth from highwater to invert of 70 ft. The shields were 
designed by Dalrymple-Hay and are shown їп Fig. 114. It is 
seen that a series of hinged and sliding shutters was provided on 
the plane of the forward hood and covering the entire face to 
within 3 ft. of the invert. Each shutter was in two independent 
parts divided by the middle upright stiffener of the shield. 

49. Shutters Discarded.—It was soon found in practice that 
these shutters were not suited to the size of the smeld or to the 
ground to be penetrated or to both these ш combination. The 
progress attained by them was slower than by the timbermg 
methods. Soon after entering the gravel the top shutters became 
distorted. Since it was thought a poor practice to mix the 
method at the face by using timbering in the top and shutters 
below and since the progress with the shutters had been slow, 
they were removed and the method of timbering down the face 
was used. | 

50. Face Support by Struts through Special Openings.—By 
the method used on the City and South London Railway (1-10) 
and on the Waterloo and City Railway (12-3) (see par. 32 and 37) 
the face had been supported during the shove by stretehers 
through the shicld opening. In the Baker Street and Waterloo 
shield, as modified after the shutters were removed, the stretehers 
were carried through special openings. Two pairs of steel 
struts were provided. They consisted of steel tubes 515 in. in 
diameter and 715 ft. long. The forward end gave a bearing 
against the face walings and the rear end bore an adjustable head 
by which the strut could be tightened against a cross beam 
("byatt ") wedged against the tunnel ning. The struts passed 
through openings cut in the shield diaphragm. Leather sleeves 
were fitted close around the struts to render the joint partly air 
tight. This arrangement made it possible to advance the shield 
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51. Method of Supporting Face.—The breast boards were set 
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periphery as on the Waterloo and City Railway tunnels. The 
face boards were pugged liberally also to keep down the loss of air. 

52. Adjustment of Air Pressure.—Several blows oceurred 
although сате was used to adjust the tunnel air pressure to the 
varving heights of the water in the river (the tidal range at 
London Bridge is about 21 ft.). “The blow-off of the air receiver 
was regulated automatically by a float on the river which carried 
a vertical board having an inclined channel bar groove attached 
toit. The groove constrained a roller which moved horizontally 
as the board rose and fell with the tide and varied by its move- 
ments the position of the fulcrum of the loaded valve-lever, thus 
varying the pressure according to the hydrostatic head” (Proc. 
Inst. С. Е., vol. 150, page 38). 

53. Progress.—An advance of 5 ft. in 24 hr. was the usual 
progress. 


ROTHERHITHE (E-17) 


54. The Rotherhithe Tunnel Shield.— The Rotherhithe tunnel, 
with an outside diameter of 30 ft., is the largest tunnel driven by 
shield under compressed air aeross a waterway up to the present 
year, 1922. The construction of this tunnel occupied the period 
between 1904 and 1908. The chief engineer was Maurice Fitz- 
maurice and the contractors the firm of Price and Reeves. The 
shield was designed by the contractors and differed widely from 
that of the Blackwall tunnel. No shutters were fitted. Face 
jacks, 5 in. in diameter and of 30 in. stroke were arranged т pairs 
in each compartment, of which there were sixteen. In each com- 
partment there was a water trap, made of a hanging diaphragm 
of steel plate with its lower edge about 3 ft. above the floor and 
4 т. below the upper edge of another diaphragm which rose from 
the floor about 3 ft. behind the hanging plate. There were 40 
shield jacks for propelling the shield, each with a diameter of 9 in. 
and a stroke of З ft. біп. The working pressure was 6,720 Ib. per 
square inch, giving a total forward thrust of 8,500 tons. The 
shield is shown in Fig. 115. The total weight of the shield was 
425 tons. 

55. Ground Penetrated.—This tunnel passed through a series 
of roughly horizontal layers or bands of blue clay, mottled clay, 
sand and shelly clay, rock, pebbles and sand. The serious difti- 
culties afforded at Blackwall were not present here. 
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56. Comparison with Blackwall Shield.—The shield was of 
vastly simpler construction than the Blackwall type. А tunnel 
shield is an instrument of brute foree rather than of delicate 
persuasion. Simplicity combined with strength should be the 
key-note of its design. 
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115.—The Rotherhithe Tunnel (1-17) shield. 
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57. The Pilot Tunnel.—The Rotherhithe tunnel is noticeable 
for the fact that the contractor decided to drive a pilot tunnel 
ahead of the main bore in order to explore the ground. ‘The 
pilot was 12 ft. 6 in. in diameter, driven with a rotary cutter 
shield of the Price type, and lined with east iron. The pilot was 
started from the shore shaft on the north bank of the river and 
was stopped when 150 ft. from the south shaft which then had 
not yet been sunk. It was driven, therefore, 1,420 It. Its 
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top was about 2 ft. below the top of the main tunnel. Fhe pilot 
was started on Oct. 12, 1905 and stopped on Jan. 22, 1906. 
It was in action, therefore, 103 days, counting Sundays and 
holidays and the average progress was 13.8 ft. per day. Phe air 
pressure varied from 12 to 21 lb. per square inch. The time 
required to make a shove for one ring, 20 in. long, was about 20 
min. in clay and 45 min. in hard ground. A bed of rock from 
3 to 5 ft. thick overlaid with clay and sand and underlard with 
sand and pebbly gravel delayed, but did not prevent the use of, 
ghe rotary cutter. 

58. The Main Tunnel, under River Progress. The main tun- 
nel was started on Feb. 17, 1906 from the same shaft as the small 
tunnel and arrived at the south bank shaft on Nov. 21, 1906. 
The distanee was 1,570 ft. 6 in. and the time clapsed 278 days. 
The average daily advance was 5.65 ft. The maximum advance 
in 24 hr. was 12 ft. 6 in. and the maximum tn one month 267 ft. 

59. Clay Blanket Not Needed.—Clay was kept in barges in 
readiness to place over the tunnel in case of a blow but 1t was not 
needed. The minimum cover was 8 ft. The elay bed of the 
river was so impervious to air that only a few bubbles were to be 
seen. 

60. Methods on South Approach in Gravel.—Such difficulties 
as were met on this work did not oceur under the river itself but 
in driving up the approach gradient on the south shore. "The 
tunnel here is under private property and in gravel, below the 
plane of high water, for part of the distance. In such ground 
the breasted face was allowed to come back into the shield as 
this advaneed, the cutting edge being forced into the gravel. 
Under these conditions all the jacks came into use under а pres- 
sure of 4,500 to 5,600 Ib. per square inch. The average progress 
was almost the same as that under the river. 


PENNSYLVANIA RAILROAD, East River (А-19) 


61. Pennsylvania Railroad Tunnels at New York. —The 23 ft. 
diameter tunnels of the Pennsylvania Railroad extension into 
New York City, built between 1904 and 1909, involved two 
crossings of the Hudson, or North, River and four of the Kast 
River. Sand and gravel were met in both rivers, but to a far 
greater extent on the Kast River than on the Hudson River. 

62. Pennsylvania East River Tunnels, The Shields. — The 
chief engineer of the East River tunnels was Alfred Noble 


270 


SHIELD TUNNELING 


and the contractors S. Pearson and Son, the builders of the 


Blackwall tunnel. 


There was a strong resemblance between 


the Blackwall and the East River shields. The main features 
of the Blackwall shield were reproduced here, including the 
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Fic. 116.— The Pennsylvania Railroad East River Tunnel, New York (А-19) 
shield. (From Trans. Am. Soc. C. E., vol. 69.) 


double diaphragm, the arrangement for keeping a higher air 
pressure in front of the diaphragm, the closed muck chutes and 
man locks, the bead on the tail and the sliding shutters for 


loose gravel. 


shutters clearly. 
63. Modifications of Shield.—On the East River work tho 
gravel was so unlike that at Blaekwall that after a good deal of 


The shield is shown in Fig. 116, which shows the 
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Fio. 117,—8hield work in loose water bearing ground. The Penneylvania Railroad East River Tunnele (A-19), (From Trona, Am, Soc C. E., vol. 68.) (Facing Page 210.) 
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tunnel had been driven with their aid, but with fairly frequent 
blows, the shutters were removed and the work carried out by 
poling the roof and breasting the face. The tendency was always 
toward simplification. One part after another of the original 
shield was removed. Japp says (Trans. Am. Soc. C. E., vol. 69, 
pp. 45-46): “The most satisfactory arrangement, in any type 
or mixture of types of material found under the river, was the 
hare shicld with fixed hood projecting 3 ft. in advance of the 
cutting edge for about two-fifths of the circumference, and no 
extension floors except those formed by sliding timber extensions 
which could readily be replaced if damaged. These sliding 
timber floors were built. of two 9 by 9-in. timbers in each pocket, 
decked with 3 in. planking, held down to the floor at the rear 
end by S-in. cross timbers propped from the floor above and 
back-propped to the bulkhead. These sliding platforms were 
ealled cantilevers and were used also for supporting the poling 
boards of the roof. Braces (known as “guns’’) consisting of a 
215-in. pipe, filled with cement grout, sliding inside а 3-in. pipe, 
and gripped with set-serews were used for bracing the breasting 
boards. Аз the shield moved forward the set-serews were 
adjusted to give enough frietion to hold the breasting boards 
tight while the guns telescoped on themselves. In the same 
way the cantilever timbers were adjusted as to friction by wedges 
between the bearing timbers and the cantilevers.” 

64. General Method of Work in Loose Ground.—The final 
method developed on the East River for working through loose 
open ground is shown in Fig. 117. The face was mined out to 
the front of the hood and breasted down to a little below the 
floor of the top pockets. In the middle tier the earth took its 
natural slope on the floor. Toward the rear of the bottom 
pockets it was held by stop planks. "The air pressure was held 
at about hydrostatic head at the middle of the shield so that the 
ground in the lower pockets was wet and flowed under the 
pressure of shoving the shield. 

65. Keeping to Line and Gradient.—-While no particular 
difficulty was met in keeping to the desired line, the usual trouble 
with regard to keeping to gradient was met. In some cases the 
cutting edge of the shield had to be kept from + to 8 in. higher 
than the finished grade line of the tunnel. As in all these cases 
the constantly varying nature of the ground made it most hard 
to determine in advance how the shield should be pointed. 
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tunnel had been driven with their aid, but with fairly frequent 
blows, the shutters were removed and the work carried out by 
poling the roof and breasting the face. The tendency was always 
toward simplification. One part after another of the original 
shield was removed. Japp says (Trans. Ат. Soc. C. E., vol. 69, 
рр. 45-46): “The most satisfactory arrangement, in any type 
or mixture of types of material found under the river, was the 
bare shield with fixed hood projecting 3 ft. in advance of the 
cutting edge for about two-fifths of the circumference, and по 
extension floors except those formed by sliding timber extensions 
whieh could readily be replaced if damaged. These sliding 
timber floors were built of two 9 by 9-in. timbers in each pocket, 
decked with 3 in. planking, held down to the floor at the rear 
end by S-in. cross timbers propped from the floor above and 
baek-propped to the bulkhead. These sliding platforms were 
called cantilevers and were used also for supporting the poling 
boards of the roof. Braces (known as “guns’’) consisting of a 
21 ;-in. pipe, filled with cement grout, sliding inside а Зе. pipe, 
and gripped with set-serews were used for bracing the breasting 
boards. As the shield moved forward the set-screws were 
adjusted to give enough friction to hold the breasting boards 
tight while the guns teleseoped on themselves. In the same 
way the cantilever timbers were adjusted as to friction by wedges 
between the bearing timbers and the cantilevers.” 

64. General Method of Work in Loose Ground.— The final 
method developed on the East River for working through loose 
open ground is shown in Fig. 117. The face was mined out to 
the front of the hood and breasted down to a little below the 
floor of the top pockets. In the middle tier the earth took its 
natural slope on the floor. Toward the rear of the bottom 
pockets it was held by stop planks. The air pressure was held 
at about hydrostatic head at the middle of the shield so that the 
ground in the lower pockets was wet and flowed under the 
pressure of shoving the shield. 

65. Keeping to Line and Gradient.—While no particular 
diffieulty was met in keeping to the desired line, the usual trouble 
with regard to keeping to gradient was met. In some eases the 
cutting edge of the shield had to be kept from 4 to 8 in. higher 
than the finished grade line of the tunnel. As in all these cases 
the constantly varying nature of the ground made it most hard 
to determine in advance how the shield should be pointed. 
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66. Jack Pressures.—QOn an average the shields were shoved 
by ten or twelve of the bottom jacks with a pressure of 4,000 Ib. 
per square Inch. As the plungers were of 9-1n. diameter the 
average total foree on the shield was 2,800,000 Ib. Where the 
shutters were used it would take over 6,000 Ib. per square inch on 
all the 27 jacks so that the total forward thrust required. was 
10,300,000 Ib. 

67. Progress.— Ву the method outhned 4,195 linear ft. of 
tunnel were driven by four shields т 120 days, an average of 
8.74 ft. per day per shield. 


PENNSYLYANIA RAILROAD, Нсрзох River (A-18) 


68. Pennsylvania Railroad Hudson River Tunnel Shield.—The 
chief engineer for the tunnels under the Hudson River of the 
Pennsylvania Railroad was Charles M. Jacobs, and the соп- 
tractor was The O' Rourke Engineering Construction Company. 
The shields used are shown m Fig. 118. The design was worked 
up in the иу office and adopted by the contractor. 
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Frc. 119.— Work in waterbearing sand. Pennsylvania Railroad Hudson River 
Tunnels (А-15). (From Trans Ат. Soc. С. Е., vol. 65) 


69, Comparison with East River Shield.—The shield is а 
simpler one than the East. River type. This is refleeted in their 
weights. The struetural portion of the East River shield weighed 
185 tons and that of the Hudson River shield 135 tons, a differ- 
ence of 37 per cent. The hydraulic fittings for the Hudson 
River shield weighed 58 tons additional. 

70. Method of Work in Sand, Hudson River.—The system of 


timbering used is shown in Fig. 119. The ground was excavated 
18 
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2 ft. Gin. (the length of one ring of the lining) ahead of the cutting 
edge. The roof was held on longitudinal poling boards resting 
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71. Method of Work in 
Gravel, Hudson River.— 
When the upper part of the 


SETTING FORWARD BREAST 
Е., vol. 68.) 


BOARDS FOR NEXT SHOVE 





Pennsylvania Railroad Hudson River Tunnels (А-15). 


a 
> 
ES = face was in gravel, making 
we 9 ` it impossible or inconvenient 
BS ps 2 
I сЗ $$ to put in the longitudinal 
о 3^ Е poling boards or the vertical 
SIE и. = 
ue SE = breast boards another system 
ay = 
x 95 EZ had to be used. In that ease 
d a О AS А * 
anl Se = the excavation was carried 
sa ag c . | 
Us а = only 15 in. (half a nng 


length) ahead of the eutting 


En И 5 edge and the longitudinal 
PU ЊЕ Р polings were replaced by 
iT E = transverse boards supported 
zo Шш 1 by pipes which were placed in 
ES кош ~ holes provided in the shield 
А жес ¢ diaphragm to take breasting 
| аде =  gtruts which had been designed 
SAI E. e but not made. The pipes 


acted as cantilevers and 
were in two parts. А 215-in. 


CONSTRUCTION “гш 


pipe was wedged tight into the holes and smaller. pipes slid 
inside them, like the guns used on the East River shields. 
After a small section of the ground had been excavated a board 
was placed against it, one of the pipes drawn out under it and 
wedges driven between it and the board. These breastings were 
kept below the level of the overhanging hood, so that, when the 
shield was shoved the boards would come inside of the shield. 
The boards were braced also by vertical posts from the sliding 
platforms. The upper part of the face was held by horizontal 
breast boards braced from the sliding platforms by upright 
soldiers. The lower part of the face was caught by “piling” 
(vertical breast boards) braced to the tunnel through the lower 
doors. Sometimes two rows of piling were used, though one 
was usual. The system is shown in Fig. 120. 

72. Shoving the Shield.—Although the breasting was only 15 
in. ahead of the hood the shield was advanced 30 in., the ground 
around the cutting edge of the hood being scraped away by men 
working bars in the place from which the temporary breast 
boards at the circumference had been removed. The back 
pressure on the sliding platform jacks, when their exhaust 
valves were partly open, offered a good resistance and held the 
face up as long as the movement of the shield continued. 

73. Escape of Air.—There was an enormous escape of air.while 
working in the sand and gravel although large quantities of straw 
and clay were used in front of the boards to eut down the loss. 
The joints of the iron lining were pugged up with clay also. Аз 
more air was being lost than the power plant could supply to 
two tunnels, the expedient of working the two tunnels in turn 
was adopted. That is, one tunnel was under compressed air 
and being advaneed while the other was under normal air and 
at a stand-still. The one under normal air acted as a drain to 
the one being driven. Work in each tunnel was alternated. 
When one tunnel got 150 ft. ahead of the other it was stopped, 
the air taken off and the other started пр. In this way the 
‘capacity of the power plant was made equal to the demand and 
it may be a useful expedient to remember when confronted with 
a similar problem. It is of value only when the open gravel 
portion is short in comparison to the work as a whole so that the 
expense of an air compressing plant of a capacity great enough to 
cover all the tunnels at once in the open gravel would not be 
warranted. 
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74. Progress Attained. On these tunnels in sand and gravel 
the average progress was one ring of 2.5 ft. length in 10 hr. and 
15 min., or 5.85 ft. in 24 hr. 


SAND AND GRAVEL, GENERAL CONCLUSIONS 


75. The Shield.— The shield should be strong and simple in 
design. Elaborate or ingenious devices are usually a handicap. 
The value of sliding shutters is doubtful. "They have been tried 
on several shields but have been discarded on all except on the 
Blaekwall tunnel (E-7) shield and it is possible that equal prog- 
ress might have been made here without the shutters. Е urther- 
more, they did not prevent blows of a serious nature. Air lock 
devices on the shield have been tried and discarded; they look 
fine in theory to inexperieneed minds but do not work in practice. 
On the other hand, it is not wise to go so far toward simplicity 
as to leave the shield absolutely unprotected in ease of a blow. 
It should not be necessary, as often it has been, to support the 
faee through the shield doors to the lining behind. Plenty 
of face jacks should be provided and spaced so that one is avail- 
able for the support of the face at any point. They should 
extend beyond the front plane of the cutting edge when at their 
furthest reach. Each jack should have pressure enough to 
resist the external pressure that may come upon it. They should 
be heavy enough so that they will not be exposed to being bent 
or damaged. Face jacks near the outer circumference of the 
shield are useful. The cutting edge should be made strong and 
should be in sections that can be replaced if damaged. A hood 
in sand or gravel saves lumber when used in connection with clay 
pockets, otherwise the shield is probably better off without it. 
Sliding hoods that eould be driven into the ground in advance 
of the shield would be excellent, but the difficulty 13 to prevent 
them being damaged. Plenty of propelling jack power should 
be provided. 

76. Method of Attack.—The method of attack is a combination 
of mining methods and brute force. Mining methods are used 
to advance the excavation over as large an area of the face as 
possible. Where these methods fail the shield is pushed bodily 
into the ground with the hope of displacing what eannot be 
removed. The latter method is used where the danger of causing 
а blow prevents the air pressure from being raised high enough to 
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dispel the water in the lower part of the face sufficiently to permit 
excavation. It is plain that when the work is done in this 
manner the ground will flow not only from in front of the shield 
but also from below, produeing the troublesome tendency the 
shield will have to get below its proper gradient. 

77. Pilot Tunnel.—It seems that a promising method of driv- 
ing a large tunnel in open waterbearing ground, where difficulty 
exists of excavating the lower part of the face, would be to run 
first a pilot tunnel of a smaller diameter as used on the construc- 
tion of the Rotherhithe tunnel (E-17), but not at the top as it 
was done there, but at the bottom, with the invert on the same 
gradient as the main tunnel. This would take care of the excava- 
tion of the lower part of the main tunnel and permit the ideal of 
keeping the face under control even at the bottom. The main 
objection to this procedure would be the cost of the lining for the 
pilot tunnel, but the advantages gained would largely outweigh 
this objection. 


(1-4) EXCAVATION IN MIXED GROUND 


78. Mixed Ground.—By mixed ground is understood soft 
ground at the upper part of the face and rock at the lower part. 
This condition presents difficulties which will tax all the resourees 
of the engineer and the tunnel man, because of the necessity of 
maintaining the support of the soft ground while the rock is being 
blasted out below. 


RAVENSWOOD TUNNELS (A-8) 


19. Description of Work.—Perhaps the first instanee in which 
a tunnel shield was driven through a mixed face of roek and soft 
ground occurred on the Ravenswood gas tunnel which crosses 
from Manhattan Island to Long Island on the line of 71st Street, 
Manhattan, traversing the East River under Blackwell’s Island. 
The tunnel was started on June 28, 1892 and was completed for 
operation on October 15, 1894. The engineer was Charles M. 
Jacobs. The tunnel has a total length of 2,516 ft. The outside 
diameter of the shield driven portion is 10 ft. 10 in. The tunnel 
roof grade 15 109 ft. below high water on the Manhattan side and 
descends on a drainage gradient of one-half of one per cent to 
Long Island, where the roof is 122 ft. below high water. The 
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minimum cover in the river is 41 ft. in the channel west of 
Blackwell’s Island and the depth of water here is 70 ft. 

80. Decomposed Seams of Rock.—It was expected that the 
tunnel was to be all in rock and the work was started by mining 
methods without shield and compressed air. Soon difficulties 
were caused by waterbearing fissures. Finally solid rock ceased 
and a soft feldspathic mass of soluble material was encountered. 
Air pressure was installed and the work continued under a gauge 
pressure of 48 Ib. per square inch. After. protracted struggle 
the contractor abandoned the work. 

81. Shield.—It was decided to continue the work with forces 
organized and directed by the engineer and to adopt the shield 
method combined with a cast iron lining in order to get through 
the soft mass of material which blocked the advance. The shield 
is shown in Fig. 121. It was ИН. 034 in. in outside diameter 
and 7 ft. 21; in. in overall length. It was divided longitudin- 
ally in two portions. The tail portion, 3 ft. 6 in. long was built 
of two plates, the inner 3¢ 1n. thick, the outer 15 in. The cutting 
edge section was 3 ft. 811 in. long with skin plates of the same 
thicknesses as the tail. Each of these sections was fabrieated in 
four quadrants for facilitating erection. The diaphragm separat- 
ing the two sections was made of one 55 in. and one ?£ in. plate, 
stiffened with angles. One plate was riveted to the tail section 
and the other to the cutting edge section. The two plates bolted 
together with butt straps united the sections. It is elear from 
Fig. 121 that there was a working platform on the horizontal 
diameter of the shield, and since there was a vertical middle 
frame in the diaphragm, the face was divided into four pockets. 
Two doors, hinged on the vertical partition were provided in each 
pocket, so that there were eight doors, hinged like ordinary doors 
or gates, by which the face could be closed. There were twelve 
5-ш. hydraulie Jacks to propel the shield. They could carry a 
working pressure of 5,000 lb. per square inch, giving a total 
available forward thrust of 590 tons on the shield. 

82. Work in Mixed Face.—In September 1893 a shield eham- 
ber was cut in the rock on the New York side and on Nov. 24, 
1893 the shield was started under a pressure of 45 Ib. per square 
inch. Almost as soon as the work was started the most difficult 
conditions of all on this work were met. The top of the shield 
was in soft black mud while there was a length of about 12 ft. of 
hard rock in the bottom, dipping at an angle of about 40 degrees 
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toward the Long Island shore. Blasting had to be done in the 
bottom pockets after the top had entered the soft mud. It was 
with the greatest difficulty that the bottom pockets could be kept 
clear of this mud. It was virtually impossible to hold it and 
several serious inrushes happened. These established direct 
connection with the river bed and live fish, crabs, mussels, boots, 
bricks and tin cans entered the tunnel. The air escaped in large 
volumes and caused a geyser in the river. On December 13th, 
the shicld cleared the rock and entered a full face of undisturbed 
mud. 


Hupson TUNNEL (A-6) 


83. Hudson River Tunnel, Hudson and Manhattan Railroad.— 
In the year 1902 work was re-started on the old Hudson River 
tunnel whieh had been begun by D. C. Haskin in the year 1874. 
The work was now initiated by W. С. McAdoo with C. М. 
Jacobs as engineer doing the work with his own forces. The 
deseription which follows applies to the tunnel which now forms 
the northerly one of the pair which crosses the Hudson River 
between Morton Street, New York and 15th Street, Jersey City, 
near the Hoboken terminal of the Lackawanna Railroad. This 
North tunnel had been driven, partly by Haskin and partly by 
Pearson, 3,916 ft. eastward from the New Jersey shaft and 160 
ft. from the New York shaft. The gap remaining was 1,925 ft. 
At a distance of 136 ft. eastward from the shield abandoned by 
Pearson eame a reef of rock which extended for a length of 750 ft. 
on the line of the tunnel. This reef had an upward slope so that 
while it was first met in the invert of the tunnel it rose gradually 
until the top of the rock was 16 ft. above the invert of the tunnel, 
which had an outside diameter of 19 ft. 6 1n. 

84. Jacobs’ Report.—Jacobs, whose experience on the Ravens- 
wood tunnel was of great value here, rendered a report m 1895 
to the effect that the shield could be carried through the reef 
if an apron were added for the protection of the men when 
drilling the rock. 

85. Work in Mixed Face.— The work was started on Oet. 
22. 1902, using the old shield left by Pearson. By Nov. 29, 1902 
an advance of 136 ft. had been made through the silt and the 
cutting edge had reached the rock. The situation was this. The 
rock in front of the shield, varying in height from one foot to 
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sixteen feet above the bottom had to be blasted away. Over- 
lving the rock was a bed of soft silt. The depth of the water in 
the river above the silt was 60 to 65 ft. The method of work may 
be told in Jacobs’ own words (Proc. Inst. С. E., vol. 181. рр. 177- 
178): “The heading in front of the shield was enlarged and solidly 
timbered to form a working chamber for the purpose of attaching 
a steel apron just below the axis and extending across the shield 
and projecting 5 ft. bevond the eutting edge so that the men 
might have sufheient overhead protection in drilling the roek, 
and also to act as a material safeguard against the inflow of silt. 
This work of reconstruction occupied 47 days and was earried out 
under an air pressure of 42 №. The alterations to the shield 
being completed on the Ist of February, 1903. progress was 
resumed with the shield partly m rock and partly in silt. The 
surface of the rock ledge was very irregular, ш some places passing 
below the line of the tunnel and again above. When not in rock, 
the shield was forced ahead by the jacks without any workmen 
being in advance of the diaphragm, the material eneountered 
being forced into the tunnel through one or more doors in the 
diaphragm. If the shield would not advance with a hydraulie 
pressure of 3,000 1b. per square inch on the jacks the pockets of 
the shield were excavated and rock and other hard materials 
found holding the shield were blasted away. This pressure on the 
jacks was determined as the safe thrust that the shield would 
withstand without damage. In view of the probable disturbance 
of the river bed which this blasting would involve, scows holding 
about 600 eu. vd. of clay were held in readiness to be dumped 
over the point of disturbance in case of a blow, which precaution 
proved to be well justified. Nevertheless, two serious blows, 
entailing the flooding of the tunnel did oceur, but on duniping 
two scows over the break, the escape of air through the river bed 
was stopped, enabling the water to be blown out. The men 
succeeded in recovering the heading in 11 hr. and in 23 hr., 
respectively, from the time the blow oceurred. The work of 
blasting the rock proceeded until the last few feet of the reef 
were reached, when the rock had now reached its highest 
point, 16 ft. above the bottom of the cutting edge, on the east 
side of the ridge. The silt at this point was in a semi-fluid state 
and five barges of elay had been deposited to reinforce it. Very 
great difficulty was encountered here due to the elay creeping 
through the shield doors and all efforts by poling and other mining 
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devices to hold the clay back far enough to enable the drille 
to work were unavailing. An unusual method was then deter- 
mined upon; namely to bake the clay by means of intense heat 
Two large tanks were sent into the tunnel, filled with kerosene 
under pressure; five blow-pipes were attached to the tanks, and 
the fire from the blow-pipes impinged upon the exposed clay, 
until it became caked sufficiently dry and hard to prevent slipping. 
The time oceupied in the application of heat extended over a 
period of 8 hr. and Pai = water was ы ed continually on 
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Drilling rock under protection of 


Fig. 122.— Work in mixed face. ‹ 
Hudson and Manhattan Railroad, Hudson River, New York (А-17). (From 
Construction of Hudson and Manhattan Railroad by J. V. Davies.) 

This 


the shield to avoid damage due to the high temperatures 


is believed to be the first time that soft material met with m 
tunneling under the bed of a river has been solidified by means of 
fire while working under an air pressure of 38 Ib. per square inch. 


Seven days after рар this high point the rock disappeared 
Figure 122 shows a longitudinal section 


and sand was reached." : 
of one of the shields of the Hudson and Manhattan Railroad, with 


roek in the lower part of the face and soft ground above 


PENNSYLVANIA RAILROAD, Hupson River (А-18) 


86. Mixed Face Work on Hudson River Tunnels, Pennsyl- 
vania Railroad. The shields of the Pennsylvania Railroad 
tunnels under the Hudson River were started in solid rock on 

мер side 


both sides of the river. The rock disappeared on 
before the tiver bulkhead line was reached and consequently 
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the top of the shield first ran out of rock and the condition was 
presented of a gradual lowering of the rock level and a steadily 
increasing proportion of soft ground in the face as the shield 
advaneed. The work was done under an air pressure varying 
from 12 to 26 Ib. per square inch. 

87. Method of Work.—The general method of face support 
is shown in Fig. 122. When the surface of rock was first pene- 
trated the soft faee was held by horizontal boards braced from 
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Fig. 123.— Work in mixed face (rock in bottom and silt above). Pennsylvania 
Railroad Hudson River Tunnels (А-15). (From Trans. Am. Soc. C. E., vol. 68.) 
the diaphragm until the shove took place. The braces were then 
removed and replaced by others as soon as the shove was over. 
As the area of soft ground in the face increased, the timbering 
took the form of a series of 2-1n. poling boards resting on the top 
of the shicld at their rear end and caught at the face on vertical 
breast boards. These were held by walings braced through 
the upper doors of the shield to the iron lining behind and also 
by the sliding platforms on the shield itself. The platforms were 
out as far as Феу would go before the shield was shoved. Just 
before the shove was started the exhaust valves on the face jacks 
were opened. As the shield went ahead the platform jacks 
exhausted and thus held enough pressure to support the face. 
88. Rate of Progress. The average rate of progress was 2.6 
ft. per day of 24 hr. with three $-hr. shifts. 


PENNSYLVANIA RAILROAD, Hast River (A-19) 


89. Mixed Face, East River Tunnels, Pennsylvania Railroad. 
On the East River tunnels of the Pennsylvania Railroad some 
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difieult work was encountered with rock in the lower part 
of the faee and boulders and coarse sand above. The escape of 
air was great and it was neeessary to excavate the soft ground 
over the rock, before the rock was blasted, to a point beyond that 
to which the rock had to be blasted, to allow the shield to be 
shoved. Two forms of hood were tried in this ground, the sliding 
hood and the fixed hood. With the fixed hood it was necessary 
either to excavate and support the loose ground far enough in 
front of the hood to enable the shove to be made or else to ram 
the hood bodily into the ground. The sectional hood was 
designed to avoid this difficulty. 

90. Sliding Hood.—The sectional sliding hood consisted of 
steel poling boards lying on the outside of the shield and 
advaneed, independently, by serews. In using this type the top 
segment, or poling, was forced forward by the serew as far as pos- 
ible into the undisturbed material. Enough material was 
removedfrom underneath and from infront of thesectionto allow 
it to be serewed forward again and this process was repeated 
until the section was far enough advanced for a shove. The 
same was done with the seetions on each side of the top one. 
When two or three sections had been screwed forward 
the face at the forward end of the sections was caught by a 
breast board braced from the shield. One by one the segments 
were worked forward and gradually the whole of the soft ground 
face sheeted. At times polings were placed over and beyond 
the extended hood segments to make room for а second shove. 
This is shown in Fig. 124. When the shield was shoved the 
nuts on the serew rods were loosened and the sections of hood 
telescoped back on the shield. The method did not turn out 
well as the unequal movements of the top and bottom of the 
shield brought transverse stresses on the hood seetions which 
they eould not stand. 

91. Fixed Hood.— With the fixed hood, polings were used on 
the roof and sides and the face was supported as with the sliding 
hood. The polings were of 2-in. oak or maple, 615 ft. long. To 
advance the face, the top board of the previous breast was taken 
out and the material cautiously worked out for the length of the 
poling. This was then set with its rear end on the hood and its 
leading end forced as far as possible into the undisturbed ground. 
When two or three polings were set a breast board was placed. 
After several polings were in place their forward ends were 
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Fic. 124.— Work in mixed face with sliding hood. Pennsylvania Railroad East 
River Tunnels (4-19). (From Trans. Ат. Soc. C. E., vol. 65.) 
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supported by а cantilever attached to the hood (see Fig. 125). 
In this way all the soft ground was removed down to the rock 
surface and the roof, sides and face sheeted with timber. The 
roof and side polings were lost and left behind. The fixed hood 
made it possible to set the face froin 7 to 8 ft. ahead of the 
cutting edge. This was enough for two shoves and was the 
standard method, although inany faces were set for one shove 
only. 

92. Blasting.— When the rock part of the face was sound 
enough and high enough a bottom heading was driven 20 or 30 
ft. ahead of the shield, and a concrete cradle placed. This work 
was earried out independently of the work in the soft ground 
above. The rest of the rock was taken out by firing top and side 
rounds into the bottom heading after the soft ground had been 
exeavated. Great eare was used to prevent disturbance of the 
timbering and not to break the rock away below the breast 
boards. If either of these happened a run was certain. It was 
found that the roek could be drilled from columns set in the 
bottom pockets of the shield while the work was going on in 
the soft ground above. The drillers were protected by timber 
platforms, or aprons, built out from the floors of the pockets 
above. 


Mixep GROUND, GENERAL CONCLUSIONS 


93. General Conclusions.—It is apparent that in a face with 
soft ground at the top and rock at the bottom, the difficulties are 
about the same as those met in a full face of open ground except 
that the trouble connected with excavating the wet and flowing 
ground at the bottom of the tunnel in the latter ease has been 
replaced by the greater one of removing the roek without dis- 
turbing the loose ground above. The procedure at the upper part 
of the shield is about the same, but special precautions must be 
taken to prevent the shoring of the face from being displaced 
by the blasting below. When possible it is advisable either to 
drive a bottom heading in the rock in advance of the soft ground 
excavation or to carry this out some distance ahead of the rock 
excavation, in other words, whenever possible blasting should 
not be done immediately below the breasting of the face. <A 
shield hood which does not extend below the rock surface will 
assist in carrying the breasting ahead of the rock. 


('89 ‘JOA Go `0) (00S wy ‘ѕит4 |, шолу) 
`(61-\)  '"sjpouun лолтуј SC] рео VIULALASUUIT ‘рооЧ рэху чим 398} poxtur ut Мод — 221 "LT 
"6312343 S31v1d WOLLOS 3^0HS OZ uOd ONtHYd Sud 





SNIISY388 ONIMOHS NOILVA313 


201 








CONSTRUCTION 


[өпті apre quoy 
| >И моја or 





PIC 
Г” " md 
ا ااا‎ 


258 SHIELD TUNNELING 
(1-5). EXCAVATION IN MUD 


94. Character of Work.—Life holds no greater horror for the 
old fashioned miner than liquid or semi-liquid mud. This 
material is very heavy, that is, it brings énormous pressures on 
timbering set up to support it and to prevent it caving in, and 
at the same time it is so fluid that it runs through the slightest 
crevice. The old fashioned miner indeed had a difficult task 
before him т attempting to stem the flow of this material with 
his poling boards. Ву packing behind with straw, hav, manure, 
sawdust and similar materials and by opening the smallest possi- 
ble area of ground at a time he was able, perhaps, to get along, 
but only at infinite difficulty and, of course, at enormous cost. 
The larger the tunnel the greater the diffieultv and danger and 
it may be said that after a certain moderate limit of size was 
reached the old mining methods beeame prohibitive in time, risk 
and expense. On the other hand, the shield method makes this 
material about the easiest through which a tunnel may be driven. 
The highest rates of progress are made through mud with a shield, 
but 1ts pecuhar eharaeteristies must be understood in order to 
avoid diffieulties and delays. 


HUDSON RIVER TUNNELS (A-6) AND (A-17) 


95. The Hudson River Tunnel.—The first occasion in which 
a shield was used in mud was in the year 1890-1891 when an 
English company took over the work of Haskin under the Hudson 
River at New York, which had been abandoned т 1882. The 
engineers were Fowler, Baker and Greathead, whose representa- 
tive in New York was W. В. Hutton. The contractor was S. 
Pearson and Son, represented by E. W. Moir. 

96. Work of S. Pearson and Son.—The shield designed for 
this work was built in Scotland and is shown in Fig. 126. The 
tunnel was in soft Hudson River silt and much difficulty was 
found in driving the shield on the desired gradient owing to its 
strong tendency to dive. It was found unnecessary to excavate 
ahead of the shield. When the shield was foreed ahead the mud 
squeezed through the doors so that all that had to be done was 
to load 16 on the muck ears. About 1,900 ft. of tunnel was built 
in this way in one year; a maximum advanee of 72 ft. of tunnel, 
which was 19 ft. 6 in. in diameter, was made in one week. In 
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July, 1891, the work had to be dropped again on account of 
exhaustion of the funds. 

97. Work of Jacobs.—In the усаг 1902 the project was 
revived by W. G. MeAdoo with С. М. Jacobs as engineer. The 
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(From Simms’ “Practical Tunneling.) 


Pearson’s shield for Hudson Tunnel (A-6). 
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work was completed without a contractor. The Pearson shield 
was driven through a mixed face of silt and rock as previously 
19 
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deseribed and 17 new shields were built for the rest of the work. 
These were imade to withstand the full pressure of sixteen 8-11. 
jacks under a pressure of 5,000 Ib. per square inch. 

98. *Shoving Blind."—Soon it was found that the shields could 
be shoved with all the doors elosed, taking in no ground at all. 
This was known as *shoving blind." 

99. Force Required.— With one of these shields, 17 ft. in 
diameter and 11 ft. 5 in. long, it was found that the shield began 
to move with 1,600 Ib. per square inch on eleven $-in. Jacks. 
This is equivalent to a pressure of 3,900 Ib. per square foot on the 
face area of the shield. At a pressure of 2,500 lb. per square 
inch on 11 jacks, equivalent to 6,000 Ib. per square foot of face 
area, the movement was one-half inch per minute. 

100. Volume of Silt Admitted.—Since the full force of 5,000 
lb. per square inch on all sixteen Jaeks was equivalent to 17,000 
lb. per square foot of shield face area there was ample reserve 
power for shoving blind and generally three or four of the 
upper jacks were not used. The discovery was made that better 
control was given, the shield was more easily steered, when 
some of the silt was allowed to come through the doors. It 
became the custom, therefore, to keep one of the doors open 
and to take in an average of 5 per cent of the volume oecupied 
by the tunnel. This feature was more strongly marked in the 
ease of the larger tunnels of the Pennsylvania Railroad driven 
а few years later through the same ground, as will be deseribed 
in paragraphs 102 to 110. 

101. Progress Made.—On the Hudson tunnels—16 ft. 7 in. 
in outside diameter—built in this way, as much as 62 ft. of tunnel 
has been driven and lined in 24 hr. and 346 ft. in one week. 
The English company, eleven or twelve years before, had reached 
72 ft. of 19 ft. 6 in. tunnel in one week. In their case a great 
deal more than 5 per cent of volume displaced by the tunnel 
had been taken in. Moreover, the east iron lining used by the 
English company was based on the proportions used in London 
elay and was inadequate in strength under the pressures of the 
semi-liquid silt. The consequent distortion must have caused a 
good deal of trouble and delay in its erection and in the work 
whieh had to be done to keep it in shape after it had been 
erected. 
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PENNSYLVANIA RAILROAD, Hupson River (A-18) 


102. Hudson River Tunnels, Pennsylvania Railroad.—The 
tunnels of the Pennsylvania Railroad under the Hudson River 
are 23 ft. in outside diameter. They eross the Hudson River 
between New York and Weehawken, N. J. on the line of 33rd 
Street, New York and were built in the years 1908-1906, under 
C. M. Jacobs as engineer. The total length of tunnels driven 
by shield was 12,255 ft. of which 8,000 ft. were in true Hudson 
River silt. 

103. Silt on Landward Side of River Bulkheads.—-Nearly 
one thousand feet of silt, representing the bed of the river before 
reclamation work had set the river bulkhead line out into what 
was once the tidal foreshore, were traversed undera cover of 50 ft. 
This material, under the action of compressed air, looked much like 
London clay. The shields were shoved through this ground under 
an air pressure of 20 lb. with all doors open taking in about 90 per 
cent of the full volume of displacement. When the air pressure 
was raised two pounds the silt became harder and the quantity 
whieh flowed in fell to about 65 per cent of the displacement. 
This at once caused a disturbance on the surface and а pro- 
nounced hump was caused im the railroad tracks over the tunnels 
at this point. The air pressure was dropped, therefore, to 16 lb. 
allowing the full displacement to come in. 

104. Silt under River.—As soon as the shields crossed the 
river bulkhead and entered under the river the silt was found to 
be much softer than under land. It was like a fluid. The fluid- 
ity could be changed by varying the air pressure in the tunnel. 
When the air pressure was equal to the pressure of the overlying 
imaterial, namely that of the water plus that of the silt, the 
silt was quite stiff and resembled a rather soft clay. When the 
air pressure was 10 to 15 lb. per square inch lower, it became so 
liquid that it would flow through a 115 in. grout hole in the lining, 
ш а viscous stream at R rate of from 10 to 15 gal. per 
minute, as soon as the plug was removed. 

105. Shoving Blind.—When the first shield crossed the bulkhead 
line the doors were closed and the shield was shoved blind. At 
once the shield and the tunnel began to rise rapidly, notwith- 
standing that the heaviest possible downward leads were put on. 
The pressures induced in the silt by the forward movement of 
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the closed shield caused the iron lining to rise two inches as soon 
as the shield left it. The lining was distorted also; the horizontal 
diameter deereased about 114 in. while the vertieal diameter 
increased а similar length. These phenomena had not been 
expected and their cause was not elcar. It was thought that it 
was due to the overhanging hood. The shield was stopped, the 
hood removed and the driving resumed. Things were no better 
and it was impossible to follow the downward gradient. The 
work was halted and the matter debated. Finally the chief 
engineer directed one of the shield doors to be opened and 50 
per cent of the volume taken in. 

106. Effect of Opening Door.—The effect was instant. The 
shield began to come down at once and it was soon necessary to 
close the door partially to reduce the volume of ground taken in, 
so that the tunnel should not get below grade. 

107. Guiding the Shield by Regulating Volume Taken in.— 
It was found that a powerful aid in guiding the shield was given 
by the regulation of the volume of mud allowed to flow through 
the shield. If high, the shield could be brought down by increas- 
ing the volume of mud brought in; if low, by decreasing it. 
During the work in the silt the quantity of mud taken in at each 
shove was regulated according to the position of the tunnel and 
the nature of the ground at the point. "The silt varied a good 
deal from place to place, being much softer in spots than the 
general run. 

108. Method of Regulating the Volume Taken in.—To regulate 
the flow the bottom middle door was fitted with two steel angles, 
behind whieh were placed 6 by 6 in. timbers. This opening 
could be closed entirely or regulated to any size. The mud 
flowed into the tunnel in a thick stream as shown in Fig. 127. 
By regulating the rate of shoving the shield the mud could 
be made to flow just as fast as it eould be shoveled into the 
cars. 

109. Volume Taken in.—On these tunnels the volume taken 
in, regulated as described, varied from nothing to the full volume 
displaced. The average for the whole work was 33 per eent. 

_ 110. Progress.— lhe maximum advance of one shield in 

one month in silt on this work was 545.2 ft. The average time 
taken in the silt to advance the shield 30 in. which was the length 
of one ring, to clean up and load the exeavated material and to 
erect the ring of iron was 3 hr. 26 min. made up as follows: 
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TABLE XXIIJI.——-PennsyLtvaniA RaILROAD Hupson RivEr TUNNELS 
ANALYSIS OF Time TAKEN TO ADVANCE SHIELD AND [ВЕСТ 
ONE Ring or LINING IN SILT 








Time taken | Percentage of 
Operation = total time for 
Пт, Min. one ring 
shoving and mueking. .... 2 ОЛ. 1 09 | д! 
erecting Uning. ОЕ ee 2 05 60.5 
Lost time. хх. Аш КККК. eee О Me 12 2 
Total for one ring ..... GET ee м 26 100.0 





111. Relation between Air Pressure and Depth of Tunnel.— 
In the silt the tunnel air pressure was kept lower than the hydro- 
statie pressure at the erown of the tunnel under ordinary working 
eonditions. If it beeame necessary to excavate ahead of the 
shield as at the point where the shields moet, the air pressure 
required was about equal to the aggregate pressure of the over- 
lying water and silt. 

112. Nature of Silt.—The silt acted as a fluid having a weight 
of 97 lb. near the surface and 106 Ib. at the level of the tunnel. 
The further down from the bed of the river the firmer and the 
heavier was the silt found to be. 

113. Influence of Diameter of Tunnel.—1t will be noticed that 
the vertical height of the tunnel has a profound influence on the 
way the silt ean be treated when a shield is driven through it. 
On the 16 ft. 7 in. diameter tunnels of the Hudson and Manhattan 
Railroad, it was enough to take in an average of 5 per cent of the 
displacement of the tunnel in order to hold adequate control 
over the shield. On the 23-ft. tunnels of the Pennsylvania 
Railroad through the same ground, an average of 33 per cent 
had to be taken in. If these two instances are considered as 
lving on a straight line curve, Table XIV shows the pereentages 
of the displaeement neeessary to admit in tunnels of various 
diameters, 

114. Fineness of Silt.—The solid particles in the mud forming 
the bed of the Hudson River are of extraordinary fineness. It 
is finer than Portland cement as may be seen from Table XV 
following. 
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TABLE ANIV.—Survossep RELATION BETWEEN DIAMETER or TUNNEL 
AND PERCENTAGE OF DISPLACEMENT NECESSARY TO TAKE 
IN WHEN IN SILT 





Outside diameter of tunnel in feet.......... 16 | 20 1325. | 30 | 351 37 


Pereentage of tunnel displacement neeessary 
Е Г». и. О | 19 | 42 | 65 | 90 | 100 





TABLE ХХУ.—_СОМРАНЈБОМ BETWEEN FINENESS OF PORTLAND CEMENT 
AND OF HUDSON River SILT 





Pereentage passing standard sieve 


Material = 
No. 100 sieve No. 200 sieve 
Portland cement.: oas aide nera we 90 70 
Hudson barer SHl а и 97 S 





This means that 97 per cent of the solid particles of this mud 
has a diameter of 0.0055 in. or less and that 83 per cent has a 
diameter of 0.0026 1n. or less. 

115. Water Content in Silt.—Samples taken in the tunnel 
showed a water content of 55 per cent by volume. At high tide 
the weight of the silt 1s greater than at low and the water content 
less. This points to the probability that the increased pressure 
at the top drives out some of the supersaturation water of the 
silt and brings the solid partieles eloser together. 

116. Tidal Rise and Fall of Silt.— The conclusion reached in 
the previous paragraph is borne out by the fact that the silt, as 
а mass, rises and falls as the tide falls and rises. А tunnel 
embedded in the material is carried up and down with it a» the tide 
falls and rises. There is no reason to assume that the tunnel 
moves in relation to the ground. In the Hudson River at the 
tunnel elevation, the amplitude of the tidal range of the tunnel is 
about 1$ in. with an ordinary tidal range of 4 ft. in the river. 

117. Angle of Repose of Silt.—The angle of repose was deter- 
mined as being a little less than 3 degrees, by many hundreds 
of pressure gauge observations, at a time of from 3 to 6 months 
after the shield had passed. This fact has an important bearing 
on the stability of tunnels driven through this kind of ground. 
If the silt were a perfect fluid, the tunnel would be in equilibrium 
only when the weight of the tunnel lining were equal to the 
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weight of the displaced ground. If the weight of the lining were 
greater, the tunnel would sink; if it were less, the tunnel would 
rise. Generally the weight of the lining will be less than that of 
the displaced ground and the indicated buoyancy has given rise 
to much anxious thought as to a possible necessity of anchoring 
tunnels to prevent them from rising up mto the waterway above. 
Although it is apparent from the behavior of the lining as de- 
seribed in par. 118, that the silt during the construetion period 
temporarily and locally will approach in charaeter that of a fluid, 
it is also apparent from the evidence of the pressure tests as well 
as from the experienee of tunnels already built, that the silt 
possesses some permanent resistance and that this resistance 1s 
sufficient to overeome the buoyaney of the tunnels already built. 
It is probable that the buovancy of even lighter linings would not 
eause any rise because the existing tunnels remained for long 
periods of time after construction and erection of the east iron 
lining without being subjected to the load of the interior con- 
erete lining and did not show any definite tendency to rise. 
Definite proof does not exist, however, because this evidence 
may have been eomplieated by leakage. Until more knowledge 
has been gained it is probably advisable not to presume too 
heavily on the permanent resistance of the silt. 

118. Distortion of Cast Iron Lining.— When driving through 
the silt the cast iron lining first became shortened on the 
horizontal diameter and correspondingly lengthened on the 
vertical. This action began as soon as the ring of mon was 
erected and continued for about two weeks. At the end of this 
period the distortion had reached an average value of 1! 4 to 115 
in. The action then became rather suddenly reversed and the 
horizontal diameter began to elongate while the vertical began to 
shorten. This action went on slowly and continuously until the 
plaeing of the internal concrete lining stopped further measure- 
ments. In other words the second action continued for 30 months 
or so, at which time the iron had about come back to a true 
circle. If any distortion was present, the horizontal diameter was 
slightly larger than the vertical. 

119. Suggested Cause of Distortion.— The above points to 
the following as being what probably happened. The angle of 
repose of the material at the level of the tunnel before the shield 
reaches it has some value whieh is more or less unknown, but 
which is at any rate as great as or greater than 3 degrees. The 
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shield comes along, driven blind or partly so, exerting a pressure 
which may be anywhere between three tons and eight tons per 
square foot of its face area. This work done on the silt breaks 
down its cohesion, as happens when а small lump of silt is rubbed 
in the hands, so that its angle of repose becomes zero for the 
nonee, and the material acts like a fluid of the specific gravity of 
the silt. The shield passes on. Slowly, gradually the silt returns 
to its normal state having an angle of repose of more than 3 
degrees. 

120. Earth Pressures Greatest at Initial Construction.—Since 
the deformations are greatest at the time of initial erection the 
forces at that time must be greatest. It is not the permanent 
conditions of stress, therefore, whieh the design must meet as 
much as the temporary stresses induced by the construetion. 
These matters are eovered in Chap. УП. 

121. Influence of Quantity of Mud Admitted.—In par. 113 
it was pointed out that the average pereentage of the tunnel 
displacement which need be admitted through the shield in any 
given case depends on the diameter of the tunnel. The smaller 
the tunnel the smaller the percentage which ean be admitted, and 
vet allow the shield to be kept to grade. It was shown in that 
paragraph that as far as conditions in the Hudson River mud 
are concerned it would be possible to control a 16 ft. tunnel with- 
out taking in any mud while a 37 ft. tunnel would require the 
full volume of tunnel displacement to be admitted. These 
figures cannot be taken as final, because the eases on which they 
are based are insufficient but they may be considered as illus- 
trating the general tendeney. The greater the percentage to 
be taken in the less the work done on the ground around the tun- 
nel, the less the breaking down of the cohesion and the less the 
conversion into a fluid. Conceivably, with 100 per cent dis- 
placed volume taken in, its original structure would not be 
impaired or altered, and a condition would be presented rather of 
tunnel through elay than one through liquid or semi-liquid mud. 

122. Example, Haskin's Work. —A confirmation of this view 
is afforded by the work of Haskin on the first Hudson River 
tunnel. Haskin had no shield and mined the ground out by hand, 
plaemg as a primary lining a flimsy structure of wrought iron 
plates connected by 3-in. angles. (See Fig. 127 А.) The 
vertical diameter of his tunnel was 22 ft. Gin. and he sueeceded 
in getting 1,540 ft. under the river. He had troubles from 
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earth pressures and plenty of them but he was able to proceed. 
If the mud had aeted as a fluid he could not have gone a foot. 

123. Effect of Volume Admitted on Progress.—It will be 
recognized, that the greater the proportion of displacement which 
has to be allowed to flow into the tunnel the greater and the 
longer the work of mucking in the tunnel will be, and consequently, 
the slower the progress. This must be given due consideration 
when making estimates of the probable time and cost of tunnels 
driven through mud. 





[^ 
р = Ту ча a * 
Fic. 127 A.—Haskin’s Hudson Tunnel (A-6). Some of his wrought iron 


lining plates uncovered during the construction of the uptown tunnel of the 
Hudson and Manhattan Railroad (А-17). 
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194. General Conclusions.— To drive a shield through mud 
may be easy work in a sense. А shield reaches its highest eff- 
ciency in such ground and progress is apt to be fast. The 
matter of guidance, however, is anything but easy. If he wants 
a tunnel that will give him eredit the engineer will have to use all 
his skill and eare from the moment the shield first buries its nose 
in the mud. 


(А-6) EXCAVATION IN MUD WITH EMBEDDED OBSTRUCTIONS 


125. Mud with Embedded Obstructions.— It occurs sometimes 
that the shield has to be driven through mud in which obstruc- 
tions are embedded. These obstructions may be boulders, tree 
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trunks, piles ог such matters. Their effect is to prevent the shield 
from being shoved through the mud without exeavating ahead. 

126. Method Used.—In such cases the obstructions have to 
be taken out one by one or piece by piece and the shield must ђе 
driven into a previously exeavated chamber as in the case of 
tunneling in dry clay. 

127. Rip Rap .—If the shield intersects a muss of mp тар 
filling which extends to the surface or nearly so a difficult sttua- 
tion is presented, beeause the interstices between the boulders 
afford afree exit for the air and the chances of a blow are imminent. 

128. Precautions Necessary.—It will be found necessary to 
have an ample supply of puddled clay on hand and to use this 
freely to “pug up’’ the spaces between the stones as soon as they 
are uncovered. The stones must be removed cautiously one 
by one under an air pressure high enough to hold out the water 
and yet low enough to keep the chance of a blow to a minimum. 

129. Escape of Air at Tail of Shield. — There will be an avenue 
for the escape of air presented by the clearance between the tail 
of the shield and the lining. This space must be closed with 
gunny sacks, clay or similar packing. While the shield is being 
shoved the difficulties will be increased largely. The movement 
of the shield displaces the packing. Men must be stationed to 
keep replacing the packing as quickly as may be and to pug up 
every opening which allows air to escape, the moment it shows 
itself. 

130. Erecting the Lining.—After the shove has been made and 
the next ring is going in, the packing must be cleaned off the 
front flange of the last ring for the length of a segment of a new 
ring. As this segment is placed the packing will be replaced, 
but in the mean time there 1s an escape of air. 

131. Unremitting Care Necessary.— lt is only by the exercise 
of unremitting care and by grouting freely right up to the shield 
that one will get successfully through this material. Even with 
the use of all precautions blows will be more or less common and 
must be checked, if possible, in the early stages. 

132. Piles.—Whoen the obstructions consist of piles the situa- 
tion is not so fraught with danger as the piles act as timbering. 
Each pile has to be eut away, as it is met, into short lengths which 
сап be removed through the openings in the shield. 


CHAPTER XIII 


CONSTRUCTION (Continued) 
(B) BLOWS AND BLANKETS 


133. Cause of Blows.—4A blow occurs, or is apt to occur, when 
the air pressure in the tunnel is greater than the pressure of what- 
ever cover, earth or earth and water, there may be lying over the 
roof of the tunnel. The denser the ground the less 15 the danger 
of a blow. Blows may occur quite unexpectedly, owing to some 
local and unknown diminution of the cover or to a change in 
the nature of the cover, or to some open vein or pocket, for exam- 
ple, an unfilled bore hole or the hole caused by the withdrawal 
of a pile, leading from the tunnel to the surface or the bed of the 
waterway. 

134. Effect of a Blow.— When a blow starts, the compressed 
air rushes out with violenee through the opening. Men have 
been swept off their feet, carried through the funnel shaped open- 
ing in the ground and shot up through the funnel into the water 
above. One man to whom this happened has survived the 
experience. The air pressure in the tunnel falls, the air becomes 
befogged, the water, no longer held back by the air, begins to 
pour into the tunnel. A man begins to think that the light of 
day is a mighty good thing, but a long way off. On the surface 
a spouting geyser tells the story (see Fig. 128). 

135. Fighting a Blow in the Tunnel.— [It is now that the tunnel 
man has a chance to show his mettle. He must fight a blow 
from the first sign until it is sure that he eannot beat it. Held 
bv his fellows from being swept away he will stand by the blow, 
cramming sacks, coats, shirts, mud, hay, sawdust or any other 
thing into the hole, hoping that it may become choked and the 
blow stopped. If forced finally to retreat by the rising flood all 
that ean be done is for the men to get back along the runway 
to the emergency lock and to lock themselves out, leaving the 
shield and the tunnel back to the air bulkhead wall nearest the 
face for the time being to their fate (see Fig. 129). 

136. Fighting a Blow on the Surface.—The next move is on 
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the surface. Barge loads of clay will be dumped over the blow 
until the opening is closed and the air pressure in the tunnel 
an be restored. Then the men сап get back through the lock, 
clean up and go ahead. Sometimes it is not possible to dump 
the clay, en masse, from a scow, as where the blow occurs under 
a pier or alongside a dock. In such eases the clay may be bagged 
and the bags thrown over the blow. It may take twenty or 
thirty thousand bags to shut off one blow. 
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(Photo by P. P. Pullis.) 
Fic. 129.—The result of а blow in a tunnel. (Courtesy of New York Transit 
Commission.) 


137. Example, Hudson River.—On the south tunnel of the two 
tunnels of the Hudson and Manhattan Railroad between Morton 
Street, New York, and Fifteenth Street, Hoboken, N. J. (A-17), 
a serious inrush of silt occurred through an open door in the shield 
which was then alongside the coal dock of the Lackawanna 
Railroad. The shield was being shoved with the top door open. 
Suddenly, without warning, a column of silt shot through the 
opening into the tunnel, burying one man and foreing the rest to 
flee. The whole tunnel from shield to bulkhead beeame filled 
solidly with mud. 

138. Method of Recovery.—Two heavy yacht main sails were 
used to make a double canvas shect, 60 ft. by 40 ft. This sheet 
was spread on a flat barge. Weights of pig iron were attached 
to the corners of the sheet and the shect was then placed and fixed 
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in such a manner that 30 ft. overlapped the position of the shield 
and the tunnel and 30 ft. were beyond the face. The barge was 
then withdrawn and the sheet allowed to drop to the river bed. 
Thousands of clay-filled bags were thrown in over the canvas. 
One of the air pipes in the bulkhead in the tunnel separating the 
flooded portion from the rest of the tunnel was opened. The 
imprisoned silt shot out to a distance of 40 ft. and for eight days 
on end this mud flowed in and was loaded on the tunnel cars. 
As the tunnel was emptied a cavity was formed in the river bed 
in front of the shield. At last the canvas was drawn through 
the open door and blocked the opening. Моге clay was thrown 
into the river to hold the canvas in place. The lock door was 
opened and the face regained. 

139. Blankets.—As usual, prevention is better than cure. 
Wherever possible place a good blanket of clay over the route of a 
tunnel where the cover is thin or where blows may be expected. 
This clay blanket is deposited from barges before the shield 
comes along. | 

140. Clay for Blankets.— The clay must be suitable for the 
purpose. It must pack densely and must not be washed away 
by the current of the water and it must stand up well against the 
air when it 1s trying to escape. 

141. Thickness of Blanket.—The thickness of the blanket 
should be as great as possible. When the work is being done 
under navigable waterways the permissible depth of the blanket 
may be regulated by public authorities. In open ground the 
engincer should strive for at least a 10-ft. blanket and more 
if hé ean get it. Even if he must dredge the blanket up after it 
has done its work this is cheaper than fighting blows. 

142. Examples of Blankets.—On the Blackwall tunnel (E-7) 
the blanket had a maximum thickness of 10 ft., was 450 ft. long 
and 150 ft. wide. Twenty-five thousand cubic yards of clay 
were uxed. On the East River work for the Pennsylvania Rail- 
road (A-19) the blanket had an average thickness of 12 К., was 
3,000 ft. in length and took nearly 285,000 си. vd. of clay. In 
addition to this nearly 90,000 cu. yd. of clay were dumped into the 
river at blows. The total eost of this blanket was$304,000. It 18 
difficult to sec how either of these tunnels could have been built 
by the shicld method without the blanket. 

143. Permanent Blankets.—In certain cases а permanent 
blanket has been laid. An example is afforded by the crossing 
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of the East River at New York on the line of Sixtieth Street, Man- 
hattan, (A-35) by the 18-ft. tunnel for the rapid transit system of 
New York. The river was 115 ft. deep at the deepest point 
along the line of the tunnel. A heavy layer of clay was laid down 
over the line of the tunnels as part of the permanent construc- 
tion. The elay was eovered with rip rap stone deposited from 
scows. The gradient of the tunnel was such that at the 
deepest point of the channel it emerged wholly from the river 
bed and was driven through the blanket, whieh remains in plaee 
over the eompleted tunnels. 

144. The Value of Clay.—Clay is one of the tunnel man’s best 
friends. He may sleep well with a good thiek blanket of it 
over his work. 


(C) DRIVING SHIELDS 


145. The Shove.— The work covered in the operation of fore- 
ing the shield ahead under the action of its propelling jacks 
acting against the completed lining is ealled “shoving” the 
shield. This operation is important, as the position of the shield 
determines elosely the position of the lining built within it. The 
shield must be guided carefully, therefore, during the shove. The 
shield is shoved by admitting to some or all of the propelling 
jacks the hydraulic pressure which is used for the purpose. The 
jacks have a stroke equal to, or slightly greater than, the width 
of one ring of the lining. While the shove is being made the 
shield moves forward so that the tail portion is drawn forward 
over the last completed rings, but when the shove is over the 
last ring ereeted 15 still overlapped by the tail. 

146. Guiding the Shield.— During the forward movement the 
shield is guided solely by the jaeks, except in mud, where assis- 
tanee in guiding is given by varying the volume of mud admitted. 
By using the jacks on one side without using those on the other 
the shield may be moved from one side toward the other. Simi- 
larly, by using the jacks at the top the shield may be pointed 
down and by using those at the bottom it may be pointed up. 
It is necessary for the man ш eharge of the shield to know what 
he is to do about shoving and it is customary for the engineer, 
after the position of the shield has been cheeked by the survey 
eorps, to issue information as to the position of the shield, often 
accompanied by instructions as to the jacks to be used, the 
volume of mud to be admitted and so on. It is the foreman’s 
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duty to use the combination of jacks that will point the shield 
in the desired direction. It is an important duty, as a careless 
and incompetent man may cause a serious deviation from align- 
ment and grade in the course of one shift. 

147. Getting Iron Bound.—The shield has a certain clearance 
over the iron, that is, the inside diameter of the tail of the shield 
is somewhat greater than the outside of the lining. This 
clearance usually will not exist as an equal elearance all around 
when the tunnel is being built. The lining will rest against the 
tail at some point so that the clearance will be zero there while 
at the opposite point it will be a maximum. It will be seen that 
the elearanee determines the degree to which the shield may get 
out of line with the lining. In order to reduce the escape of air 
and to afford as good as possible a form for the erection of the 
lining the clearance is made as small as feasible. At the same 
time it is often required that the shield shall point, not parallel 
with the lining but at an angle thereto. In tunnel parlance it 
must have a “lead.” If the shield lead gets beyond a certain 
point the skin of the shield will begin to bear heavily on the 
lining. "This will lead to all kinds of trouble. "The shape of the 
tail of the shield may be distorted and that also of the lining. If 
the shield gets “iron bound" (as the saying is in cast iron lined 
tunnels) at the top it may make it diffieult and even impossible 
to get in the key segments. It is, consequently, important to 
watch the clearance between the lining and the tail. This 
should be done by the survey corps every time it cheeks the 
shield, and the information given to the foreman. It will be 
the foreman's duty to watch this himself also and to guard 
against getting iron bound by making sure that he does not get 
any excessive leads on the shield. Sometimes it is most difficult 
to avoid this as when a shield is persistently diving" so that 
strong upward leads are necessary. 

148. Bending of Jacks.—While the matter of the size of the 
jacks belongs rather to the design than to the operation of the 
shield it should be remembered that the thrust developed by 
the shove does not come axially along the jacks. The jack heads 
are offset in order that the force of the thrust may be taken by the 
skin rather than by the flanges of the iron lining, Even if this 
ix not the ease, as where wooden cants or pre-cast concrete 
blocks are used for lining, the shield seldom will be shoved square 
with the lining. This means that a bending action is developed 
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in the jack plungers. If the plunger is bent by this action delay 
is occasioned as the defective jacks will have to be taken out and 
replaced. Careful watch should be maintained on the jacks so 
that any signs of bending may be deteeted instantly. The remedy 
lies in designing them of ample size to take the greatest bending 
action that may occur. 

149. Packing Jack Cylinders.—It is an advantage to be able 
to tighten the packings without removing the jacks. The differ- 
ent types of jacks are discussed in Chap. IX, and need not be 
repeated here, except perhaps to say once more that simplicity 
is essential. 

150. Pushing Back the Jacks.— When the shield is being shoved 
blind, all the shield jacks cannot be withdrawn at once, because 
the pressure of the earth will foree the shield back again. In 
ground where shoving blind ean be done only those jacks neces- 
sary to permit the placing of a segment of the new ring can be 
drawn back at a time. When the segment is in position the 
jacks are pressed against this and the jacks opposite the next plate 
withdrawn. This is repeated until all the segments are erected. 

151. The Face Jacks.—The function of the face jacks is to 
support the face where such support is needed. These jacks 
have a forward movement so that when fully extended they reach 
in front of the hood if the shield has one. If the shield has no 
hood, the face jacks can reach rather more than the width of one 
ring of the lining, ahead of the cutting edge. The stroke of the 
jacks is a little more than one ring width. The diameter of the 
face jacks is less than that of the shoving Jacks and the pressure of 
the latter can overeome that of the face jacks. The total capa- 
city of the face jacks should be equal to the maximum head of 
ground and water combined. When the face is being excavated 
and timbered down, the timbering is supported by bringing out 
the face jacks to their full stroke and holding them against 
the timbering. When the excavation for one ring width has been 
done the propelling jacks foree the face jacks to close, either with 
their full pressure on or with their exhaust valves partly open. 

152. The Erector.—As previously described the erector has a 
rotary motion combined with an in-and-out motion. Whena 
segment of the lining has to be picked up and erected the erector 
is rotated until it points at the segment which is lying on the floor 
or on the car which has brought 1t into the tunnel. The arm of 
the erector is then moved out until it reaches the segment. The 
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segment is attached to the erector by the grip on the end of the 
arm and the ereetor is then rotated with the segment attached 
until the arm is pointing at the place which the segment is to 
occupy. The arm is then extended so that the segment is in place 
against the tail of the shield and is held thus until the segment has 
been bolted to the segment of the same ring previously erected 
and to the segments of the adjacent ring. The various types 
of rotating mechanisms, grips, etc. have been described in 
Gilip. IX. 

153. Other Use of Erector.—The erector is used in an auxiliary 
degree to keep the shape of the lining true by thrusting against 
the last erected ring, while the bolting up is going on, after the 
key has been inserted. For example, if the lining has a tendency 
to flatten the erector will be thrust out against the lining at the 
top and thus help to diminish the distortion tendency until 
the bolting has been completed. 

154. Two Erectors.—In some large shiclds two erectors have 
been used with quite satisfactory results. It is an open question, 
however, whether two erectors lead to much greater speed than 
one, at least in tunnels up to 27 ft. in outside diameter. On the 
Blackwall tunnel with two erectors a ring of iron is stated to have 
been erected in a minimum time of 35 minutes. (Proc. Inst. C. E., 
vol. 130, page 81.) On the Hudson River tunnels of the Pennsyl- 
vania Railroad with one erector a ring was commonly erected in 
30 minutes. The comparison between the two may be seen as 
follows: 


Taste XXVL—TiwE TAKEN то Erect Охе RING, BLACKWALL TUNNEL, 
River THAMES, ENGLAND, AND PENNSYLVANIA RAILROAD TUNNELS, 
Hupson River, N. Y. 


No. Mini- Minimum 
Out- No. ! of Weight mum time per p 
Ref. Tunnel side of зер- of one Ише to segment x 
No. diam., eree- | ments ring, ereet per E 
feet tors per pounds one ring, erector nte 
2 ring minutes minutes 
| | 
(E-7) | Blaekwall..... | 27 | 2 | 15 | 31,360 | 35 1-3 596 
(А-15) Pennsylvania ... SO |] | 12 | 30,319 30 dU I,010 
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It seems, therefore, that one erector can keep pace with two 
in tunnels up to this size. As the one erector is mounted on the 
axis of the shield it is in a better position to place the key segment. 
It is possible to imagine that in a tunnel of larger size, 40 ft. 
diameter perhaps, two erectors would be better than one. 
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155. Shoving the Shield.—Let us suppose that the shield is 
ready to shove. The foreman has the engineer’s written instrue- 
tions telling him that he is so much off line and grade and that he 
is to get such and such a lead on his shield, and И in silt he is to 
take in so many ears of silt, and that ће is to use a straight ring 
or a taper ring of lining as the ease may be. He arranges the 
combination of shield Jacks that his experience and judgment 
teach him will be likely to give him these leads and—if in mud— 
the door opening that will admit the required volume. A man is 
stationed at each side of the tunnel and another at the top, cach 
with a graduated rod marked so boldly that the foreman, standing 
on the tunnel floor, can see all the graduations. These rods are 
held against the shield so that, as the shield advances, its distance 
from the leading end of the last completed ring ean be seen by the 
foreman and by the man in charge of the jack control. If the 
desired leads are not attained early in the shove the combination 
of shield jacks in action is changed. It is useless to shove a 
shield “all square" and then put on the lead at the end of the 
shove by giving the shield a final kick with afew jacks. Thelead 
must be put on at the start of the shove and held to the end, as the 
objeet of the lead is to move the shield over while traveling and 
not merely to have it pointing in a certain way. In soft ground 
it may not take longer than a few minutes to make a shove, so 
the foreman must be wide awake and prompt to aet. 


(D) ERECTING LINING 


156. Small Tunnels.—In tunnels up to 13 or 14 ft. in diameter 
all the work of ereetion is done by hand. The segments are 
brought up to the face on small ears. The men slip iron rods or 
wrench handles through the bolt holes in the segments and lift 
them from the ears. Four men can lift one segment, which is 
usually made to weigh not more than 350 lb. The lower seg- 
ments are dropped into the bottom of the shield tail and bolted 
up to the last completed ring and to one another. When the 
ring has been erected to the point where the horizontal joint 
of the ring being built is above the level of the working floor, 
fresh planks are laid down to extend the floor across the new 
ring, and the side segments are lifted by hand and put in place. 
The upper segments are reached by throwing a few planks 
across the tunnel to form a platform a little below the horizontal 
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axis of the tunnel. The segments next to the key are lifted to 
the platform and propped up from the platform or from the 
bottom of the tunnel until the key is put in. The props arc 
then removed, the bolts slipped into the holes of the circumferen- 
tial joint. and all the bolts tightened пр. The whole operation 
will be done т half an hour or less per ring. 

157. Cast Iron Lining in Large Tunnels.—The general routine 
is the same in large tunnels. The erection starts at the bottom 
and proceeds upward. The bottom segment goes 1n first, then 
the next segment on one side and then the next on the other. 
This alternation goes on until the key is reached. The only 
differenee is that the work of lifting the segments and putting 
them into place is done by the mechanical erector instead of by 
man-power. The men merely have to give the segments their 
final adjustment and to put the bolts through the bolt holes. 

158. Erection Procedure.—Owing to the heavy weight of the 
segments they are not lifted off the ears by hand, but a chain is 
attached to the segment and the erector arm and the segment 
is dragged off the ear and dropped to the bottom. The segment 
is then attached to the erector for erection and swung into posi- 
tion. The last segment to be erected prior to the key is set 
with its lower flange on the upper flange of the adjacent seg- 
ment below and rotated around the inner edge of the two adja- 
cent flanges until in position in order to permit it getting past 
the end of the segment at the other side of the key. The key 
segment is attached to the ereetor arm and pushed radially into 
position. This last operation is simple if the lining is true in 
shape. If, on the other hand, the last ring previously erected is 
out of shape, if the shield is iron bound at the top or the lining 
carclessly erected, the difficulties connected with placing the key 
are great and much time is wasted in this performance. It is 
essential, therefore, for good work that the lining must be designed 
so that it will not deform excessively under the loads that may 
come upon it, that it is erected true to shape and that the align- 
ment of the tunnel is closely followed. 

159. Trailing Platform.—When a trailing platform is used it is 
not necessary to build platforms at each shove in order to reach 
the upper part of the tunnel. The solidly built trailing platform 
gives the men a greater sense of security than the loose planks 
laid across the tunnel and their movements can be made with 
greater deeision. Owing to the additional facilities for erection 
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and the greater number of men that ean be oceupied it takes 
hardly any longer time to erect a ring of lining in a large tunnel 
than in a small one. 

160. Erection of Wood Lining.—The care which must be taken 
in the erection of east iron lining applies equally so to wood. The 
cross section must not be allowed to become distorted. 

Each segment in a ring must bear evenly and fully on its radial 
joint against its next door neighbor in that ring. Keeping the 
ring in proper shape will help to achieve this. The radial joints 
in sueeessive rings should break joint, as this helps greatly in 
keeping shape. If any distortion tendency shows, hold the lining 
from going out of shape by turnbuckles or by posts or by both 
together. The stresses are often greatest during the first few 
days, while the earth is undergoing the disturbance due to the 
passage of the shield. Furthermore the pressure of the shield 
jacks may increase the tendency. It is possible, therefore, in 
many cases to remove these supports after а certain period. If 
this is not possible then the lining is not strong enough and either 
some secondary lining of concrete, brickwork, or metal must be 
placed within the primary wooden lining or a change must be 
made in the design of the wooden lining itself, (e.g., by making 
the eants of deeper section). In most cases permanent posts 
or ties cannot be permitted within the bore, as the use of the 
tunnel would be made impossible thereby. 

Equal eare must be taken in seeing that the leading face of the 
wooden lining forms always a plane and that the surface of this 
plane is normal to the desired course of the tunnel at that point. 
With a more or less compressible material like wood there will 
be a constant tendency for the shield jacks to cause unequal 
compression of the ring against which they abut and this, in turn, 
will lead to many kinds of trouble in keeping proper line and gra- 
dient, to say nothing of the watertightness of the tunnel in open 
wet ground. 

161. Erection of Concrete Block Lining.—The care and pre- 
cautions necessary for cast iron and wood linings apply with 
equal force to linings made of pre-cast concrete block. It is 
impossible to speak in wholly definite and specific terms about 
the details of the erection of concrete blocks, since the design of 
the individual block may be quite different in one case from that 
in another. Some blocks are plain voussoirs of un-reinforced 
concrete, others have projecting lugs and corresponding recesses 
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cast in them which cause the adjacent blocks and adjacent rings 
to be interlocked, some are plain and some are reinforced. The 
troubles and difficulties in a large tunnel will be different from 
those in a small, and those in firm ground different from those in 
soft. The general principles will remain the same. The rings 
are built up from the bottom, segment upon segment and ring 
after ring. Distortion of shape must be prevented cither by 
making the segments deep cnough in themselves or by applying 
temporary support. Each block must be of exact size and shape. 
The radial joints must bear over their surface. Dirt must not 
be allowed to get between the segments or between the rings. 
The front surface of cach ring must be a plane normal to the 
tunnel’s course. A close watch must be kept for cracked or 
broken blocks. The whole thing, as with all types of lining 1s 
incessant care and watchfulness to see that all possible trouble 
is prevented from happening rather than to patch up trouble 
after it has happened. 

162. Cleaning Off.—It is necessary for good work to clean all 
dirt and debris from the bottom of the tail of the shield before 
starting to build up a new ring. All dirt must be removed also 
from the front flange of the last complete ring against which the 
new ring is to be erected. It is obvious that proper joint cannot 
be made if there is any foreign substance within it. The lining 
eannot do its full work unless the joints bear properly on one 
another. The presence of dirt in the joints is a fruitful source of 
broken plates owing to the pressure of the shield thrust becoming 
concentrated at one point by reason of the dirt. 

163. Bolting Up.— The matter of bolting up an iron lined 
tunnel is apt to be overlooked or slurred to the detriment of the 
tunnel. Unless all the bolts are tightened when the iron is 
erected and kept tight thereafter it is impossible to keep the 
lining in its proper shape. When a ring of lining is erected, the 
bolts in the radial joints must be tightened thoroughly and a good 
proportion of those in the circumferential joint also. It is a good 
plan to make sure that all the bolts in the circumferential as well 
asin the eross joints are thoroughly tightened below the working 
floor as these will not be accessible again until the tunnel is 
finished and the working platform removed. Above the working 
floor all the cross joint bolts must be tight and at least those in 
the circumferential joint adjacent to the cross joints. The other 
circumferential bolts ean be left to be gone over by the bolting 
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gang after the erection is completed. As the shicld is forced 
ahead, the pressure of the jacks against the lining will eause the 
circumferential joints to be squeezed together. While the 
pressure is on the shield jacks is the best time to get the bolts 
tightened in these joints. As thorough as possible a job should 
be made of the bolts. A good watertight tunnel cannot 
be made if the bolts are neglected. Furthermore, a good job 
cannot be had by neglecting the bolts during the shield driving 
period with the idea that this can be done later on. It is truc 
that the nuts can be screwed tight but this will not draw the 
joints close together. It is obvious that, when the tunnel is 
finished, open joints cannot be tightened by screwing up the 
bolts. 

164. Size of Wrench.—The size of the wrench depends on the 
size of the bolt. For bolts of 114 in. diameter and over a wrench 
with a 2-ft. handle is enough for the first tightening. For the 
tightening up gang, pieces of pipe which can be shpped over the 
handle to increase the length to 3 or 4 ft. should be provided. 

165. Trouble to Get Bolts Tightened.— Most of the men in the 
tunnel hate and despise bolt tightening and think that the 
engineer who insists on tight bolts is making much ado about 
nothing. If this matter were made a feature of the specifications 
more often than it seems to be, the field engineer and the inspector 
would be saved much worry and better work would be had with 
less trouble. 


(E) GROUTING 


166. Purpose of Grouting.— Тһе Grouting Plant was described 
in Chap. X, par. 82 to 88. The purpose for which grout 15 
ejected outside the lining of a tunnel is to fill the voids in the 
ground so that there is a close packing all around the periphery 
of the tunnel supporting the lining by distributing the earth 
pressure uniformly over its surface. Furthermore, the grout 
will form, to some degree at least, and generally to a high degree, 
a water proof envelope outside the tunnel lining. 

167. Result of Grouting with Hand Syringe.—<As stated in 
Chap. X, the grouting machine was invented by Greathead in 
the year 1886 primarily for use in London clay. When he was 
building the Tower Subway (Е-2) in 1869, hme and water 
had been mixed in a tub and forced through holes in the 
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cast Iron lining plates by means of a hand syringe. This was 
done to fill the annular space outside the hning, left by the pas- 
sage of the tunnel shield. The result was not good, partly 
beeause the hand syringe required the mixture to be made too 
fluid for proper setting and partly beeause the pressure which 
could be applied to the syringe was not enough to force the grout 
home into every interstice. 

168. Results Obtained with Pressure Grouting.—The results 
obtained with the grouting machine described in Chap. X, are 
very different. The force is applied by the compressed air 
turned into the machine and thus may be as great as desired. 
In usual work, pressures of 30 to 60 Ib. per square inch are 
found to be enough. Cases have occurred, m normal air, where 
pressures of 500 and even 1,000 lb. per square inch have 
been used. The main purpose of grouting in these shield 
driven tunnels is to fill the annular space left by the shield 
around the outside of the lining. Each segment of the lining has 
à tapped and plugged hole in its skin through which the grout 
сап be forced. The process, in general, consists in beginning at 
the lowest, or at least at one of the lower, holes. The grout is 
ejected through this hole until it reaches the hole above. When 
this happens the grout pipe 1s inserted in the upper hole and so 
on until the highest hole is reached, when the full pressure is 
brought on the grout. The process is not confined to tunnels 
lined with cast iron; linings of concrete block, timber cants, mass 
concrete, brickwork or stone masonry are equally amenable to 
this treatment. 

169. Process of Grouting.— Figure 130 shows the operation of 
“grouting up" behind the iron lining of a tunnel. The man at 
the left in the foreground is manipulating the grout discharge 
pipe. It is found more convenient not to screw the nozzle of the 
grout pipe directly into the tapped grout hole but to interpose a 
nipple and valve between the lining plate and the grout pipe so 
thai, when the section is filled with grout, the valve can be closed 
until the grout has set, instead of trying to remove the grout pipe 
and to put in the plug while the grout is still liquid. The nipple 
and valve can be seen clearly in the view. The next two men are 
charging the grout pan with water and cement respectively and 
the man on the right is the inspector, recording the “batches” 
of grout ejected. 

The art of grouting has developed into an almost special craft 
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and a man well skilled in the craft is a most valuable asset on 
any piece of tunnel work. The more difficult the work, the more 
valuable the craftsman. 

170. Experienced Operators Essential.— Not only 15 the process 
used to fill the voids behind the tunnel so that the lining gets its 
abutment from the earth, but to stop leaks at the face, to repair 
damaged masonry, and to waterproof shafts. It is of almost 
universal application in under water work. Grout, ejected in 
this way will travel 500 ft. from the point of ejection if the condi- 
tions are favorable. Great experienee is necessary to get the 
best results possible under any given set of conditions. The 
pressure to be used, the consistency of the grout, the amount of 
sand to be mixed with the cement, the place at which the ejection 
shall be made, are all questions which arise and which can be 
solved properly only by the application of long experience to the 
particular combination of circumstances presented. 

A great deal depends on the man who actually does the grouting. 
An experienced foreman with an instinct for this work will 
achieve results in sealing off heavy flows of water which appear 
almost ineredible. The best results will come from a combina- 
tion of skilled engineering planning and supervision coupled with 
experienced men to carry out the work. 

171. General Hints on Grouting.—It is impossible to give any 
rules for grouting which will suit all conditions; some few general 
pointers, however, may be attempted. 

1. For sealing off water leaks behind tunnel linings a 1 to I 
cement and sand mixture is the most usual, although neat cement 
has been used largely also. About 6 or 8 gal. of water per bag 
of cement (with a 1 to 1 mix) is found to be a fair average allow- 
ance. Use as little water as possible. 

2. The sand must be earefully and finely screened. On the 
Catskill Water Supply tunnels an enormous amount of grout- 
ing was done, as described and discussed in Trans. Am. Soc. 
C. E., vol. 83, рр. 980 to 1,079. The sand was sereened so that 
100 per cent would pass a sieve having 64 openings per square 
inch, and 45 per eent pass a sieve having 1,600 openings per 
square inch, the wires of the sieves being, respeetfully, 0.035 in. 
and 0.013 in. in diameter. The sand must be free from loam. If 
there are any lumps in the dement (which happens sometimes 
when cement is kept in the tunnel for a while), the cement also 
must be sereened. 
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3. The air pressure used must be as low as possible and yet 
able to force the grout into the place required. The tendency is 
to use too high a pressure. It is important also not to let a blast 
of air from the grout machine follow the batch. 

+. It is often advisable to go over the grouting more than onee 
to displace water left by the first operation. Usually a second 
grouting will do but sometimes three or four are neeessary. 
It often happens that a stage is reached where the leakage is not 
shut off entirely but a small modicum of inflow remains and that 
this modicum is driven from one point to another by further 
groutings. This is an indieation that the process has been 
carried as far as practicable; for the time being immediate 
further grouting will do no good. This seepage will tend to 
diminish by itself, as a rule. Further careful grouting after the 
lapse of a few years may result in a eomplete sealing of the 
scepage. 

5. In eases where the water seams are large, good results 
are obtained by mixing bran or fine chopped eotton waste with 
the grout. (See Trans. Am. Soc. C. E., vol. S0, p. 630.) 

6. Vent pipes at the summit for the discharge of entrapped air 
are necessary. This is often overlooked. 

7. The hose, valves and all apparatus should be of the best 
quality and kept perfeetly cleaned and washed and blown out 
thoroughly at the end of every shift or oftener if necessary. А 
blow off valve should be provided at the end of the hose so that 
a bloeked pipe can be cleared. 

8. Grout holes should be eleaned with a rod, or by having air, 
or water blown into them before beginning to grout. The hose 
should not be allowed to kink and everything should be made as 
easy as possible for the grout to travel freely to the place where 
it is supposed to go. 

172. Conclusion.— The seeret of success in grouting is careful, 
skilful and patient work based on an intelligent scheme of operation. 
The volume of eement required may be enormous and the 
effect may not be felt until the grouting has been carried to 
the point of refusal. On the four new tunnel crossings of the 
Kast River for the New York subway system (Ref. Nos. 
А-27, A-28, А-30 and А-35) 136,000 bbl. of cement were 
used. 

173. Gravel Packing.— During the last few years another 
method of filling the annular space around the lining of a shield 
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driven tunnel has been developed. The method is in principle 
similar to grouting, but the material used is the fine screenings 
from the stone crusher. This sharp grit is forced under air 
pressure outside of the lining where it packs tightly, filling the 
annular space. This method has the construction advantage 
over grouting that the material is immediately solid and requires 
no time to sct. 
(Е). CALKING AND GRUMMETING, CAST IRON LINING 


174. Necessity of Waterproofing.—The work of making water- 
proof the iron lining of a tunnel driven through waterbearing 
ground reduces the permanent cost of pumping and makes the 
tunnel better suited for its use. In soft mud the ever present 
seepage of a leaky tunnel has the effect of causing slow but con- 
stant settlement of the tunnel. This has a bad effect on the align- 
ment as well as on the structure itself. 

175. Sources of Leakage.—In an iron lined tunnel of the usual 
type there are only three possible sources of leakage, namely: 


(A) The grout holes. 
(B) The bolt holes. 
(C) The joints between the segments. 


176. Grout Holes —This source of leakage may be considered 
as of minor importance. The usual specifications for the grout 
holes read as follows: 

“Each tunnel segment shall be tapped with a hole near the center 
for a grouting connection. The hole shall be threaded with a stand- 
ard bolt thread and closed by a serew plug." 

In some cases a pipe tap is specified. Beyond making sure 
that all grout holes have their plug in position and perhaps 
smearing red lead on the thread, nothing needs to be done 
with the grout holes. 

177. Specifications for Waterproofing Bolt Holes.— The speci- 
fications for waterproofing the bolt holes may read as follows: 

"Leakage around the bolts shall be prevented by applying under 
the washers at the head and nut of each bolt a grummet of hemp 
well worked up with a paste of red lead, or a mixture of red lead and 
white lead, in boiled linseed oil. If leakage is found after the 
grummeting the bolts around which leakage occurs shall be removed 
and the grummeting renewed until leakage is stopped.” 

178. Grummets.— These grummets are rings of twisted hemp 
yarn known as “lath yarn” and are just large enough to slip 
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over the bolt. They have a eross-seetion of about 14 in. The 
grummets are soaked in a thick mixture of red lead and oil and 
are then hung up to drip off before being used. One of these 
under the washer at each end of the bolt is usually enough to 
stop leakage, but where the head is particularly high, or where the 
bolt is obliquely in the bolt hole it may be neeessary to use more 
than one. 

179. Grummeting.—The grummeting and calking (to be 
deseribed later) ave best performed as an entirely distinet opera- 
tion and it should not be the practice to put the grummets on at 
the initial ereetion of the iron. After the grummets are on, the 
nuts on the bolts must be tightened thoroughly. With bolts of 
134-in. diameter it will take two men using a bolting wrench hav- 
ing a handle 3 ft. long. Bolts are not thought “tight” unless 
they will resist without turning the weight of an ordinary man 
(150 to 16Q lb.) on a wrench 2 ft. 6 in. long. 

180. Lead Grummets.—In certain cases lead grummets have 
been used and have given good results. They are made either 
by eutting lead pipe, of a suitable diameter, into short lengths 
or casting them in moulds, the latter method being the more 
satisfaetory. Lead grummets were used on the Greenwich 
Subway (E-11) and on the Rotherhithe tunnel (E-17) in London 
and in these cases the outer ends of the bolt holes were beveled 
off. When the bolts were tightened up the lead grummets were 
squeezed into this bevel, filling the hole completely. The statis- 
ties of the leakage of these and other tunnels will be given iater. 

181. Calking of Joints.—The joints between the segments are 
waterproofed by “ealking.” As deseribed in Chap. VIII, each 
segment is made with a reeess east along the inner edge of the 
flanges where these abut against the adjacent flange when erected 
in the tunnel. These reeesses form the “ealking grooves." 
After the iron has been erected waterproofing material is placed 
in these grooves. 

182. Unmachined Joints.—On the Concorde Metropolitain 
tunnel (F-12) across the Seine in Paris, where the eost of machin- 
ing the flanges was considered to be prohibitively high ($14.00 
per ton) a layer of ereosoted soft wood of a minimum thickness of 
346 In. was used between the segments on both circum- 
ferential and cross joints. The wood acted, in this ease, as the 
primary waterproofing medium and the ealking grooves were 
merely pointed with eement. Seurot remarks (Proc. Inst. C. Е., 
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vol. 188, page 389) that the delay, extra labor and annoyance 
due to the wooden packings was greater than the cost of machin- 
ing the segments, even at the high price demanded. 

183. Standard Calking Grooves.— To all intents and purposes 
it may be considered standard practice in subaqueous work to 
machine the abutting surfaces of the segments and to do the 
waterproofing by calking the grooves. 

184. Calking Materials.— Three chicf materials have been used 
for waterproofing purposes, namely: 

(A) Rust calking. 
(B) Lead. 
(C) Combination of rust and lead. 


185. Rust Calking.—In rust calking a mixture is made of sal 
ammoniac and iron borings or filings; sulphur may be added as 
this accelerates the rusting process. The mixture is made up 
in pails so that it is always fresh. It is calked into the grooves 
with tools to be described later and after it has been in place 
for some time the whole mass turns into a dense cement-like 
substance with the appearance of rusted iron. 

186. Mixture.—In the Blackwall tunnel (E-7) the mixture 
was 1 ]b. of sal ammoniac to 400 lb. of iron filings. On the Hud- 
son River tunnels of the Pennsylvania Railroad (A-18) two mix- 
tures were used. In the sides and invert 2 lb. of sal ammoniac 
and 1 Ib. of sulphur to 250 lb. of iron filings or borings and in the 
arch 4 lb. of sal ammoniae and 3 Ib. of sulphur to 125 lb. of iron 
were used. 

187. Calking Tools.— The tools used are shown in Fig. 131. 
They consist of a “pusher” with which the mixture is put in 
place and a flat headed tool, rather less in width than the width 
of the groove, for driving the mixture firmly into place. Hand 
or pneumatie hammers are used for this purpose. Hand ham- 
mers seem to do better work. 

188. Width of Calking Groove.—As the calking groove is 
merely east in the segments before the machining is done it 
follows that the groove varies in width, consequently calking 
tools of several different thieknesses have to be supplied. 

189. Machined Grooves.—Secing how important the calking 
operation is and how rigid the inspeetion needed to obtain. good 
results it seems at least an open question whether, for large and 
important work, it would not be an actual economy to machine 
the calking reeesses. 
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190. Calking Pockets.—In some cases, where the tunnel has 
passed through ground unusually wet, the calking groove has 
been earried around the bolt holes in the form of pockets so 
that the calking could be driven all around the shanks of the 
bolts. This has been found to give satisfactory results, but it 
makes the process of calking distinetly more diffieult. In order 
to make the calking thoroughly good at the bottom of 
the pockets each bolt has to be removed while this portion of the 
pocket is being calked and has to be replaced before filling the 
upper portion. The work is expensive and it is doubtful whether 
just as good results cannot be obtained without pockets, relying 
on grummeting. 





Fig. 131.— Tools used in calking with sal ammoniac and iron filings the 
joints of an iron-lined tunnel. (Courtesy of Pennsylvania Railroad.) 
1. 2-lb. hammer. 2. Narrow calking tool. 3. Medium calking tool. 4. 
Wide ealking tool. 5. Cntting and cleaning tool. 6. Pusher for placing the 
mixture in the groove. 


191. Cleaning the Groove.— Whatever the form of the grooves, 
they are thoroughly scraped out with a special tool, cleaned with 
cotton waste and washed with a stream of water under a pressure 
of at least 50 lb. per square inch. 

192. Illustrations of Process.— Figures 132 and 133 show the 
process of calking in a tunnel. In Fig. 132 the men are working 
in the roof. The three front men are driving the calking mixture 
into the grooves. The man behind is tightening up the bolts 
after having put on the grummets. The end view of the tunnel 
ring behind the last man shows the form of the pocket calking 
groove. In Fig. 133, the men are at work on the side of the tun- 
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nel. The two men at the left are tightening up а bolt which 
has just been grummeted. The next two men are driving the 
calking mixture and the two on the right are placing the mixture 
into the joint prior to calking it tight. The pail in which the 
grummets are absorbing red lead 15 to be seen. Near the feet of 
the third man from the left some grummets are hung up to drip. 

193. Operation Unpleasant.—The rust calking and grumuict- 
ing operation 1$ a most unpleasant one for those who are doing 
and inspecting it. The grummets and the men grumincting are 
a sticky mess of red lead and the smell of amimonia from the 
calking mixture is almost overpowering. It is a most monoton- 
ous job and yet it cannot be slighted. Every bolt and every inch 
of joint has to be treated with the same meticulous саге. It is 
usually necessary to do the work in an air pressure that will ensure 
the water being driven from the joints as percolating water will 
prevent the rust jointing from being tight. After a length of 
tunnel has been calked and grummeted the air pressure is removed 
and every bolt and every joint inspected. All leaks are marked, 
the pressure restored, the faulty places gone over again and 
the process repeated until the tunnel is passed as “dry.” 

194. Records of Waterproofing.—It is advisable and almost 
essential to record the progress of the waterproofing on a dia- 
grammatice development of the tunnel ring, so that the inspection 
foree can mark on the diagram the first calking and all the subsc- 
quent revisions until the tunnel is finally passed. 

195. Sequence of Calking.—It is found convenient to calk all 
grooves and grummet all bolts in the roof first, then do the sides 
and finally the invert, rather than to do a complete ring at a 
time. At any rate this 15 so in tunnels of such a size that а man 
cannot reach all parts from one position. The calking and the 
grummoting are usually done at the same time and by the same 
gang. 

196. Calking Pockets and Grummets Compared. 1 has been 
found that with pocket grooves it takes 1.15 man-hours to ealk 
] lin. ft. of joint, and grummet the corresponding number 
of bolts, while with pocketless tron it takes 0.415 man-hour to do 
the same work. 

197. Lead Calking.—In some tunnels, notably in the tunnels 
under the East River for the rapid transit system of New York 
City, lead has been used to ealk into the tunnel joints. The 
specifications for this work contain the following: 
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"Joints shall be made watertight by a continuous calking of metallie 
lead in the ealking recesses. The lead must be as nearly as practicable 
of the same width and thickness as the width of the recess. Before 
the segments are erected, the rebates to form the calking recess shall 
be scraped clean and free from the tar coating. Before calking, the 
recesses must be thoroughly cleaned by means of an air jet or water 
jet under high pressure and if required by scraping. If leakage is 
found after calking the joint shall be re-calked, the lead being removed 
and renewed if required." 


198. Example, Pennsylvania Railroad, East River Tunnels.— 
On the East River tunnels of the Pennsylvania Railroad (A-19) 
the iron lining was at first ealked with rust calking. Some 
diffeulty arose in connection with the ealking, caused by the 
water seeping through the lower part of the lining where the air 
pressure was not high enough to balance the water head. Lead 
wire, calked cold into the grooves was tried and proved so success- 
ful that the rust calking was abandoned. Pneumatie hammers 
were used and excellent results attained. 

199. Example New York Rapid Transit Tunnels.—The lead 
ealked tunnels of the New York rapid transit system, built in 
1914-1916 are, to all intents and purposes, bone-dry throughout 
and there seems no doubt that lead is a first class material 
bo use. 

200. Difficulties With Cast Iron Lining.—In Trans. Ат. Soc. 
C. E., vol. 69, pp. 395-396, Japp says: “Owing to the diffieul- 
ties of making rust Joints, it looked as though the flanges of the 
iron were slightly bent in bolting up, and the slackening of a bolt 
was sufficient to eause the iron to spring away from the hardened 
rust ealking and permitaleak . . . the difficulties of the broken 
plates and watertightness would be avoided to a large extent if 
mild steel tunnel lining could be used instead of east iron." 

201. Combination of Rust and Lead.—In the Greenwich 
subway (1898) (Е-11) and in the Rotherhithe tunnel (1904) 
(E-17) a thin strip of lead or lead wire was ealked into the bottom 
of the calking grooves and then the remainder of the groove 
was ealked with rust ealking. In both eases excellent results 
as regards watertightness are reported. 

202. General Observations.— From a study of what has been 
done up to the present time we believe that, unless it is certain 
that harmful corrosion is likely to occur from having lead and 
iron in close eontaet, lead is the best material so far developed 
for waterproofing cast iron lining. This applies to the grummet- 
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ing of the bolts as well as to the calking of the joints. Anything 
more discouraging than hemp grummets dripping with red 
lead cannot be imagined, unless it is the stench of the sal 
ammoniae, sulphur and iron borings. The metallic lead on the 
other hand, is clean and can be placed in normal air pressure. 
If lead grummets are used they should be mold cast to fit exaetly 
round the bolts and to fill amply the space, into which they are to 
pack. Гог extreme cases of obliquity of the bolts specially 
thick grummets could be cast or a hemp grununet used in 
combination. 

203. Depth of Calking Groove. —Thoc following table shows the 
depth of calking groove used on certain existing under-water 
tunnels. 


TABLE XXVII.—Dxzrmu or CALKING GROOVE IN THE IRON LININGS OF 
CERTAIN EXISTING TUNNELS 





Depth of 


Ref Outside LM Pocket 
AL: Tunnel | Date , diameter, ^" or 
No. | о groove, | 
| ect | plun 
inches 
СЛЕТА - 1888 21.00 | D plain 
(I7 H Blackwall. ............ 1891 27.00 2 plain 
ILE TOS oil WOLT I216 114 plain 
(E-8 ) Waterloo and City..... 1893 DS 34 plain 
(E-11)| Greenwich............. 1898 122575 115 plain 
(E-15) Baker St. & Waterloo, 1900 | 12.81 1% pocket 
(A-18) Pennsylvania Hudson | 
ШК УО Mic oe ee eee 1904 | 23.00 115 mostly plain 
(E-17)| Rotherhithe........... 1904 30.00 2 | plain 
(A-27) Old Slip, Rapid transit, | 
ANE NER 1915 18.00 ү ММ plain 











There seems а tendency to increase the depth of the groove as the 
diameter of the tunnel increases. While there is nothing essen- 
tially bad about this in so far as the circumferential flanges are 
concerned there does not SCCM any reason for it. The difficulty 
of making a tunnel watertight 1s a function of the greatest head 
of water under which the tunnel lies and not of the tunnel 
diameter. If a small tunnel can be made watertight with a 
groove ?4 in. deep, a large tunnel under the same conditions of 
head, soil, ete., ean be made tight equally well. A shallow groove 
is preferable, particularly in the cross flanges because of the stress 
conditions of the lining. 
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204. Leakage.— Table XXVIII shows the volume of leakage 
stated to be measured in certain tunnels. The figures are given 
as reported, but in these statements there is an element of doubt 
inherent to the nature of the case. It is not stated in all cases 
exactly the portion over which the leakage is measured. The 
water measured may include surface water draining into the 
tunnel from the approaches. Water may be used for cleaning 
the tunnels and this may be measured. The figures are given to 
show what has been attained and as a guide for judging the 
capacity of the permanent pumping plant which should be 
installed. The age of a tunnel has sometimes.an influence on the 
leakage. Frequently the leakage decreases the longer the 
tunnel has been built. 

205. Probable Leakage.— From this table it may be considered 
that in a cast iron lined tunnel, calked and grummeted, the 
probable leakage, expressed in U. 5. gallons per square foot of 
outer surface may be as follows: 


КА DUD. ние уу 0.010 gals. per square foot per 24 hours. 
УО Dn 0.001 gals. per square foot per 24 hours. 
МЫЛ Е T E 0.001 gals. per square foot per 24 hours. 


Table XXIX based on the above is given to show the volume of 
seepage that may be expected in tunnels of various diameters for 
the maximum, average and minimum ratios taken. 


TABLE NAIX.—PROBABLE SEEPAGE 





Volume of seepage water in U. S. gal. per 














mu (Em 1,000 ft. of tunnel per 24 hours 
of tunnel ft., Maximum, Average, Minimum, 
feet sq. ft. gal. gal. gal. 
5 15,700 | 630 65 20 
10 31,400 | 1,260 $ 125 30 
15 47,100 | 1,880 190 50 
20 62,800 | 2,520 250 70 
25 18,500 2,140 320 SO 
30 94,200 Во 350 90 
on 109,900 , 4,100 440 110 








It should be considered possible to attain the results shown 
in the minimum column by proper саге and attention to the 
erection of the iron in the first instance, so that no foreign sub- 
stance is between the flanges and the rings true to shape, followed 
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by thorough workmanship and close inspection of the process 
of calkmg and grummeting. 


(G) ENGINEER’S SUPERVISION 


206. The Engineer’s work of Supervision.—The engineer’s 
work of looking after the tunnel building consists of two main 
parts as follows: 

(A) Supervision: This means seeing that the work is carried 
out in accordance with the letter and spirit of the contract and 
the specifications. 

(B) Recording: ,This means leaving as perfect as possible a 
written and graphical record of what was done and why it was 
done. It also involves making an analyzed record of cost of the 
different processes of construction. 

The engineer in charge of a tunnel work will not be able, by 
himself, to do all the work of supervision and recording. Не 
must have a corps of assistants and inspectors who will act as 
his deputies. The following paragraphs are intended as a 
suggested outline of what the duties of such a field corps should 
be and what the work of supervision and recording involves. 

207. Working Force.—A detailed account of the force on each 
shift should be kept on prepared forms. The men outside of 
the air locks should be kept separate from those within. The 
following should be recorded: 

(A) The section of the work on which the man is working. 

(B) The proper title or “‘rating”’ of each man. 

(C) The rate of his pay. 

(D) The particular job he is doing. 

(E) The length of shift worked. 

208. Shield Record in Tunnel.—4A record box should be kept 
in each tunnel alongside the heading telephone. The card for 
the inspector’s notes should be kept in this box, and all measure- 
ments entered on it as soon as made. The instructions for 
driving the shield are entered on this eard and the results of 
the last shield cheek (sce Chap. XVI). Whenever the telephone 
is moved ahead the box should be moved also so that the inspector 
can eall up the office if the driving instruetions are not, or cannot 
be, followed. 

209. Temperature.—<A thermometer is kept in cach record box 
and a reading taken and recorded on each shift. This record 
should be placed in a graphic record form also. 
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210. Sample of Air.—It is well to have a daily analysis of the 
air in the heading taken for the CO; gas content at the same hour 
each day. It should be taken close to the shield about 3 ft. 
above the floor and away from the current of air from the supply 
pipe. Special pumps ean be bought for this purpose. They 
draw а sample of the air into a metal tube, which ean be detached 
from the pump and sent to the office for analysis. The results 
of the analyses should be recorded ona graphic chart. Further 
reference on this matter is made in Chap. ХУП. 

211. Air Pressure.—Thce air pressure in each tunnel should be 
recorded for each shift. If there is more than one set of locks in 
operation the pressure at cach lock should be recorded. The gauge 
gives the pressure above that of the atmosphere. The inmost 
pressure is the sum of the gauge rcadings at each successive lock. 
This should be checked by reading on the gauge in the office, 
which is direetly eonnected with the working chamber by a special 
pipe. А graphical record of the air pressure should be kept. 

219. Air Compressors.— [he readings of the air compressor 
revolution eounters should be taken regularly several times a day. 
All counters should be read whether every compressor is running 
ог not. The volume of free air per unit of time delivered to the 
tunnel should be computed from these readings and a graphical 
record of the volume of air per man per unit of time should be 
kept. | 

213. Emergency Air Lock.—When going through the air locks 
note should be taken that the doors of the emergency locks are 
open toward the shield so that the men may escape in case of 
need. 

214. Air Supply Pipe in Heading.—The air supply pipe should 
be kept up as close to the shield as possible. It is important that 
the flap valve be in place at the end of the pipe. 

215. The Shield, Supervision.— The assistant engineers and 
the inspectors should make themselves thoroughly familiar with 
the shield and should watch its erection, learn how it is put together 
and know the names and functions of all parts. All break-downs, 
defects, distortions, leaks or other matters whether or not causing 
delay to the work should be noted. Each pocket of the shield 
should be numbered so that, in reports and reeords, no doubt 
can exist as to which is meant. 

216. The Shield, Records.—All labor on repairs or alterations 
to the shield should be noted and an account kept of the materials, 
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spare parts, ete. used in making them. The labor and materials 
should be reeorded in a special shield record book. 

217. Shoving the Shield, Supervision, Bolts.—The shield must 
not be shoved until the bolts in the last ring have been tightened. 
It is especially important that all the bolts in the radial joints 
are tight, all those below the working floor and at least those in 
the cireumferential joint above the floor which are next to each 
cross joint. The bolts in the rings already ereeted tend to loosen 
after each shove and for this reason there should be a gang of 
men doing nothing else but tightening bolts behind the shield. 

218. Turn Buckles and Posts.—lIf turn buckles or posts are 
being used to retain the shape of the lining, they must be tight 
before shoving. 

219. Leads.—The shield must be shoved with the lead ordered. 
The Jead must be obtained on the first 6 in. of the shove and 
kept to the end. The engineer or inspeetor should take a posi- 
tion m the tunnel or on the shield from which he ean see the three 
rods measuring the lead. The differenee between the readings 
of the two side rods give the side lead. The vertical lead eannot 
be measured directly except when a full face is being excavated 
and breasted ahead down to the bottom. The vertical lead will 
be computed generally from the top and two side readings. The 
mean of the side readings gives the distance that the horizontal 
axis of the shield is ahead of the last ring and the differenee 
between this mean and the top reading gives half the vertical 
lead. If the proper leads are not obtained at onee the foreman 
must be told and the reason discovered. It may be earelessness 
or defective Jacks. In either ease the shove should be stopped 
and appropriate remedies applied. There is no other way to 
keep good line and gradient. 

220. Muck Taken In.—In mud if all the shield doors are elosed 
and no muck taken m the shield will tend to rise. The strength 
of the tendency is greater the larger the tunnel. In such cases 
even with a top lead opposed to it the shield will rise as it follows 
the flowing mud ahead of it along the line of least resistance, 
namely upward. In such ground, therefore, the orders for shov- 
mg are a combination of leads and of quantities of mud to be 
taken in and the inspectors must see that the number of ears of 
muck ordered are actually taken out and that the ears are filled, 
as a slight divergence from the quantity ordered has a nullifying 
effect on the engineer’s aims. The method of guiding the shield 
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bv the regulation of the volume of ground admitted cannot be 
used in its entirety, as other considerations such as the rise and 
distortion of the lining behind the shield and, when there is an 
adjacent tunnel ahead, the tendeney of the following shield to 
raise and push over and distort the leading tunnel has to be 
considered. The less muck taken in by the following shicld the 
more marked are the effeets on the leading tunnel. 

221. Shoving the Shield, Records, Open Doors.— When 
shoving into mud the following should be recorded (а) the number 
and position of doors open, (b) the number and position of doors 
partly open, (c) if openings are obstructed by timber, the nature 
of the obstruction. | 

222. Shoving the Shield, Nature of Еасе. — Ії the ground 15 
being excavated ahead of the shield, a sketeh of the face should 
be made showing the position of the different formations orstrata, 
piles, boulders or anything worth noting, with dimensions where 
possible. It is convenient to have a rubber stamp showing the 
outline of the cross-section of the shield. 

223. Leads.—At the end of the shove the two side and the 
top leads should be taken and recorded. The average number 
of jacks in use at any one time and the hydraulic pressure should 
be recorded. It is convenient to number each jack so that no 
doubt ean exist as to which is meant. The time of starting 
and ending each shove should be recorded from the time the 
pressure is turned on to when it is turned off. 

224. Mucking.—The number of ears of muck sent out for each 
ring must be counted and cheeked with the lock-tender’s tally. 
The degree of fullness of cach ear should be noted and an estimate 
of the yardage made. If, in mud, the silt appears unusually 
dry or hard or soft or sandy a note should be made, as the 
behavior of the shicld in pockets of special quality is often 
puzzling. 

225. Clearance.—The clearance should be measured at the 
horizontal and vertical diameters and recorded at the end of 
each shove. 

226. Diameters.— Тһе horizontal diameter should be taken at 
the front end of the ring after the shield has been shoved against It. 
It is measured by holding the zero of the tape at one side of the 
tunnel and swinging the other end until the longest reading 15 
secured. The vertical diameteristakeninasimilar way. | As with 
nearly all these matters of record, it is most convenient to keep a 
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graphie chart of these measurements. This gives an instant 
mental pieture of the situation. 

227. Erection of Lining, Supervision.—Make sure that all 
muck and dirt is removed from the tail of the shield before 
putting the first segment in the bottom. This muck should not 
be thrown back into the tunnel invert but cast up on the working 
floor. It is always found, even where the greatest care is used, 
that the overhang of the iron constantly decreases owing to 
dirt getting into the bottom joints. The more careless the work 
the worse is this disease. When the bottom segment is in place 
the jacks opposite to it are released to hold it in position and the 
bolts put in and tightened. All the cross joints are to be made 
good as the erection proceeds and thoroughly well tightened 
before the circumferential bolts are tightened. It is easiest 
to keep good shape this way. If the preceding ring 1s 
narrow in the horizontal or vertical diameter, then, after the ring 
has been erected and all the cross joints are thoroughly tight the 
ereetor arm should be pushed against the ring to force the lining 
out and thereby get the diameters correct. Then the arm should 
be released and the circumferential bolts tightened. Before the 
working floor is put down the bolts in the preceding ring must be 
gone over. 

228. Erection of Lining, Records.—4A record should be kept of 
each ring, whether it is a straight or tapered ring; if it 1$ a taper, 
what kind. Each ring should be numbered and the number 
marked on it. If there are several different patterns or types 
or weights of rings, the particular kind must be noted. The time 
taken to erect each ring should be noted. This is taken from the 
time the first plate is being lifted off the car to be slung into 
the bottom up to the time the key is m place and the bolts passed 
as tight. The horizontal and vertical diameters and the clear- 
anee should be recorded before the ereetion of the new ring is 
begun. Breakdowns of the ereetor or ereetor pressure pipes 
should be noted and the reason and extent given. 

229. Office Work.—Each assistant engineer and inspector 
should keep a diary and fill it in at the end of each shift. The 
record should show the date, the shift, the number of men of each 
class at work. The time taken to erect each ring, the diameters, 
leads and other measurements taken are also noted. 

230. Ring Record.—A detailed record of cach ring is kept in the 
office on printed sheets made for the purpose. These embody all 
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the information taken on eaeh ring, the leads obtained, number 
of cars of muek, position of tunnel as cheeked by the survey 
Corps, ete. 

231. Force Distribution Sheets.— l'he men working on each 
shift should be recorded on special sheets ruled for the purpose. 
'The men in compressed air should be kept separate from those in 
normal air. 

232. Compressor Records.— The compressor records are kept 
to show the volume delivered to the tunnel and the volume fur- 
nished per man. 

233. Shift Records. Тһе shift records show the rings erected, 
the time taken, diameters and results of shield checks. Their 
chief use is for the information of the succeeding shift. 

234. Daily Report to Chief Office.—A daily report to the chief 
office should be made out each morning. It 15 convenient to have 
it made out up to say, S o'eloek a.m. This is because the working 
day is considered usually to start at that hour. The report gives 
the progress made during the previous 24 hours, the force em- 
ployed, the air pressure, the temperature, the nature of the ground, 
any important accidents or incidents and other items of importance 
or interest to the chief engineer. The reports are conveniently 
made out on ruled and printed cards so that the matter is handled 
as one of routine and not as a special compilation for each day. 
If several tunnels are under construction at one time it 15 useful 
to have a special color of card for each tunnel. 

235. Monthly Report.—A monthly report to the chief engincer 
is also advisable. This embodies the generalized progress made, 
ground encountered, air pressure and similar physical informa- 
tion. It should contain the quantities of work put into the 
construction during the month and to date and the pereentage of 
work done to date. It may be well to include cost data also on 
this form and possibly the resultant unit costs of the work as 
developed to date. Full cost data can hardly be presented in 
such progress reports as it is not until the work is completed that 
the full information is at hand. It is useful, however, to make 
this a part of the monthly report as it forces the record of the 
costs to be kept constantly more or less in shape and up to date. 
This work has a strong tendency to lag behind and thus lose half 
its value. 

236. Weekly Inspection.—The tunnel should be inspected 
thoroughly from end to end once each week. The purpose of 
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this is to discover any evidence of distortion or weakening in the 
lining, excessive leakage and such matters. In a tunnel large 
cnough for an overhead runway it is necessary to traverse the 
tunnel three times to make this inspection, once along the run- 
way, and once along each side. The inspection should be rigid 
and thorough. Any broken segment, missing bolt, missing grout 
plug or other defect must be noted and reported at once. This 
inspection should not be made each week by the same man. 
Whether anything to report or not is found a report covering the 
inspection should be made. 

237. Engineer’s Organization The Engineer’s organization 
should be carefully worked out. Each department such as 
designing, field supervision, and accounting should be placed 
under one responsible head and this head should be held to 
account for the results of his department. At the same time, these 
men must not be allowed to look upon themselves as the heads 
of a lot of independent departments resentful and impatient of 
anything which comes from any other department. The best 
results only come from a healthy spirit of team work. Each 
head of department will have a number of men below him and 
these men must be so organized that there is a constant staging 
of authority and responsibility from the most Junior position to 
the head. There should be no doubt whatever in any man’s 
mind as to whom he reports and all confusion and overlapping of 
duties must be eliminated. It is most useful to draw up a dia- 
eram of the organization and to work to this rather than to 
build up a haphazard and unorganized lot of men equipped with 
titles which are confusing and duties which are ill-defined. 
Needless to say, the utmost care should be taken to fill each 
position with the man best fitted for it by training, experience and 
temperament, not forgetting that for some positions, and these 
not the least important, technical training may rank lower than 
character. Every man should have the utmost support from 
his superior all up the line, unless there is something palpably 
wrong and in such ease a private talk is to be commended above 
a publie eall-down. Each man of the same grade and of the 
same length of service should receive the same pay. In no case 
should a man of superior title receive pay less than a man holding 
an inferior title. 

237. Relations with Contractor.—No pains should be spared 
to establish good relations with the eontraetor's forces. This 
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does not mean hob-nobbing with them but, an attitude of complete 
fairness which shows that the provisions of the contract must be 
performed with all reasonable diligence and exactitude and that 
the contractor and his forees will be treated without harshness 
and spite on the one hand or feeble good nature on the other. 
It is a great help if the leading members of the engineer's force 
have at least as much experience as those of the contractors, and 
this holds all along the line. It is very hard for an inexperienced 
inspector to deal with an experienced foreman. 


EA iii 
MAINTENANCE AND INSPECTION 


A. INSPECTION AND REPAIRS 


1. Maintenance Work.—When a tunnel is finished and ready 
for operation the work of the engineer is not over, but is changed 
to that of maintenance. This work consists of periodical inspec- 
tion of the structure and its appurtenances, and of making such 
repairs and minor alterations as the inspection shows to be 
necessary or desirable. In the following the maintenance of 
the structure proper is considered principally. 

2. Regular Inspection.—A tunnel structure is usually of such 
massive and seemingly permanent character that regular 
inspection may seem unnecessary. Nevertheless, natural forces 
are constantly at work to weaken it, and the very fact that it is 
not exposed to view makes it important to inspect it purposely to 
detect signs of weakness. This inspection should be made a 
matter of regular routine, the period between each inspection 
being determined by the character and the condition of the 
structure. The routine of the inspection varies with the 
character of the lining. 

3. Unlined Rock Типпе!.— п solid rock a tunnel is sometimes 
left unlined to save the initial cost of the lining. In such a case 
the weathering of the rock must be watched. Rock originally 
sound may become unsound on exposure. The unsoundness 
may take the form of local or general softening of the rock strue- 
ture or of loosening masses of rock. Furthermore, some rock, 
often the soundest and hardest kind, is subject to intense internal 
stress. Masses of rock may become detached and fly off with 
great force, even long after the excavation has been made. The 
percolation of water through seams and crevices also may cause 
the detachment of masses of rock, particularly as such water 
often is charged with acids or alkalis having a strong affinity for 
the rock, thereby causing gradual or rapid decay. 

4. Method of Inspection.— All exposed rock, therefore, should 
be narrowly scanned at regular intervals. It should be sounded 
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with a hammer, which gives a eharaeteristie “ring” when the rock 
is sound. It is prudent to have a regular scaling gang doing this 
work. The surface must be gone over thoroughly with hammers 
and bars and any loose and rotten rock knocked down. The 
engineer should not take the work of this gang for granted, but 
should satisfy himself at frequent intervals that a condition of 
absolute safety exists. The best eure for scaling rock is to line 
the tunnel. 

5. Wood Lining.— When a tunnel is lined with wood there 
may be, in addition to the carrying members proper, wood 
packing outside of the regular lining, where overbreak has 
oceurred. The carrying members should be inspected for 
attaeks of fungoid disease. An examination should be made to 
see whether the timbers bear properly against cach other, 
whether any movement has taken place and whether the longi- 
tudinal bracing is in position and adequate. The packing 
should be examined for decay and to see whether it properly 
fills the voids. Sometimes the packing has not been put in as 
solidly as should be at the time of construction. Weakness of 
any kind disclosed by the inspection should be repaired 
immediately by replacing or supporting the faulty timbers. 
The fire hazard of a wood lined tunnel should be considered; fire 
fighting apparatus should be provided and kept in working 
order. 

6. Cast Iron Lining.— The inspection of a cast iron lined tunnel 
should cover the east iron segments for breakage and corrosion, 
the bolts and grout plugs for looseness and corrosion, and the 
structure in general for leakage. 

7. Broken Plates.—A broken plate should be repaired, but it 
is difficult to take it out and replace it, and it is often a dangerous 
operation to attempt to do so. Usually it is better to reinforee 
it. This may be done in various ways. The plate may be filled 
to the depth of its flanges with conerete, reinforced perhaps, 
with steel rods. Turnbuckles may be used to bind the broken 
segment together as shown in Fig. 134. As shown in the figure 
it has been possible in this ease to place the turnbuckle without 
removing the connecting bolts of the lining. This is often an 
important advantage. 

8. Broken Plate Sign of Weakness.—A broken plate is а 
sign of weakness. Either the tunnel at that plaee has been out 


of shape from the start; or the segments at the time of erection 
22 
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have been drifted violently into position causing excessive tensile 
stress in the metal; or there has been some localized intensity of 
earth pressures. А thorough sounding of the iron lining in the 
vicinity of the broken plate should be made; some grout plugs 
should be taken out to examine for voids outside of the lining. 
Should such be found, or should there be any reason to suspect 
unsymmetrical pressures on the lining, a cautious, skilful and 
thorough grouting is indicated. This will equalize the earth 
thrusts and bring a umformly distributed abutment against the 
lining. 
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Ета. 134.— Method of reinforcing broken cast iron lining segments by means 
of turn-buckles. With this design the bolts need not be removed in order to 
place the turn-buckles. 


9. Decay of Cast Iron Lining.—As a rule, east iron tunnel lining 
is not readily subject to corrosion, although it may be affected 
locally by water heavily charged with sewage, acids, or trade wastes, 
which may enter between the uncoated joints of the segments. 
The matter of so-called graphitization of east iron is also worthy 
to be considered. Sometimes pieces of iron buried in water or 
earth, including recently laid cast mon water pipe, have been 
found eompletely graphitized; the iron has disappeared, leaving 
earbon in the form of the original casting, but without any 
substance or strength. Although we know of no ease in which 
cast iron tunnel lining has been so affected, it may not always 
be immune from it. Perhaps some compositions of cast iron 
are more subject to it than others, and if so, the selection of 
the composition of the iron used for a tunnel lining should be 
made aceordingly. Examination should be made periodically 
for decay of the lining and if it occurs, the weakened portion 
should be reinforced. 
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10. Bolts and Grout Plugs.— Inspection should be made of all 
bolts and grout plugs. И any are missing they should ђе 
replaced; if loose they should be tightened and if eorroded they 
should be renewed. 

11. Leakage.— l'he structure should be examined for leaks. 
Any leaking joints should be re-caulked and leaking boltholes 
should have the bolts tightened or the grummets replaced. The 
matter of leakage is considered further in par. 18-21. 

12. Concrete Lining.— concrete tunnel hning should be 
examined for eraeks, decay and leakage. Cracks should be 
repaired by cutting out the concrete, along the course of the 
break, to a depth of several inches, and refilling the eut. with 
mortar. Serious cracks indicate local weakness, and it often 
is advisable, where they occur, to drill holes through the concrete 
and grout behind the lining. 

13. Decay of Concrete.— Concrete sometimes decays, perhaps 
due to the cement used, but more frequently perhaps, т a tunnel 
lining, due to seepage water, charged with impurities. Decay 
may be discovered by going over the surface with a hand chisel. 
If the concrete rings hard and looks sound, it 15 probably in good 
order, but it may be further tested by drilling into the concrete 
with hand or air drills. A seale may be set up, whereby a 
penetration of so much per a given number of blows represents 
hard, sound conerete, one with more penetration second quality 
concrete, and one over a certain penetration an unsound concrete. 
Further evidenee may be obtained by taking a core boring 
from the concrete on which compression and other tests may be 
made. 

14. Cure of Decay.— It is casier to find decay of concrete than 
to suggest a remedy. The cause must first be found, but even 
if it is known it is not always possible to take effective steps to 
prevent future trouble. For example, the decay may be found 
to be due to acid water in the ground around the tunnel, but it is 
seldom possible to go outside the tunnel and cover it with a 
coating impervious to acid. It might be suggested that an 
alkaline substanee be foreed outside the lining with a grout pump, 
but it is open to doubt whether such a process would be so 
completely and perfeetly done as to afford the protection desired. 

15. Secondary Lining. ‘The most certain method of strengthen- 
ing a decayed conerete lining is to build a secondary lining inside 
the concrete lining. Usually, however, there is not much room 


340 SHIELD TUNNELING 


to spare inside the tunnel, so that this secondary lining must be 
made of cast iron, steel castings or structural steel, which will 
not oceupy as much space as а masonry construction. It may 
be necessary even to cut away the interior surface of the concrete 
to the depth of the flanges of the new metal lining in order to 
maintain the elearanee required within the tunnel. The metal 
lining should be secured to the concrete with bolts anchored into 
holes drilled in the eonerete. When erected complete, some 
judicious grouting between the metal and the concrete should 
be done to make: a close contact. This grouting must be done 
under light pressure, unless the metal lining can be securely 
braced inside, otherwise the lining will be foreed away from the 
conerete and become distorted. The metal lining should be 
ealked and grummeted as any other metal lining and conerete 
may be filled between the flanges. 

16. Access to Structures.—In order to perform the inspec- 
tion and maintenance work deseribed in the preceding para- 
graphs, access must be had to the tunnel. In tunnels used for 
any kind of vehicular traffie the inspection usually can be carried 
out while the tunnel is under operation. The necessary repair 
work may be carried out during periods of the day or night 
when no traffie passes through the tunnel. Where the traffic is 
eontinuous throughout the 24 hr. this must be operated on a 
single track during the hours of least traffic, past the place where 
the work is in progress. In tunnels carrying water, gas or other 
liquids the flow usually can be eut off for enough time to permit 
inspection. If large repairs have to be made it may be necessary 
to provide a temporary by-pass. In water intake or discharge 
tunnels for power houses, the matter of access 1s often difficult 
because the flow of water may have to be continuous and because 
no means are provided to shut off the flow through the tunnel. 
It is advisable that such tunnels be provided in duplicate and it 
must not be forgotten to furnish a gate at the seaward end so 
that the flow may be stopped. If the tunnel can be laid dry, it 
is generally possible to by-pass the water in а temporary 
flume. 

17. Decay of Discharge Water Tunnels.—Experience has 
shown that the warm, oily discharge water has the effect of 
destroying mortar, concrete and even east iron. The best 
remedy in such a case, if the destruction has not gone too аи 
is to place a tight wooden lining inside of the original lining. Тһе 
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quality of the original work is most important for such tunnels. 
It should be of the best. 

18. Leakage. Leakage into a tunnel should be constantly 
observed and records kept of the observations, because the leak- 
age is largely an index of the soundness of the structure. In 
most cases leakage decreases with the age of the structure. If, 
therefore, after а time the leakage suddenly increases, this will 
indicate a weakness somewhere imm the tunnel. The observations 
should cover the volume of leakage, the position of the leaks and 
the composition of the leakage water. 

19. Volume of Leakage.—The flow may be measured by a 
self registering device attached to the pumps emptying the sumps, 
or by a periodical count made of the strokes of the pump, or by 
observing the time the flow requires to fill à measured. vesscl. 
The volume of the flow may be represented eonveniently by 
plotting, the abscissee being the time and the ordinates the volume. 
For definite information eare should be taken that the leakage 
water from the tunnel is measured alone and not mixed with 
leakage water from the shaft or with water otherwise introduced 
into the tunnel. 

20. Position of Leaks.—It should be observed whether the 
leakage water originates from definite leaks or from more general 
damp spots. Definite leaks should be stopped. Damp spots 
may dry out in time, or the whole surface, where they oceur 
should be waterproofed. In relatively dry tunnels a large pro- 
portion of the apparent leakage water may be due to condensation 
of the moisture of the outside air entering the cooler tunnel. 

21. Composition of Leakage Water.—Water leaking into a 
tunnel frequently has chemical composition which differs greatly 
from place to plaee. It 1$ advisable to have the composition 
analyzed to determine whether or not the water may have a 
harmful effeet on the strueture. 

22. Cleanliness.—Tunnels should be kept clean. No dirt 
or rubbish should be permitted to colleet. The drains should 
always be clean and the pumps in perfect working order. 


B. OBSERVATIONS OF MOVEMENTS OF TUNNELS IN SILT 


23. Purpose of Observations.—It has been observed that 
tunnels driven through silt are in constant motion. The actual 
movements are small and present experienee indicates that they 
have no effect on the safety of the tunnel structure. Neverthe- 
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less, the very fact that the tunnels move according to laws not 
yet fully comprehended, makes it imperative for the engineer 
responsible for the maintenanee of a tunnel through silt to have 
complete and full reeords of the movements of the tunnel. 

24. Observation of Movements.—The movements affect the 
the line, the elevation and the shape of the tunnel, and all these 
items, therefore, should be covered by the observations, which 
should be made at regular intervals. The length of the inter- 
vals depends on the extent of the movements. Immediately 
after the construction of the tunnel the intervals should be 
short, perhaps one week or one month. Later, when the trend 
of the movements has been established, the length of the 
intervals may be increased to perhaps six months or a year. 
The observations should be made by the same methods and 
at the same points each time, so as to obtain a consistent 
series of comparative observations and preferably by the same 
observers. 
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Fic. 135.—Diagram plan of a tunnel with its ends in rock and its mid portion 
in soft mud. 


25. Measurement of Lateral Movements.—Let us imagine a 
tunnel as shown diagrammatically in plan in Fig. 135. The ends 
of this tunnel are in solid roek, while the mid portion is in mud and 
has been in a state of movement during the construction. If a 
line A В C D is laid out within the tunnel and monumented at 
A, B, C and D in the rock, then at any future time this line can 
be reestablished. If plugs are established on the side of the tun- 
nel as at 1, 2, 3 and 4, then the offset measurements from the 
line A BCD to the points 1, 2, 3 and 4 will show any lateral move- 
ments. To eliminate the effect of possible change of shape of 
the lining, points should be established on both sides of the 
tunnel at the station points 1, 2, 3and 4. The intervals between 
the stations should be regular. The plugs must be attached 
solidly to the lining, must not be subjeet to deeay or eorrosion 
and must be convenient for taking the measurements. 

26. Measurement of Vertical Movements.— The vertical 
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movements are measured either by ordinary leveling or by direct 
observation from fixed points established within the tunnel. 

27. Observation by Leveling.— When ordinary leveling meth- 
ods are used the leveling is started from fixed bench marks within 
the portion of the tunnel which is built in rock. Levels are taken 
at regular intervals on previously prepared points throughout the 
tunnel. It is requisite to have records of the tide at the time the 
levels are taken, because the levels are affected by the tide. Tide 
gauges, therefore, must be provided and read. Self recording 
tide gauges are best for this purpose and preferably should be 
placed in the tunnel. For this purpose a hole is drilled through 





и. ШЕЕ. Oo 
<—————— About 4 rob reer одоге 
bed of Wolerway 
77 ED SF") [= fF f= 
= в =_= 
all 
a f >» 
Д 
ARE eS 






b: у Cross Section of Turnet 
3:70; Shoning Tide Gauge 
"N А: Pipe ond Connections. 

Ју К 9 v, 

( Py af 

Y i Gouge 

ui e if Valve 

Lc olga 
V оъ, ың 





Fic. 136.— Recording gauge for showing the tidal variation of the elevation of 
the surface of the water above a tunuel in mud. 


the lining through which a pipe is inserted vertically and reach- 
ing to above the river bed. If the tunnel is lined with cast iron 
the hole through the skin of the lining is tapped and a threaded 
bushing placed within the hole so as to form a watertight sleeve 
or stuffing box for the pipe. If now a recording pressure gauge 
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is connected with the end of the pipe which is inside the tunnel, 
the changes of the elevation of the water will be recorded. By 
calibration the changes can be referred to the datum elevation 
used in the tunnel survey. Figure 136 shows the arrangement. 
The gauge must be located so that the use of the tunnel is not 
obstructed. 

28. Observations from Fixed Points.—lixed points may be 
established in the tunnel if roek is found at some reasonable dis- 
tance below the tunnel. А hole is formed in the tunnel lining 





Fic. 137.—4 recording gauge in the invert of a tunnel. This gauge records 
the movement of the tunnel in relation to a fixed vertical rod passing through 
the bottom of the tunnel, and having its lower end wedged in the bed rock below. 
(Courtesy of Pennsylvania Railroad.) 


and a casing pipe is Jetted or forced down through the silt and is 
landed firmly with its lower end resting on the rock. A diamond 
or shot drill is then used to drill into the solid rock. The drilling 
is done from the tunnel, the drill rods protected by the previously 
driven casing. The hole being drilled a rod of non-corrosive 
metalis prepared. This rod is split at its lower end and a wedge 
is inserted, butt down and sharp end up. The rod and 
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the wedge are of such size that when lowered through the casing, 
inserted into the hole drilled in the rock and driven home therein, 
the wedge will expand the rod, so that it is held firmly in the hole. 
Grout may ће poured down into the hole in the rock to help 
hold it firmly in place. 

Stuffing boxes are provided to permit movements without 
letting mud or water into the tunnel. А recording instrument 
is placed in the tunnel for recording the movements of the tunnel 
in rclation to the end of the rod. "The instrument should be 
arranged so as to multiply the actual movements. Figure 
137 shows a photograph of such an apparatus. 

29. Measurements of Shape.—Before the tunnel is placed 
in operation it is possible to make the tunnel record its own 
changes of shape by fixing a rod, preferably of Invar metal, to 
one side or the top or bottom of the lining so that a pencil carried 
by it may scribe a reeord on a clock-driven sheet of paper fixed 
at the opposite end of the tunnel diameter. With the tunnel in 
use such methods are not possible, and the lengths of the diam- 
eters must be measured with rods or steel tapes. 

30. All Observations Taken at the Same Stations.—All the 
different observations should be taken at the same stations. 
The points neeessary for taking the measurements should be 
well defined, preferably plugs of noncorrosive metal, set firmly 
into the tunnel lining. The distance between the observation 
stations should be uniform, usually 50, 100 or 200 ft. The 
observations should be a sequenee of the observations made 
during the construction so as not to form a gap in the records. 
This is important, as 1t enables one to tell the actual effect on the 
tunnel of subsequent structures, such as another tunnel or docks 
or piers resting on piles. 

31. Temperature Observations.—Temperature observations 
are important only in special cases, but they are easy to take and 
are always at least of theoretical interest. The observations 
may cover the air in the tunnel, the tunnel structure and the 
surrounding ground. Simple non-recording bulb thermometers 
may be used or recording electrical resistanee thermometers. 
The latter have the advantage of giving a continuous record and 
not needing so much attention. Their record can be made to be 
written in the office. The thermometers will be placed at inter- 
vals in the tunnel. If intended to read the temperature of the 
strueture or the ground, they are placed in holes drilled for the 
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purpose. Electric resistance thermometers are best for this 
purpose, because they can be buried permanently, the only 
connection needed to pass into the tunnel being a few insulated 
wires. 

32. Character of Movements.—In order to facilitate the 
interpretation of the observations made of the movements of 
the tunnel, a short statement will be given of the movements 
observed in previous tunnels built through silt and the probable 
'nuses of these movements. 

33. Causes of Movements.— It has been stated before that the 
movements of the tunnel are with the silt rather than in the silt; 
that the silt is supersaturated with water and inereases and 
decreases its volume according to the thickness of the film of water 
separating the solid particles, and that the thickness of the film 
deereases with inereased superimposed load, while it increases 
with а decreased superimposed load. Hence the vertical 
movements are caused by the fluetuations in the depth of silt 
below the tunnel and the changes in shape by the fluctuations in 
the depth of silt within the vertical height of the tunnel. The 
‘cause of the horizontal movements is more obscure, but these 
movements are of minor importance. 

34. Character of Vertical Movements.—There are four phases 
of vertical movements, namely: 

(A) A general downward movement which starts soon after the 
construction and is preceded by an upward movement as deseribed 
in Chap. VII, par. 27. This downward movement tends to 
become slower as the time goes on, but it may be years before 
it ceases. 

(B) A seasonal fluctuation which may mask, and even reverse 
for a time, the general downward trend. The tunnel generally 
rises in the summer and falls during the winter. The period of 
this movement is one year from peak to peak and it is never 
ceasing. 

(C) A tidal fluctuation which makes the tunnel rise with a 
falling tide and fall with a rising tide. The period of this move- 
ment is of the same length as the tidal period and these fluctua- 
tions never cease. 

(D) A change due to sudden changes in the superimposed load. 

35. General Downward Movement.—The general downward 
movement can be explained by leakage which removes some water 
and possibly eyen silt from below the tunnel and thereby causes 
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it to settle. This action may be compared with that in a hydrau- 
lic jack in which the plunger has been foreed up under pressure 
of water, and the water connection closed. If the plunger 15 
absolutely tight it will remain in its original position, but if there 
is a leak, it will gradually drop. In the tunnel the settlement ts 
ereatest before the tunnel is waterproofed, because the leakage 
then is heaviest. After the tunnel has been waterproofed and 
made as nearly watertight as a tunnel can be made, the downward 
movement will diminish, and as a tunnel generally gets tighter 
as time goes on, the settlement will gradually decrease. The 
settlement may be expected to cease when the leakage into 
the tunnel becomes so small that the natural supply of water to 
the silt ean keep pace with the leakage, or when all the silt below 
the tunnel has lost its surplus water. Unless the depth of silt 
below the tunnel is small, the former condition will prevail. 

36. Seasonal Fluctuation.— The seasonal fluctuations can ђе 
determined only by observations extending over years. The crest 
occurs in August, September or October and the trough in Feb- 
ruary, March or April. These times correspond with the periods 
of maximum and minimum temperatures of the ground. It has 
been thought, therefore, that the fluctuations are caused by 
the temperature changes; this is doubtful. It is possible that 
they are due to seasonal changes of the depth of the river bed, 
however these may be caused. The real cause is as yet unknown. 

37. Tidal Fluctuations.— The tidal fluctuations are caused by 
the changes of the superimposed load producing a change in the 
volume of surplus water in the silt below the tunnel. Hence the 
tunnel is low at high tide and high at low tide, and the changes 
are proportional to the height of the tide. It is worth noting 
that even in the stiff London clay small tidal changes in elevation 
and in shape have been observed. The range of tide in the 
River Thames is about 20 ft. 

38. Movements due to Change in Superimposed Load.— If 
changes are made in the superimposed load, such changes will 
produce a movement of the tunnel. For example, if the water- 
way is deepened, the load above the tunnel is decreased and the 
tunnel will show a corresponding rise. 

39. Summary of Vertical Movements.— Not considering the 
movements mentioned in the last paragraph, the vertical move- 
ments of a tunnel in Hudson River silt may be summarized as 
follows. The first long drawn out downward movement may 
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be represented by a curve as shown in Fig. 138. This settlement 
may be about 3 in., although it varies from place to place. 
The seasonal fluctuations may be represented by a curve as 
shown in Fig. 139 and the amplitude may be expected to be about 







Elevations 


Ета. 138.— General downward movement of shield-driven tunnel in mud. This 
movement becomes slower and slower as years go by. 


14 in. Finally, the tidal fluctuations may be represented by a 
curve as shown in Fig. 140; the amplitude is about l$ in. 
These movements are all going on together and the result is 
represented by a curve as shown in Fig. 141. The full line 
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Fic. 139.— The seasonal fluctuation in elevation Fic. 140.— The tidal fluctu- 
of a shield-driven tunnel in mud. ations in elevation of a tunnel 
in mud under a tidal water- 
way. 


indicates the actual changes and the dotted line the average 
movement. This diagram indicates the importance of knowing 
the separate phases of movements in order to interpret the 
observations properly. If for example, the initial elevations are 
taken at the time AA and no further levels are taken until B 
is reached, the inference will be that the tunnel has settled 
from AA to B, whereas, looked upon as a long time operation, it 
really has settled only from А to B. If levels are run at the time 
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CC and then at DD the inference would be that the tunnel was 
rising, although looked upon as a long time operation, it has 
settled from C to D. Unless the observations are made at regular 
intervals for a period of several years, a true picture of what ts 
happening cannot be obtained. 


Elevations 





Years 


Fic. 141.— This represents the combined fluctuations in elevation of a tunnel 
driven in mud under a tidal waterway. 

40. Stability of Pennsylvania Railroad and Hudson & Man- 
hattan Railroad Tunnels in 516. —"Тће Pennsylvania Railroad 
Company has made exact surveys at monthly intervals of its 
tunnels crossing the Hudson River (A-18) from the date they 
were opened for traffie (November, 1910) to the present time 
(August, 1922). The portion of these tunnels between the river 
lines is in Hudson River silt and the surveys here show that up to 
1917 a gradual general settlement occurred, amounting to an 
average of 114 in., but that since then no general settlement has 
taken place. The seasonal fluctuation of elevation has continued 
throughout the whole period and has averaged 516 in. and the 
tidal fluctuation has also continued, the average being rather less 
than 14 in. The leakage diminished from 650 gal. (U. 8.) per 
tunnel per 24 hr. in 1910 to 250 gal. in 1916; since then it has 
remained virtually constant except for seasonal fluctuations. 

The original tunnel designs included serew pile foundations 
at 15 ft. centers. Research by General Raymond during the 
construction period led to the decision to omit the piles. These 
continued surveys (supported by similar ones on the Hudson 
& Manhattan Railroad (A-17) tunnels) are most valuable. 
They vindicate the decision to omit the piles and prove Саска 
properly designed and built tunnel, under heavy main line 
passenger and freight traffie, is stable in ground of this kind. 
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WORKING FORCE, PROGRESS AND COST 
A. WORKING FORCE 


1. Work Carried out Intensively.—O wing to the heavy 
overhead eharges eonneeted with tunnel work it is usually to 
the interest of all parties concerned to finish the building of a tunnel 
as rapidly as possible. For this reason the work is generally 
continued throughout the 24 hours for at least 6 days a week 
and at as many headings as the work will permit. 

2. Length of Shift.— The 24-hr. working day is divided 
into a number of shifts. In air of normal pressure the length 
of each shift depends on local usage and at the present time 
usually is S hours. When working in compressed air, however, 
the air pressure will determine the length of the shift. The 
number of hours to be worked by one man in each 24-hr. 
period in compressed air work is discussed in Chap. XVII. 
` The length of the shift, or rather of the actual working time of 
each man is of importance, because he will be paid а full day's 
pay irrespective of the length of his working time. 

3. Working Force.— The working force needed for carrying 
out the work of a single heading may be divided into the tunnel 
force and the surface force. The tunnel foree will include the 
men engaged at the heading, those on transportation in the tunnel 
and those engaged on waterproofing, maintenance and other 
work below ground. The surface force includes the men handling 
materials in the yard, shop men and power plant men. 

4. Tunnel Force.—In Table XXX is shown the tunnel force 
employed in a number of tunnels about which the information 
has been obtained. These figures are also shown plotted in 
Fig. 142 which shows two curves. One curve has the equation. 

M = 4 + 0.0505 * (47) 
and the other 
М = 6 + 0.075, (48) 
where M is the number of men in the tunnel force in one shift and 
D the external diameter of the tunnel in feet. It appears that the 
350 
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number of men in the tunnel will lie usually between the hits 
determined by these two curves. The lower limit may be 
assumed where the excavation work is easy and the men skilled 
in their work, while the upper limit will prevail when the work 
of excavation is diffieult or the men unskilled. 


TABLE XX N.— WORKING EFORCE IN TUNNELS 


—_—_____ _________________ = и 


External Number 


Fa Tunnel diameter, of men Ground 
No. 
feet per shift 
(ЛЕО оаа аа 21.00 50 soft elav 
(JL Mersey. eee | 10.00 10 Waterbearing sand 
(E-7) | Јо Је а | loss sss m 27.00 60 Sand, open gravel 
(A-12)| Chicago 39th street 
| зехуёг.............. 24.75 40 Clay 

(Е-17)| Rotherhithe.......... 30.00 60 Sand, rock, clay 
(2882 а Gowanus... eee 14.67 19 Clay 
(бош | Dee Aqueduet.. и. 9.00 | 9 Sand 

(A-18)| Pennsylvania В. ВК. 

Hudson kiver.. F.: 23.00 80 Part rock, part earth 
(A-18) Pennsylvania В. К. 

Hudson iver... . =’. 23.00 27 Sand and gravel 
(A-18) Pennsylvania R. В. 

| Hudson Kiiver са. 23.00 24 | Silt 
(4-35) Rapid Transit, №. Y. | 

| City 60th street..... 18.00 26 Part rock, part earth 
(A-35), Rapid Transit, N. Y. | 

| City 60th street..... 15.00 18 Sand and gravel 
(А-27) Rapid Transit, N. Y. 

Civ ОК Slips... и 17.16 32 Sand and gravel 

(ОЗУК р Transit; © Y | 

КО Spo. 17.16 25 | Silt 
(A-28)| Rapid Transit, №. Y. | 

| Citya¥ehitehall...... 18.00 35 Sand and gravel 
(A-28) Rapid Transit, Х. 7. 

City Whitehall...... 15.00 23 Sand and gravel 
(F-11))iGreenwich............ 12875 12 Clay, sand, gravel 
(E-15) Baker St. & Waterloo.., 13.00 5 Sand and gravel 
(I-10) City and South London 12.50 15 Clay 
(A-17) Hudson & Manhattan. 16.58 2] silt 
(A-17) Hudson & Manhattan. — 16.55 28 Part rock, part earth 


—————————————————————— ا ے 


5. Surface Force.—It is more difficult to establish a general 
rule for the number of men in the surface force, because the 
number is affeeted by various independent conditions, each 


352 SHIELD TUNNELING 


peeuliar to the particular piece of work. If more than one 
heading is served from the same shaft the number of men will 
be less per heading than if only one heading is worked. И the 
tunnel is driven under air pressure the power house foree will be 
greater than when driven in normal air. The lay-out of the yard 
and the mechanieal facilities provided for handling the material 
will affect the number of men required. If certain work of 
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Ета. 142.—Relationship between the diameter of the tunnel and the number of 
men at work in the tunnel at one time. The lower curve represents the probable 
number when the ground is easy and the men skilled. The upper curve repre- 
sents the probable number when the ground is difficult or the men are unskilled. 


preparing the lining is being done at the site of the work, such as 
sawing timbers for wood lining or casting concrete blocks, this 
also will affect the size of the surface foree. Generally speaking, 
however, it may be assumed that if no additional work is being 


WORKING FORCE, PROGRESS AND COST 993 


done in the yard beyond that of handling the materials and run- 
ning the power plant the surface force will lic between the same 
two limits as the tunnel foree, as plotted in Fig. 142. 

6. Saw Mill Force.—An example of the additional force needed 
for sawing lumber for wood lining may be taken from that used 
on the Lawrenee Avenue Intercepting Sewer, Chicago (A-23). 
This tunnel was built with a primary lining of wood and had an 
outside diameter of 20 ft. According to Engineering & Contract- 
ing of Fcb. 6, 1907, a gang, consisting of 1 foreman, 1 engincer, 
2 sawyers, and - laborers, prepared the wood for 42 lin. ft. of 
tunnel per day, enough for the two headings driven. 

T. Concrete Block Force.—For casting concrete blocks, the 
foree used on the Cleveland New Water Intake Tunnel (A-26) 
may be taken as an example. The work of making the blocks 
for the tunnel lining was divided into three shifts. The first 
shift consisted of 34 men, the second of 2 and the third of 20 men. 


B. PROGRESS 


8. Definition of Progress.—By the word “progress” here is 
meant the length of tunnel completed in a given period of time. 
In the following the progress is expressed in linear feet per month 
of 25 working days. 

9. Variation in Progress.—In any tunnel the progress varies 
from month tomonth. Generally it is slow for the first month or 
two. This is natural, because it takes some time to organize the 
work, become acquainted with its conditions and acquire skill 
and proper team work. Then perhaps the work will progress 
for a while at a good rate, only to drop back again for a time, 
followed perhaps by a month or two of excellent progress. This 
variation will continue to the end of the work. 

10. Causes of Variations.—The ideal would be to maintain the 
maximum rate of progress throughout the work, and it is worth 
while, therefore, to consider the causes which produce a lowering 
in the rate of progress, so as to avoid them if possible. As already 
stated the work will be slow during the first period until it is 
properly coordinated. 

11. Bulkheads.—If the tunnel is driven under compressed air, 
a slowing down inay be expected in the rate of progress during 
the ereetion of cach bulkhead wall. It is worth, therefore, to 
plan carefully the design and construction of the bulkheads, so as 


to reduce the delays due to this cause as much as possible. 
23 
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12. Insufficiency of Plant.— Delays may occur owing to insuffi- 
cleney of plant. The compressor plant may be incapable of 
delivering the required supply of air. This may necessitate 
closing down some of the headings so as to concentrate the air 
supply in a single heading at a time, or it may be necessary to wait 
until more plant can be procured, or the work may be attempted 
with the msufficient plant. Whichever is done, it will cause 
delay. Perhaps the high pressure air plant does not deliver the 
air for the drills at the proper pressure, perhaps the shield is not 
‘capable of doing its proper work, or the transportation system is 
not working at the necessary efficiency, owing to shortage of 
cars or to defective track; ш all cases a lowering in the rate of 
progress will result. It is vital, therefore, to have enough and 
proper plant and to keep it in good working order. 

13. Insufficiency of Materials.—It happens sometimes that the 
rate of progress is lowered by insufficiency of materials of con- 
struction. This is a condition which ean be guarded against, 
but it 1s necessary to look far enough ahead to prevent its 
occurrence. 

14. Accidents.—Delays may occur due to blows or other aeci- 
dents. These delays may be eliminated to a large extent by 
proper planning, skilled and careful work and by efficient and 
suitable plant. 

15. Shortage of Men or Capital.—Other delays are caused by 
strikes, failure to procure sufficient and skilled working force, 
lack of capital or similar conditions. 

16. Character of Ground.—l'inally the character of the ground 
may change as the work progresses and cause variations in the 
rate of progress, as will be considered more in detail later. 

17. Sustained Rate of Progress.—It is apparent from the 
above that the rate of progress determined by dividing the num- 
ber of months between the start and the finish of the work into 
the total length of tunnel driven does not form a satisfactory 
basis for an estimate of progress, because many delays may have 
occurred which were peculiar to that piece of work. In the 
following, therefore, the sustained rate of progress, or the rate of 
progress attained for several months, will be considered to indi- 
‘ate the rate of progress when progress actually was made. 

18. Estimate of Time.—In order to arrive at an estimate of 
time for carrying out a given project, based on the sustained rate 
of progress, it will be necessary to add a certain length of time to 


WORKING FORCE, PROGRESS AND COST 355 
allow for the unavoidable slower rates at certain times. It is 
apparent that if the tunnel is short the mean rate of progress from 
beginning to end will be less than when the tunnel is long enough 
for the sustained rate of progress to be maintained for a long 
period. 

19. Effect of Ground on Progress.— Experience has shown that 
the eharacter of the ground has a profound influenee on the rate of 
progress. In the following the rate of progress that may be 
assumed in various kinds of ground will be considered. 

20. Average Wet Ground.—By average wet ground is meant 
waterbearing ground of the character of clay, sand or earth, 
having some cohesion; not enough to require blasting but enough 
to prevent excessive escape of air, and requiring excavation to be 
carried out in advance of the shield. Experience as to progress 
in this kind of material has been obtained from the following 
tunnels. 

(A) Sarnia (А-5): Outside diameter 21 ft. The Sarnia tunnel 
was driven through soft waterbearing clay. The approaches 
were constructed in normal air. The average sustained progress 
on the Canadian approach was 250 ft. per month over a period of 
7 months, and on the American side 218 ft. over the same period. 
Under the river where the tunnel was driven under air pressure, 
the average sustained progress was 364 ft. per month over 4 
months on the Canadian side and 256 ft. over 3 months on the 
American side. The average sustained progress over the whole 
length was 259 ft. per month. 

(B) Whitehall (A-28): The tunnels driven from the Brooklyn 
side for the greater part of their length were in fine sand and clay. 
For “Line C” the average sustained progress was 189 ft. per 
month over a period of + months and for “Line D” 210 ft. per 
month over a period of 4 months. 

(C) Old Slip (A-27): The tunnels from the Brooklyn side were 
mostly in fine sand and elay. The average sustained monthly 
progress on “Line А” was 184 ft. over a period of 4 months and 
on “Line B" 186 ft. over the same period. 

(D) Blackwall (E-7): The distance between the river shafts 
іх 1,222 ft. For a distance of about 700 ft. the tunnel was under 
a cover of elay. Through this portion 611 ft. were driven in 
11 weeks, making an average sustained progress of 231 ft. per 
month. 

(E) Dorchester (4-34): The material through which the Dor- 
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chester tunnels were driven was usually medium stiff blue clay 
at the upper portion and a hard mixture of sand and boulders 
and clay at the bottom portion of the tunnel section. The 
sustained progress for a period of 8 months was 260 ft. per month. 

(F) Rotherhithe (E-17): The distance between the two river 
shafts is about 1,510 ft. The tunnels were under a cover of 
mottled clay throughout, and were driven through layers of 
sand and clay, rock, pebbles and loamy sand. The ground was 
rather more open during the first than during the second half of 
the distance. The first half was driven in 26 weeks, during which 
there were some periods of delay, making an average monthly 
progress of 126 ft. The second half was driven at an average 
monthly progress rate of 236 ft. 
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Fic. 143.— Relationship between the diameter of the tunnel and the progress 
in linear feet per month in ‘‘average wet ground." See Par. 20 for definition 


of this term. 


(G) Greenwich (E-11): The Greenwich tunnel was for the 
greater part driven through close sand at the top with under- 
lying layers of clay and sandy clay. The sustained progress 
for a period of 4 months was 210 ft. per month. 
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(П) Chicago 39th Street. Sewer (A-12): In this tunnel, which 
was driven through soft elay, the average progress was 225 ft. 
per month. 

(I) Providenee (A-20): 'This tunnel was driven through dry 
sand and quicksand. The average progress was 228 ft. per 
month. 

21. Progress in Average Wet Ground.— The monthly progress 
in relation to the external diameter of the above named tunnels 
is plotted as shown in Fig. 143. It is apparent that in this kind 
of ground the size of the tunnel has no influence on the progress 
and that a sustained progress of from 200 to 250 ft. may be 
expected. 

22. Progress in Open Wet Ground.— When the ground is 
open the progress is rather problematic. In the Blackwall 
tunnel, (E-7) through the stretch where the gravel was open, 
the progress at times was less than 1 ft. a day or at the rate of 
21 ft. per month, but at other times it reached as much as a 
rate of 84 ft. per month. On the Ravenswood tunnel (A-8) 98 
ft. of soft ground was passed through in one month. Probably 
an average of from 25 to 100 ft. may be expected according to the 
character of the ground, and it is further probable that the prog- 
ress would be less with an inereasing diameter, owing to the diffi- 
culty of keeping dry the face of a larger tunnel. 

23. Progress in London Clay.—Most of the tunnels driven in 
London clay are not more than about 13 ft. in diameter. The 
average progress made has been 300 ft. per month when excava- 
tion has been done by hand and 660 ft. per month when the Price 
excavator has been used. 

24. Progress in Rock.—Rock tunneling is not carried out by 
the shield method except for short lengths. If the cover is suffi- 
cient the average progress may be assumed at from 75 to 100 ft. 
per month. 

25. Progress in Rock and Earth.—When rock occurs at the 
lower part of the tunnel with waterbearing earth above, the 
progress may be assumed at from 50 to 100 ft. per month, accord- 
ing to the character of the overlying ground. 

26. Progress in Silt.—The progress that may be made in silt 
‘aries with the diameter of the tunnel, according to indications 
from previous work. The average sustained progress made in 
the Hudson and Manhattan Railroad tunnels (A-17), which had 
a diameter of 16.58 ft., was 670 ft. per month, corresponding to 


a, 
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a tunnel displacement of 5,360 cu. yd. On the Pennsylvania 
Railroad tunnels under the Hudson River (A-18) the average 
sustained progress was 360 ft. per month, corresponding to a 
displacement of 5,540 си. yd. The monthly displacement in silt, 
therefore, is apparently independent of the diameter and may be 
assumed at 5,450 си. yd. per month. In that case the average 
progress may be expressed by 


po (49) 
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Fic. 144.—Relationship between the diameter of the tunnel and the monthly 
progress in mud or silt. 


where P is the sustained progress in feet per month and D the 
external diameter of the tunnel in feet. The curve represented 
by this equation is shown in Fig. 144. 


C. COMPARATIVE COSTS 


27. Purpose and Methods of Comparison.—The purpose of 
considering comparative costs is to form a basis for estimating 
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the eost of à tunnel to be built on the knowledge gained from the 
cost of tunnels already built. For tunnels having the same kind 
of lining the comparisons may be made either for varying diam- 
eters in the same kind of ground or for a given diameter in 
varying kinds of ground. 

28. Tunnels in London Clay.—The comparative? cost of 
tunnels in London clay will be considered first. In this clay 
tunnels have been built of diameters ranging from 11 ft. З in. to 
39 ft. The material is remarkably uniform in character and 
tunnels were built during a period through which there was 
little variation in the unit costs of materials and labor. These 
tunnels which are considered in the comparison were built in 
the period 1900-1905, and their costs are tabulated in Table 
NAR I. 

TABLE XXNI.—TuxNEsLs 1х LONDON CLAY. COMPARATIVE COST 

(Excavation and Iron Lining only) 


ОГ we 


Volume 
Internal External per lin. foot | Cost per lin. Cost per cubic 
diameter, diameter, of tunnel, foot of tunnel yard of tunnel 
feet feet cubic yards 
10.50 | T1123 S.l $ 19.21 $13.40 
1050090 a nou 45.90 12.20 
11.69 12.31 | 1.42 52.80 LIL MO 
13.14 14.00 5212 67.76 11.80 
15.00 | 16.00 7.46 99.3 15-90) 
РОНА 22.50 14 372 194.10 13.20 
21:20 | 22. 50 14.72 168.50 11.40 
195.00 26.50 20.40 292.10 11.00 
[30.00 | 32.00 29.80 415.77 13.90 
[30.00 32.00 29.80 | 368.00 19530 
Werte ia) oio А eu. ии $12.40 





This Table shows that the eost of a tunnel in this clay is propor- 
tional to the square of its diameter. 

29. Distribution of Cost.—The cost of these tunnels in London 
clay is distributed as follows: 


Per CENT 
Iocan а ea TC e эй. 
Gast ПОЛО ШШ ла а tee. о inn ees cole plas 
В о a 
о Lov. sce eese onl 
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In other words, the cast iron lining accounts for more than one- 
half of the eost. This is one of the prineipal causes for the 
consideration of other lining materials instead of cast iron. 

30. Tunnels in Varying Ground.— While the tunnels in London 
clay provide evidence of tunnels of varying size in the same kind 
of material, a basis for comparing the cost of tunnels of the same 
size in varying ground is afforded by the Pennsylvania Railroad 
tunnels under the Hudson River, (A-18) built in 1904—1909, under 
conditions of practically stable prices for labor, materials and 
supplies. While the greater part of these tunnels was driven 
through silt, there were portions driven through various kinds of 
ground. Table XXXII shows the comparative costs. 


TABLE XX XII.—TwENTY-THREE FEET DIAMETER TUNNEL. COMPARATIVE 
Cost 1х VARIOUS KINDS oF GROUND 














Cost per Comparative 
Kind of ground cubic yard x Per cost (rock = 
in. foot 
of tunnel 100) 
| С RA ETE TET DETTO № $29.00 | $447.00 100.00 
Bart О Parl c | 26.00 401.00 90.10 
Silt, piles and rip-rap.......... | 25.00 30000 79.70 
саш ANd gravel oes ces 20.50 316.00 70.80 
Sand, silt and piles... 18.50 283 .00 63.50 
Sill under [ааа 17.00 263.00 58.90 
Riversi е с 15.75 242.00 54.20 





The costs Include? 
Superintendence in tunnel. 
Power house labor and supplies. 
General tunnel supplies and tools. 
Shield labor, supplies and tools. 
Tunnel lighting, labor and supplies. 
Transportation, including labor in tunnel, shaft and on surface, 

disposal (teams and dump) and supplies. 

Exeavation labor. 
Erection labor. 
Field office rentals and salaries. 
Permanent lining materials (east iron and bolts). 
Contractor’s headquarters salaries and rentals. 
Accident compensation. 
Plant depreciation. 
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In faet, the costs represent the direct costs to the contractor 
without allowance for eost of financing, risk and profit. 

These tunnels were driven under an average air pressure of 25 
Ib. per square inch. The displacement was 15.4 eu. yd. per linear 
foot. 

31. Distribution of Cost.— In the following Table XXXIII ts 
shown the distribution of cost for the cases given above. This 
distribution is given in percentages and covers the excavation 
and erection of cast iron lining. It does not include calking, 
erummeting nor grouting. 


TABLE XNXIII.—DISTRIBUTION OF COSTS 





Percentage of total cost in 


| 
| 


Ttem Part | Silt Sand Sand ^ gilt | 
roek , piles silt River 
Roek : and Р ` under : 
part | rip- with silt 
gravel 4 land 
sand rap piles 
Нез office salaries. . T 3.28 3.66 4.13 4.65 5.19 M 5.57 M 6.07 
Field office salaries... . 7 10,16. 05943 65 | 4.66 | 2.58 E 2.90 § = 28 
Tunnel superintendence. . 1.57] 25.11 2.951 1.41 || 0.908 1.651] 1.05 
Wages, excavation........... . 20.30 18.90 9.351 11.42 S.77 | 4.98 | 2.81 
Wages, erection of lining......... 9.442119 019 1:55:34 1.75 § 2.70 MN 3. 10 4| 3.50 
Cast iron lining, materials... ...... 28.90 32.22 36.35 40.80 45.50 49.00 53.40 
Plant, shield and hydraulic......... 3.90 | 4.35 | 4.90 | 5.60 | 6.24 | 6.61 | 7.26 
Поз’ pressure Air.......-....--.|) 3.50 ] 8.95.1 4.44 5.08 5.67 6.00 6.60 
Nil other plants. $5 em. 1.721 181-572 182-027 182.80 93.108] 2.7 3.33 
Power house, wageS............ 458 | 4.37 | 4.00 4.81 | 3.87 f 3.00 4 2.51 
Power house, coal and supplies...... 2.85 2.89 4.63 3.32 2.20 1.94 1.42 
Transportation, wages, tunnel....... 1.21 1.30 2 ва 0,52 0.623 1.209 1.88 
Transportation, wages, shaft....... 2.15 3.66 2.48 2-4 1.72 M 1.721) 1:50 
Transportation, wages, surface..... 4.62 2.85 1.7 127 1.68 | 1.49 | 1.43 
Transportation, team, dump.... 2808 2.913.781. 2 SR 3.24] 3.28 | 1:82 
Transportation, виррћев........... 0.93 0.58 0.71 0.57 0.60 0.46 | 0.54 
Shield and pipe lines, wages.........| 1.03 2.12 2.58 1.20 1.18 | 1.43 | 1.02 
Shield and pipe lines, supplies...... 0.23 0.29 | 0.52 | 0.37 | 0.46 ] 0.34 1 0.43 
Lighting tunnel, wages............. 1.04 1.06 0.81 0.60 0.57 0.47 | 0.30 
Lighting tunnel, supplies............ O.L 03S} Onze 0.27 § 0.18@ 0.14] 0.14 
Tunnel, general виррћев............ 2.88 1.90 1.90 1.86 B 1.35 #0.55 1 0.23 
Accident compensation, еђе......... 0.85 0.95 1.07 1.21 1.359 1.40.4 1.53 





32. Distribution of Labor Cost in Hudson River Silt.—On 
the same work observations of the distribution of the labor cost 
while the tunnels were being driven under compressed air through 
silt were made on two occasions. In neither case was any excava- 
tion done ahead of the shield, but the silt was allowed to flow into 
the tunnel in such quantities as the proper guiding of the shield 
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demanded. In the first case the quantity taken in was about 
twice as large as in the second case, thus increasing the cost of 
mucking. The distribution is shown ш the following 
Table XXXIV. 


TABLE XXXIV.— DISTRIBUTION OF LABOR COST IN SILT 


First Second 


obser- obser- | Mean, 
Item Е : 
vation, vation, per cent 
per cent per cent 
shovine shicid eed 1.90 1.00 1.45 
ли Јо АИК л ы а 24.30 12.40 18.35 
Pending back jacks TE 3.60 3.50 3.55 
Erecting irom Mine ee 19.30 19.10 10:20 
ODE 4 R 12.30 24.10 18.20 
Transportation. CT | 28.70 32.60 30.65 
Track and statine. и 3.40 1.00 2.20 
Hydraulic malna сш я 1.20 1.00 1.00 
shield Vepairs e е 2.90 3.40 3.15 
Pipo Dnes eee р ERE 0.00 0.20 0.10 
DNNE ы ea te ae пи и т 2.40 1.70 2.05 


33. Comparison of Distribution.—In Trans. Canadian Soc. 
C. Е., vol. 28, 1914, p. 333, a distribution of cost 18 given of the 
work on the Concorde Metropolitain tunnel in Paris (F-12). This 
may be compared with the distribution given m the preceding 
paragraphs as follows: 


TABLE XXXV.—ConuPARISON OF DISTRIBUTION OF COST 


Pere n of eost 





Item mM Met., UL gos Ro Ra IC 

per cent River, per cent 
Wages. О, 36.6 40.4 
Plant "WE power. T 20.1 1997 
Permanent [изи | m: Bn ae. 43-9 40.8 





The resemblance is sufficiently close to point to a general appli- 
cability of the eost distribution given. 
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D. COST OF SHIELD DRIVEN TUNNELS 


34. Difficulties of Comparing Costs.—Since the year 1556 
shield driven tunnels have been built in many places through all 
kinds of ground. The prices of materials and labor have fluetu- 
ated from year to year and have been different in different 
countries. The design has not followed rational lines. The 
tunnels have been of different lengths and consequently the eost 
of plant has been heavier in some cases than others. Wages, 
which form an important item in the cost of tunnels, have 
changed from time to time and have not been the same at all 
places. Many tunnels have been built under contract, and the 
cost has been that determined by the successful bidder rather 
than the actual cost of the work. Гог example, the bids on 
the Rotherhithe tunnel (E-17) ranged from $4.660,000.00 to 
$9,400,000.00 and the aceepted bid was $5,280,000.00. The 
greater number of shield driven tunnels built have been lined 
with east iron. In the earlier tunnels little machining or none 
was done to the segments. In the later years machining has 
come more into general use, adding to the cost of the lining but 
redueing the eost of ereetion. In some plaees special facilities 
have been provided whereby this work has been reduced in cost, 
at others the cost of machining is high. These and other similar 
conditions make it somewhat difficult to estimate the eost of а 
tunnel from previous work. 

35. Basis of Comparison. —In order to eliminate to some extent 
the yearly fluctuations of prices of materials and labor, Dun's 
index of wholesale prices of commodities has been used in the 
following for bringing the cost of a tunnel built in any given year 
to a standard seale of cost. ‘The index for the year 1914 has 
been taken as unity, so that in order to bring the cost in any 
given year to the standard of 1914, the eost should be divided 
by the index of the year considered. This method of eorrection 
is not entirely satisfactory, because it applies partieularly to the 
United States and does not directly take into account the changes 
in wages, but it is believed that it brings the cost of the various 
tunnels on a more equitable basis of comparison. Figure 145 
shows the fluetuation of this index from 1885 to 1920, the index 
for 1914 being taken as unity. 

36. Cost of Cast Iron Lined Tunnels in London Clay.— топ 
figures given in Copperthwaite, pp. 367-368, for tunnels driven 


Dun's Index of Wholesale Prices of Commodities 
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through London clay it is found that the average price per cubte 
yard of tunnel during the period 1900-1905 was $11.50. Dun’s 
index for this time is 0.85, so that the cost m 1914 would be 513. 50 
per cubic yard of tunnel, or $0.50 per square foot of internal 
clearance per linear foot of tunnel. 
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Fic. 145.—Fluctuation in Dun's index of wholesale prices of commodities from 


1885 to 1920. The index for the year 1914 is taken as unity. 


37. Cost of Cast Iron Lined Tunnels in Waterbearing Ground. 
Table XXXVI shows the cost of various tunnels driven through 
waterbearing ground and Table XXXVII shows the cost of the 
same tunnels adjusted according to Dun’s index. This table 
indicates that in average ground the price in the year 1914 
would be $36.00 per cubic yard. Under favorable conditions the 
price may be about 20 per cent less and if the conditions are 
unfavorable about 20 per cent higher. Тһе cost per square foot 
of internal clearance per linear foot of tunnel corresponding to 
$36.00 per cubie yard is $1.57, assuming no other lining than the 
'ast Iron. 
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Taree NXXVI.—AcruaL Cosr ок игр DRIVEN Cast IRON DINED 








TUNNELS 
ых 
| 4 | Са. Cost in dollars 
Ref. | External | [s б. 
s Tunnel Date Country diameter, Bi 
No. PUT per 
lin, ft. g Lin. ft. К Оп yd. 
» m - | mc 
(ADIT SAFIIG е 18887] U. S. 21.00 12.83 | $324.00 $25. 30 
(Е-7) | Blackwall (heavy)...... 1892 England 27.00 21.20 | 613.00 | 28.90 
(15-7) | Blackwall (light)....... 1802 . England 27 00 21.20 | 512. 00 | 24, 10 
(15511). | Greenwichs sie eoe 1899 England 12975 4.71 | 175.00 | 36.90 
(A-17) | Hudson & Manhattan..| 1905 U. 8. 16. 58 8.00 292.00 36.50 
(A-18) | P. В. R. Hudson River.| 1905 | U. S. 23.00 15.391 448.00 | 29.20 
(517) | Rotherhitne e | 1905 England 30.00 26.20 | 667.00 25.40 
(F-12) | Concorde Metropolitain. 1911 , France 25.54 18.90 | 558.00 | 29.50 
от) IONE А | 1014 | U.S. 17. 16 8.60 409.82 | 46. 50 
(А-25) | Whitehall... а 1914 | U. 5. | 18.00 9.43 | 338.70 | 35.90 
(4-30) ЛЕШ еее я ПЕРО. S. ‚ 18.00 0743 || 311.75 1136. 20 








rn 


‘TABLE NNNVII.—Apsustep Cost ок SHIELD DRIVEN CAST IRON LINED 
TUNNELS 
س‎ eee es ——e——we———— 


Rei. | Adjusted по рег | 


Мо | Tunnel | Date | Index | Remarks 

mm Lin. ft. | Си. уд. | 
(Ас Баша: S ure e es ка 1888 .79 $410.00 $31.90 Easy ground 
(E-7) Blaekwall (heavy)...... | 1892 | 0.75 | 657.00 — 38.50 Part average, part bad 
(E-7) , Blaekwall (light)....... 1892 | 0.75 | 683.00 32.20 Average ground 
ei reenwieby, 3 resi 1809 76 | 230.00 48.50 Average 


| 348.00 43.50 Some bad, some good 
84 | 534.00 31.70 Mostly good ground 
$4 794.00 30.30 | Good ground 

97 575.00 | 30.410 | Average ground 


(A-17) Hudson & Manhattan.. 1905 
(А-18) P. В. R. Hudson River. 1905 
(КЕТ deotherhithe. <<: 1905 
(Е-12) Concorde Metropolitain. 1911 . 





W 
— 


(4-27); Old Slip...............| 1914 00 409.82 46.50 Some bad ground 
(A28 Whitehall............. Hoge i 00 338.70 35.90 | Average ground 
| .00 341.75 | 36.20 | Average ground 


CASOM INEN Streci.. 25655... | 1914 | | | 

38. Cost of Wood and Cast Iron Lined Tunnels in Dry Ground 
Compared.—The Lawrence Avenue intercepting sewer in 
Chicago, (A-23) built in 1906, furnishes an example of a tunnel 
driven by shield through dry clay, lined with wood and having 
a secondary lining of briek. The cost was $79.75 per linear foot. 
The outside diameter was 20 ft. and the inside 16 ft. The cost 
per cubic yard was $6.83, or adjusted for 1914 prices $7.75. The 
cost per square foot of internal clearance per linear foot of tunnels 
amounts to $0.29, compared to $0.50 for east iron lined tunnels. 
The example indicates, as might be expected, that in dry grounda 
wood and masonry lined tunnel will be more economical than one 
lined with cast iron, although the cost in this case appears low. 
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39. Cost of Wood and Cast Iron Lined Tunnel in Wet Ground 
Compared.—As an example consider the Dorchester tunnel at 
Boston (A-34) in comparison with the Whitehall tunnel at New 
York (A-28) the contracts for both of which were let in 1914. 
The Dorchester tunnel has an outside diameter of 24.16 ft. and 
an inside diameter of 18.67 ft. The Whitehall tunnel has an 
outside diameter of 18 ft. and an inside clearance diameter of 
15.50 ft. The eost per cubic yard of tunnel for the Dorchester 
tunnel was $35.94 and for the Whitehall tunnel $35.90, in 
other words the cost per cubic yard displaced was practically 
the same. Comparing the cost per square foot of internal 
clearance per linear foot of tunnel, the result is different. This 
was, for the Dorchester tunnel, $2.23 and for the Whitehall 
tunnel $1.80. For useful area, the cast iron lined tunnel in 
waterbearing ground appears to be more economical than the 
wood lined. The evidenee, however, is not conclusive, and in 
many cases it would be worth while to obtain bids for both kinds 
of lining. 

40. Cost of Steel and Cast Iron Lined Tunnels Compared.— 
In comparing structural steel and cast iron lined tunnels there 15 
no available evidence of existing tunnels to use for comparison. 
For the same internal clearance, however, tunnels with these 
linings will have the same external diameter, so that the com- 
parative cost will depend entirely on the cost of the lining. The 
weight of the east iron lining will be from 21% to 3 times as 
ereat as that of the steel lining, while the cost per ton of steel 
usually will be less than twice that of east iron, indicating a 
definite saving in the use of structural steel. This saving will be 
more marked in large than in small diameter tunnels. At 
places where the item of transportation is a factor the lighter 
weight of the steel lining will cause a further saving in cost. 
Within the structural steel would be placed a concrete lining. 

41. Comparison of Cost of Tunnels Driven with and without 
Shield.—A comparison of the eost of tunnels driven with and 
without shield ean be made only in such cases where it is possible 
to drive a tunnel without a shield. Generally speaking it is 
limited, therefore, to tunnels in dry ground and to such cases in 
waterbearing ground where a tunnel may be built by a trench 
method. 

42. Tunnels in Dry Ground -Аз an cxample for comparison 
of tunnels driven in dry ground the Blue Island Avenue tunnel 
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of the Chicago water works system may be taken. This tunnel 
was put under contract in the year 1906 at a cost of $19.70. 
per linear ft. Its outside diameter is 9 ft. $ in. and its inside 
diameter $ ft. The eost рег eubie yard displaced was, therefore, 
$7.25 or corrected for 1914 prices, $8.35 per cubic yard, com- 
pared with $7.75 (see par. 38) for a tunnel driven with shield. 
This comparison indicates that there is not much choice, when 
the ground is suitable for excavation without shield, between 
the work being done with or without shield. 

43. Tunnels in Waterbearing Ground.—In Proc. Inst. C. E., vol. 
185, it is stated that in the construction of the Detroit tunnel 
the various methods of construetion used gave costs as follows: 


Trench and tremie method, normal air... $332.00 per linear foot of track 
Side shields, normal air................. $228.00 per linear foot of track 
Side shields, compressed air.............. $257.00 per linear foot of track 


These figures indieate that the use of shield is more economical 
than the trench method. This is further indieated by the cost 
of the Harlem River tunnels built by trench method in 1911-1912. 
The contract price was $375.00 per linear foot of track, or adjusted 
to 1914 prices, $391.00 per linear foot of track. The tunnels 
under the East River built by the shield method in 1914-1916 
were constructed at a cost of $363.00 per linear foot of track. 


TABLE XXXVIII.—CosT or SHIELDS 


Ref | Adjusted Diam. 


Xo Tunnel Year Index Cost cost, р, | 
A C feet | 
| 
London tube....... 1900 0.80 $2,180 $2,730 | 12.00) 19.0 
London tube....... 1900 0.80 7,800 9,650 16.00 37.6 
London tube....... 1900 0.80 11,700 14,600 22.00 30.2 
(E-Il)&Greenwich.........] 18991 0.75] 11,400 ! 15,300 2.054 S150 
(E-7) BilackWall......... 18921 0.75, 48,600 | 64,700 127.001 89.0 
(А-19) P. В. В. East Riv. f 1904 0.85 44,000 51,800 | 23.00 | 98.0 
(A-18) P.R.R. North Riv.] 1904 0.55' 44,000 ! 51,800 123.00» 98.0 





(3-23) Lawrence Ave., | 

Chieago. 1906 0.87 5,000 9:200 120.001 23-0 
(A-17) Hudson & M M d 

Lt ы. с 1903 0.85 26,000 30,600 16.58 111.0 
(A-17) Hudson & Manhat- 

DE. ous 1904] 0.85| 18,500 | 21,800 | 16.58] 79.0 
(А-16) Battery. .......... 1901 0.80 20,000 25,000 16.58 90.0 
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44. Cost of Shields.— l'able XXXVIII shows the cost of 
various shields. 

From this table it appears that in dry ground the eost of a 
shield in dollars may be assumed to be, at 1914 prices, from 20 
to 30 times the square of the diameter of the tunnel in feet and 
in waterbearing ground about 90 times. 

45. Cost of Plant.—As an example of the cost of plant for a 
shield driven tunnel under compressed air the eost and distribu- 
tion of eost of the plant for the Battery tunnels (A-16) are shown 
in Table XXXIX. These tunnels were built in 1901, so that 
for 1914 prices the total eost of the plant would be $504,000.00. 


TABLE XXXIX.—CosT or PLANT. BATTERY TUNNELS (A-16) 


| 
| 





Item | Cost | Percentage 
| 

Power р1апїз............................ |. $195,000 46 
Bhrelds e cct И 80,000 19 
Tunnel plant, except pumps............... 84,000 20 
Tunnel pups... uc ae 9,000 2 
лаве and yard ВМВ, -enere ee ен алате 25,000 6 
a c c oC 11,500 3 
TESS ONO оов. 5,000 1 
пару БОБАН о e UNE ИЕ 3,500 | 1 
Machine а Боре ле oie hares cue eee IS | ° 3,000 | 1 
Del chee и ма eas аи атт: ул | 4,000 1 

Total plant cost in IOI eee. КЕ $420 , 000 100 


The plant was distributed at both sides of the river and served 
four headings. The total length of tunnel was 14,872 ft. making 
the eost of the plant $35.00 per linear foot of tunnel or $4.38 
per eubie yard of displacement. 


SERTER XVI 
SURVEY 


INTRODUCTION 


1. True Alignment Necessary.— he work of the surveyor 
in tunnel construction has peculiar importance as eonipared with 
that work in many other lines of construction. The reason for 
this is that it is not possible to judge the eorreetness of the work 
simply by eye as is possible to a large extent with works built 
on or above the surface of the earth. A tunnel may be started 
at one end and driven to its other end. Its alignment cannot be 
judged by eye until it arrives there. Ot it may be started from 
two points far apart and driven to a junction somewhere between 
the two points. The meeting must be accurate and there is 
nothing to ensure this except care and skill in the survey. 

2. Purpose of Chapter. —It is the purpose of this chapter to 
outline the special surveying methods and apphances which have 
been found useful in shield tunnel work. 

3. Work of Surveyor.—The surveyor’s work will be deseribed. 
in the following under these heads: 

(A) The preliminary survey. 

(B) The sub-surface exploration. 

(C) The precise surface survey. 

(D) The transfer of the working Ime and level from the surface 
to the tunnel. 

(E) The carrying forward of the line and level in the tunnel. 

(F) The cheeking of the position of the shield and the tunnei 
with respect to the true line and level. 


(1) THE PRELIMINARY SURVEY 


4. When Maps Are Obtainable.—In well settled distriets or 
large towns accurate official maps are to be had. А few check 
measurements may be made on the ground to make sure that no 
serious error exists. This proved, the line of the proposed tunne! 
is laid down on the map and a profile drawn from the elevations 
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on the map. This will give а fairly correct ground work for a 
preliminary estimate of the quantities of work involved and the 
consequent probable cost. This outline sketch will enable the 
engineer to decide where to place the borings he must make for 
the exploration of the sub-surface conditions. 

5. When Maps Are Not Available.— Where по survey maps exist, 
a preliminary survey of the terrain must be made. Ordinary 
survey methods will be used and that most suitable for the 
country and the men available will be chosen. What will be 
sought at this stage is not high accuracy so much as a rapid 
taking of the topography on which to base an outline plan of the 
project and a means of placing the borings, test pits and other 
exploration work. 


(В) THE SUB-SURFACE EXPLORATION 


6. Necessity for Explorations.— The need of thorough explora- 
tion of the ground through which the tunnel must be bored 
cannot be over-stressed. The tunnel must be built far out of 
sight, buried deep in the earth. In order to escape avoidable 
diffieulties and dangers and to afford a basis for a rational design 
of the structure it 1s imperative to have the fullest knowledge of 
the ground that will be penetrated. Whether it is possible to 
build on alternative lines and gradients, or whether it is impossi- 
ble to make any choice, it is equally vital to know the character 
of the ground. 

T. Borings.—The exploration will be made largely by borings. 
The first problem will consist of deciding how many borings to 
put down, where to put them and what sort of borings to make. 
These questions depend on the general geological features of the 
territory and on the knowledge of and experience with these fea- 
tures which are available. Some tunnels are projected in places 
where the geological conditions are plain and simple. Of these 
London is an example. On the other hand, the geological struc- 
ture may be complex and involved. New York is an example of 
this condition. 

8. Geological Maps.—Official geological maps and publications 
should be studied and care be taken to see whether faults, contact 
zones or other possible sources of trouble are shown. 

9. Consultation of Geologist.— l'he retention of the geologist 
best qualified by his local knowledge to act as adviser to the 
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engineer is often an investment that will pay heavy dividends 
in the avoidance of trouble. 

10. Result of Change of Location. —Sonictimes а moderate 
lateral or vertical shift in the location of the tunnel may result 
in the eseape of great difficulties in the construction and every 
means available should be exhausted so that the best construction 
conditions are afforded. 

11. General Scheme of Borings.— Using the preliminary sur- 
vey as а basis, the engineer will draw up a general scheme for 
the borings. ‘These will Не along the route or routes tentatively 
chosen for the tunnel. The depth of the borings should be at 
least to the bottom of the proposed tunnel. The spacing of the 
holes depends on circumstances. If the formation is uni- 
form throughout the length of the tunnel two or three borings 
may be enough їп а mile. If the formation is complex, severely 
folded, faulted, fissured, of rapidly varying elevation, or passing 
from one formation to another it will be necessary to space the 
borings at such close intervals that a fairly complete picture 18 
obtained of the ground penctrated. The advice of a trained 
geologist is priceless in such a situation. The original lay-out 
of borings may need radical revision and other borings, between 
those originally laid out, may have to be made. If a boring 
vives a core of a certain geological formation and the next boring 
one of another an attempt should be made to find the line of 
contact between the two formations and to learn whether this 
contact is a simple one or whether there has been a breaking 
down of the rock structure. 

12. Borings to be Made off the Line of Tunnel.—If the pro- 
posed tunnel is to be driven under compressed air or under a 
waterway the borings should be placed outside of the line of the 
tunnel so that the bore holes, when passed by the tunnel, will 
not give rise to the escape of the compressed air and possible 
blows. If they are placed in the path of the tunnel they should 
be refilled with cement grout to obviate this danger. 

13. Making Borings.—The borings may be made by the engi- 
neer with his own drilling rig manned by a crew engaged by 
him, or the work may be done by a drilling contractor. The 
latter is the better course provided the terms of the contract are 
such that the work is completely at the control of the engineer. 
He must be represented at the drilling every moment of the time 
by а skilled inspector to verify the depths made, to collect and 
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store in proper core boxes the samples brought up and to keep a 
detailed log of cach hole referenced accurately for the elevation 
of every change in the material penetrated so that the mforma- 
tion may be of the maximum value. 

14. Core Borings.— Where rock is met in the zone through 
whieh the tunnel will pass the diamond or shot drill should be 
used. Sometimes it is thought that satisfactory information 1s 
given by wash borings. "These give at best only negative results. 
If such a boring strike a boulder no further progress ean be made. 
All that is known is that something hard was struck. This may 
be bed rock, a boulder or some hard foreign substance. It is the 
path of prudence to use a method that will penetrate such mate- 
rials and bring up cores so that no doubt may exist. 

15. Borings from Scows.—For tunnels crossing waterways 
some of the borings will have to be made from floating scows. 
In waterways erowded with shipping or with strong currents 
this work is hazardous and tedious. It must not be shirked on 
this account, but every effort bent to learn the character of the 
bed of the waterway down to the level of the bottom of the future 
tunnel. Under-water borings are made by driving or washing 
down a casing pipe of a diameter of 6 to 10 in. The top of this 
casing is always above high water and it is driven down to and 
through any soft material in the bed of the waterway. Whena 
hard substance is reached the foot of the casing 1s landed as 
firmly as possible and the core boring carried on within its 
protection. If the hard substance proves a boulder, it 1s drilled 
through, a smaller pipe, inserted within the original casing, 15 
driven through the boulder and washed down until another hard 
object is reached. This process is continued until the boring 
reaches below the bottom of the proposed tunnel. 

16. Hazards.—Sometimes the casing is carried away by a 
vessel colliding with it or with the drill scow and this throws 
away a lot of valuable work and time. There is nothing to be 
done but to set to work again and repeat the boring. 

17. Profile of Borings.— When all the borings have been made 
a geologieal profile is drawn showing the different materials 
penetrated at each boring. On this profile the tentative profile 
of the tunnel is laid out. А study of this may result in a change 
of the position of the tunnel. 

18. Additional Borings.—If a change is made large enough to 
carry the tunnel outside the zone covered by the borings, fresh 
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exploration work should be made. Onc ean jump out of the fry- 
ing pan into the firc. 

19. Exhibit of Borings to Contractor.—It is usual to exhibit 
to the contractors bidding on a tunnel work the samples or 
eores, whieh have been taken as well as the drawings showing 
the materials met in each hole. The geologieal profile made 
from the borings should not be exhibited to the bidders. 
Nothing should be shown exeept the results obtained at each 
boring and these should be given merely for what they are worth 
and without any guarantee, implicit or explicit, as to their accuracy. 

20. Soundings.— l'or tunnels crossing bodies of water a series 
of soundings at perhaps 25-ft. intervals should be taken covering 
a strip from 500 to 1,000 ft. wide on either side of the future 
tunnel. This will determine the depth of cover over the structure 
and enable future soundings made during and after construction 
to detect any lowering of the river bed due to blows or dredging, 
any raising due to shoving the shield blind or any other deforma- 
tions and will be of use in determining what area to cover with 
а blanket of clay if such is required. Ordinary sounding methods 
will be used and no description of these will be attempted here. 


(C) THE PRECISE SURFACE SURVEY 


21. Object.—The object of the precise survey is to provide the 
basis for the final design of the tunnel in respect to its line and 
gradients and to afford the means of driving it so that when 
built its position will be that designed. 

22. Conditions of Survey.— With shield driven tunnels there 
will be two main kinds of survey presented: (а) Where the streets 
of a town have to be followed and (b) where a body of water has 
to be crossed. 


САВЕ (a) Turk TUNNEL FOLLOWING THE STREETS OF A 
TOWN 


23. Method Used.—The system usually followed is to use a 
published map of the streets on as large a scale as it is possible 
to get and on this map to lay out a seriesof traverse lines following 
the general course of the tunnel. The intersections of the trav- 
erse lines are sealed from the map, taking distanees from street 
corners or other objects which ean be located on the ground. 
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A corps then goes out with these notes and establishes the inter- 
section points оп the ground. It may be found that some of the 
points are not in the most convenient place and these are shifted 
until the best position is found. A monument is established at 
each interseetion and a traverse run from point to point, measur- 
ing the length of each line and the angle of each intersection. 
The topography is taken at the same time by offsets or triangles 
from the traverse lines to the building lines, eurb lines and other 
fixed objects on the strcet. 


24. Center Line of Tunnel.— The traverse lines may or may 
not follow the center line of the tunnel. If they do not the inter- 
secting points of the tunnel center linc are computed from the 
traverse lines. When this has been done the intersection points 
of the tunnel center line should be laid out on the ground and the 
distances between them taped and the angles of intersection read 
as a check on the computations. With tunnels following the 
streets the shafts will not be much further apart than half a mile 
ог so asa rule and;consequently the degree of precision need not be 
so high as when a large body of water perhaps a mile or more in 
width has to be crossed. Nevertheless a good deal of care has to 
be used. 

25. Measuring Line.—All lines should be taped both forward 
and backward and repeated if a discrepancy of over 0.01 ft. is 
found. Corrections for temperature and slope and for error of 
the tape should be applied. It is stated by Lazarus White 
(Trans. Am. Soc. C. E., vol. 75, p. 108) that in crowded streets 
an average of 2,500 ft. of linc and a maximum of 4,500 ft. can be 
taped in one hour. Angles should be read by a series of succes- 
sive additions followed by reversals, with atleast two independent 
observers. 

26. Leveling.— The leveling work is simple and consists in run- 
ning from the nearest established beneh mark to the line of the 
work and taking an clevation at each tape end position. The 
usual precautions for fairly accurate topographical work have to 
be taken. The established bench mark should be checked also 
from other established bench marks, as in some cases a displace- 
ment may have occurred. In crowded streets it will be found 
convenient to do most of the work at night or early im the 
morning, before the traffie gets heavy. 

27. Reference Marks.—All monuments must be referenced 
fully by measurements to fixed structures so that, in ease they are 
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disturbed by repaving or other cause they may Бе re-established 
in the same exact position. Remember that tunneling may cause 
movements of the surface. Reference points must be so far 
away from the line of the work that they are outside of the zone of 
possible movement during construction. 


Case (b). Tur TUNNEL GROSSING А WATERWAY 


28. Triangulation.— When the tunnel line crosses a waterway 
the necessity arises for a triangulation. In Fig. 146 the line 
A-B represents the center line of a tunnel which has to be driven 
across a waterway. It is not possible to measure directly across 
the waterway from A to B and, therefore, a measured base 






\Centerl nre ОЁ | | 


سے 





Fic. 146.—Diagram of triangulation to establish the center line of a tunnel 
crossing а river or waterway. 


line has to be laid out along each shore as at 1-4 and 2-8. The 
terminal points of these base lines being mutually visible, the 
contained angles of the quadrilateral 1-2-3-4 can be read and 
consequently the lengths 1-2 and 3-4 can be computed. This 
network forms the basis for a complete topographical survey 
across the waterway. The center line of the tunnel, being 
marked on the ground on each side, can be tied into the base 
lines, and a supplementary triangulation will give the length 
between A and B and the direction of the line A-B with reference 
to the lines 1-4 and 2-3. The ease presented is the simplest 
possible and supposes that all the points marked are mutually 
visible and ean be reached by direct lines on the ground. Such 
conditions seldom will be found. 

29. Observation Towers.—Much ingenuity often has to be 
exercised in the choice of the base line terminals so that the other 
observation points are visible from them. Sometimes the ter- 
minal points are transferred to observation towers, that is to say, 
the terminal point having been marked out on the ground with 
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permanent monuments, a timber or steel frame tower is erected 


over it. These towers are made double, one tower within 
another. The outer tower supports the observer, the inner the 
instrument. The construction must be most rigid to obviate 


vibrations, which will occur to some degree in any ease. The 
position of the monument is transferred to the table which sup- 
ports the instrument by means of two series of transit observa- 
tions made at right angles to each other. 

30. Stations on Roofs of Buildings.—Sometimes in built up 
towns even such towers are not possible and the triangulation 
















stations have to be plaeed on the roofs of buildings. "This makes 
`$ TI toy 
Ip 2 Calculated = Е E lopot Bldg 
OTI К : i к 2 i 
Top of Bldg | 2 | Measured N nm 
Measured C Measured | 









| 


Ета. 147.—Method used when the triangulation stations are on the roofs of 
buildings. 


it impossible to measure directly the distanee between the ter- 
minal points. This has to be obtained by a secondary triangula- 
tion, based on a measured distance made on the ground as 
conveniently as possible to the two points on the buildings, as 
shown in Fig. 147. The distances 
1-A and 3-B are measured. 

This may have to be done in 
two sections a and b as shown т 
Fig. 148. In this way à quad- 
rilateral is set up, 1-3-B-A in which 
three sides and four angles may 
be observed and consequently the 
fourth side 1-3 which is the base 
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РАДУ АТЕНЕ, 
Fic. 148.— Method of connect- 


ing points on roofs with points in 
street. і 


line may be computed. Тһе inter- 
section of the tunnel center line as 
laid out on the ground with the 
secondary base line is monumented 
as shown at C on Fig. 147, the 


distanees A-C and B-C measured and the angle at C measured. 
This ties in the stationing of the tunnel eenter line with the 
triangulation. 
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31. Length of Base Line.—The lengths of the base lines and 
their general position with reference to one another must be 
chosen carefully so that the whole quadrilateral system is well 
proportioned, otherwise the calculated distances will be 
unreliable. 

32. Precise Triangulation.—The matter of precise triangula- 
tion is not a matter special to tunneling and anyone entrusted 
with such a survey is certain to be already a surveyor of skill and 
experience, fully posted as to the principles of such work. 

33. Measurement of Length.—The instrument used for 
measurement of length is a steel tape, 100 ft. long, graduated 
to one-hundredth of a foot. Tapes of 200 ft. have been used in 
rare eases. A monument is established at each end of each 
base. This monument is made of a small eylinder of non- 
corrosive metal, such as brass, marked with a small center punch 
or with fine cross-cut lines. The monuments must be entirely 
rigid and immovable and the details of their construction will 
depend on where they are. If in solid rock the cylinder is grouted 
into a drill hole. If in soft ground a large concrete pier may have 
to be built to insure stability. The monuments having been 
set the distance is measured between them. This distanee has to 
be the horizontal distance and therefore, unless the two observa- 
tion points are at the same elevation and the intervening ground 
is level, this measurement eannot be made direetly on the 
ground. 

34. Method of Measurement.—One method of doing this 
measuring work is as follows: First a line of stakes is ranged out 
by transit along the course of the base line. The stakes are long 
enough to be perfeetly rigid in the ground and are at a distanee 
apart slightly less than the length of the tape used, for example, 
if the tape 1s 100 ft. long the stakes would be about 98 or 99 ft. 
apart. Into the tops of these stakes small copper tacks are 
driven and marked with a fine knife-eut eross. No attempt is 
made to set the tacks at regular distances apart. More aecurate 
results are secured when the intervals are at random. <A heavy 
"trivet" or three-legged “spider” is set over the monument 
points by cutting-in with two transits. A mason’s line is then 
stretched taut over the tops of adjacent stakes and tape supports 
placed on the line at 20-ft. intervals. The tape support consists 
of an iron rod or picket which can be driven into the ground. On 
this rod slides a movable piece which can be clamped at any 
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desired height. This movable piece carries a hook in which the 
tape rests. If the work is on the sidewalk of a eity street into 
which pickets eannot be driven the uprights are supported on 
heavy flat platforms. After the mason’s line has been stretched 
the sliding bar of each tape support is set at the height of the 
stretched line. Elevations are then taken on each end spider to 
enable the correction for the slope to be made. 

35. Taping.—The tape ts supported on the hooks. ‘The rear 
end of the tape is attached to a wooden or metal frame anchor 
held rigid by the weight of a man of the survey party, known as 
the anchor man. The forward end is attached to aspring balance 
held by another man. This man puts tension on the balance. 
When the standard pull on the tape (usually 12 Ib.) is registered 
the balance holder signals and the readings are taken simul- 
taneously at both ends at the cross eut on the copper tacks оп the 
stakes. The difference between the readings is the distance 
between the stake points. The temperature is taken at the 
middle of each tape length so that the temperature correction can 
be applied. The tension is sometimes placed on the tape by 
means of a lead or iron weight. A cord is attached to the weight, 
passes over a pulley of large diameter and low frictional resistance 
and thence to the end of the tape. An inverted bicycle wheel 
mounted on an iron frame makes an excellent device for this 
purpose. 

36. Alternative Method.—An alternative method has been 
used. In this no intermediate stakes are set on the base line, but 
movable stations, called spiders, are used. These consist of a 
heavy iron trivet, surmounted by a brass eap having a convex 
upper surface on which is cut a fine cross mark. These spiders 
are lined in on the base line at the same distances apart as the 
intermediate stakes would be. The procedure is that the spiders 
are lined in to temporary marks previously set at intervals of 
slightly less than the length of the tape. The end standards and 
intermediate supports are then set and adjusted to grade with the 
top of the spiders. The tape is stretched over the support under 
the pull of the tension weight and just touching the brass caps 
of the spiders. An observer is at each spider while the chief of 
the party stands near the mid pomt of the tape. The tape is 
shifted and the two observers take simultaneous readings on the 
cross marks. The observations for slope and temperature are 
taken. 
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37. Readings Repeated.—The tape readings are repeated in 
order to get a high degree of accuracy. The tape should be 
shifted lengthwise a short distance after cach reading to climinate 
errors of graduation. At least five consistent readings between 
each pair of stations should be taken and for long tunnels the 
number of readings may be inereascd to fiftcen. 

38. Precision Obtainable.—T'o show the degree of precision 
obtained by these methods it may be said that in one case where 
five readings were taken it was computed that the probable 
error was 1 in 218,000, while in another case where the read- 
ings were repeated 15 times, the computed probable crror was 
1 in 700,000 while that of the adopted mean distance was 1 in 
1,600,000. 

39. Use of Plumb-bob.—It will be noticed that in both these 
methods the use of plumb-bobs for obtaining the distance between 
stations is obviated. Good results ean be obtained, however. 
by their use. In this case one end of the tape is anchored and 
the other is subject to the standard tension. The фаре 13 
supported by intermediate adjustable supports as before. Ап 
observer with a plumb-bob is stationed at each station point 
and simultaneous readings are taken where the line of the 
plumb-bob intersects the tape. А base line of 2,300 ft. measured 
this way and with 15 repetitions for cach reading gave a result 
which differed by not quite three-hundredths of a foot from the 
method without the plumb-bob. As the gear which does away 
with the plumb-bob is so simple and inexpensive it 1s better to use 
it than to use the plumb-bobs which are unhandy and aggravating 
things to use with high accuracy. 

40. Standard Temperature.—The taped distances are corrected 
for slope and for variations of temperature from that at which 
they have been standardized. In the United States the tempera- 
ture at which stecl tapes are standard is 62 deg. Е. and a 
coefficient of expansion of 0.0000063 is used to correct for other 
temperatures. That the correction is important is clear when it 
is stated that the correction for a variation of 110 deg К. 
in length of a 100 ft. tape would be 0.07 ft. Tapes of “Invar 
Steel” may be obtained. The coefficient of expansion of this 
metal is so low that under the ordinary range of temperature no 
correction on that account is needed. 

41. Standard Tension.— Tapes are also standard for some 
stated tension for each tape. It is usually 12 lb. Hence the 
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necessity of providing a means of controlling this tension in base 
line work. The method of applying tension by means of a weight 
is probably better than that by means of a tension balance as 
it is steadier. 

42. Standardization of Tape.—The National Bureau of Stand- 
ards, at Washington, D. C. will furnish for a small fee, a certifi- 
cate of comparison with standard length. It is proper to obtain 
such a certificate for any work of importance and in fact there 
should be at least two such tapes secured, one of which will be 
in field use while the other will be kept for testing the working 
tape after each run. 

43. Measurements Run at Night.—Base line measurements 
should be made at night because the fluctuations of temperature 
are less and because there is less distraetion and less chance of 
disturbance. If not at night they should be made on a cloudy 
day. For base lines of the usual length one night is enough time 
to make one set of measurements, taking fifteen readings on each 
tape length. The run should be made five or six times to obtain 
a satisfactory mean value and it 1s preferable to have half the 
runs made by one corps and half by another to eliminate or 
counteract personal equations. 

44. The Measurement of Angles. Instruments Used.— 
Transits having circles of from 614 in. to 7 in. diameter and 
with vernicrs reading to 10 seconds of are are used to measure 
the angles. For this work and for the work in the tunnei also 
there should be no vertieal hair in the transit. Two hairs cross- 
ing diagonally are the best. Short distance sights are taken on 
ordinary round or octagonal sighting poles. Long sights are 
taken on flat target rods. A convenient form is a board 6 in. 
wide and 6 to 10 ft. long painted with red or black diamonds on 
a white ground. 

45. Methods of Ensuring Accuracy.—The angles must be 
read in such a way that errors of observation and of graduation 
are reduced to a minimum. This is achieved by having several 
observers take the readings independently and by a system of 
successive additions and subtractions in the turnings. Three 
methods may be described. 

46. First Method.—A random setting of the vernier is made 
and the angle repeated 20 times from left to right reading the 
5th, 10th and 20th repetition. The direction of the readings 
is then reversed and the angle turned 20 times as before. The 


SURVEY 20] 


final position should agree with the initial reading. И this is 
not the ease, the mean between the initial and final readings is 
computed and the sum of the angles divided by 20 taken as the 
value of the angle. 

47. Second Method.—The vernier is set at zero and the angle 
turned 11 times, the first, sixth and eleventh being read and 
recorded. The first is subtracted from the sixth and the sixth 
from eleventh and each resultant divided by five to get the value 
of the angle to be observed. A random setting may be made and 
read and the fifth and tenth angles read and the resultant 
divided by five. Every alternate set is taken reading in the 
reverse direction on the vernier. А comparison between these 
two methods is afforded by the Hudson River tunnels of the Penn- 
svlvania Railroad (A-18) where two independent corps were used 
to measure the eight angles of the river quadrilateral. Each 
corps read each angle about 300 times. The corps which used 
the first method obtained an average crror in closure of 4.9 
seconds and the corps using the second an average error of 1.4 
seconds on the average of all angles turned. АП angles were 
read by seven observers. 

48. Third Method.— This was used with good results on the 
East river crossing of the first pair of tunnels from South Ferry, 
Manhattan, to Joralemon Street, Brooklyn, New York. 1+ 
is described by Frederick C. Noble in Trans. Am. Soc. C. E., 
vol. 75, pp. 68-111. In this method the angles were started at 
random near zero. "Turnings were made accumulating from left 
to right until the sum became as nearly as possible 360 deg., or its 
multiple. Reversing the telescope and settings on the right 
hand target, the number of turnings was made from right to left 
until the sum was diminished to near the original reading. Both 
verniers were read at the beginning, at the middle, at intermediate 
points and at closing. In case an angle failed to close nearer than 
an average of 4 seconds to each turning the result was discarded 
and the angle was read again. When the third angle of any 
triangle of the system had been read, the angles were added, and 
if their sum varied from 180 deg. by more than an average of 
5 seconds for each angle, the three angles were read again. The 
quadrlaterals were tested 1n like manner. 

"In comparing the observed angles, it was noted that the direet 
reading of an angle was generally greater, by 2 or 3 seconds, than its 
value as found by taking the difference between two angles and that 
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at the end of an observation the closing reading was nearly always 
greater than the first. At this pointed to a small persistent error it 
was seen that it would have been a better program to measure each 
angle both direetly and by its 360-deg. complement and to take the 
mean." 


49. Adjustment of Error.—All the angles of the quadrilateral 
having been turned it will be found that the sum of the adopted 
ineans will not total exactly 360 deg. but will have an error of a 
few seconds above or below this. It is necessary, therefore, to 
adjust each angle separately by some standard method such as 
that given in “Theory and Praetiee of Surveying" by Johnston 
or in Wright’s “Geodesy.” 

50. Computing Distance across the Waterway.— The distances 
across the waterway between opposite observation points are 
then eomputed, using each group of balanced or adjusted angles 
inturn. It will be found that diserepaneies exist in the computed 
distances across the waterway according to whether the measured 
base lines are used with the large angles of the quadrilateral or 
whether the base line on one side of the river, calculated from that 
on the other is used. 

51. Use Measured Base and Large Angles.—<As the latter 
involves the use of the smaller angles, the sines of which have 
larger tabular differences per second of arc than the larger angles 
and as it seems reasonable to suppose that the measured length 
of the base is more accurate than the measurement of the angles 
turned, it is more satisfactory to calculate the distances across 
the water by using the measured base lengths and thelarge angles 
and if this is done and the work has been earried out with care 
along the lines indieated an agreement between the work of two 
separate parties to within five hundredths of a foot should be 
possible 1n a distance of 7,000 ft. 

52. Night Work Is Best.—' The observation of the angles is 
well done at night as the air 1s often elearer and more free from 
refraction than in the day time and the well-lit sighting points 
give clear and definite intersections. 

53. Summary.—It will be clear from par. 44 to 52 that 
several general prineiples have to be observed in measuring 
the angles. These may be summarized as: 

(A) Use several independent observers. 

(B) Use a system of suecessive additions and subtractions 
of angular measurements and thus minimize inaccuracy of gradua- 
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tion in the instrument plate and variations due to faulty 
adjustments. 

(C) Set the verniers at random. 

54. The Transfer of Level.—It is obvious that the bench marks 
used on the two sides of the waterway must be referred to the 
same datum plane otherwise there will be an crror of elevation 
when the tunnel driven from one shore meets that driven from 
the other. 

55. Where a Level Sight Сап Be Taken.—Where the waterway 
is not of width so great as to be beyond the limit of a sight with a 
level no particular difficulty is presented and it is merely neces- 
sary to start from some bench mark on one side of the waterway 
and take a sight across to the other side and thus establish a 
bench mark there. All operations will have to be done with 
unusual care and the run from the bench mark repeated until 
it is certain that consistent values have been obtained. Double 
turning points should be used and a re-run made whenever the 
two values for the height of instrument varies more than 0.004 ft. 
Fore sights and back sights should be kept as equal in length as 
possible and the rods equipped with spirit levels so that they may 
be held truly vertical. The rods should be carefully tested and 
compared and errors eorreeted. 

56. Where a Level Sight Cannot Be Taken.— When the water- 
way is so wide that the direct use of an ordinary level would be 
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Fic. 149.—Method of transferring levels across a waterway which is too wide 
to permit direct level sights across it. 


inaccurate different methods have to be used. One which gave 
good results on the Hudson River tunnels of the Pennsylvania 
Railroad (A-18) is shown in Fig. 149. Three stakes А, В, and C, 
were set on each side of the river about 200 ft. apart on a line at 
right angle to the direction of the waterway and earefully brought 
to the same clevation by an instrument set up near the middle 
stake, B. А level was then set up behind stake A and brought to 
an accurate horizontal plane by sighting on stakes A and С 
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thus establishing a base 400 ft. long normal to the earth’s radius 
at the mid point В. As sights were taken simultaneously to the 
opposite points В and the results averaged no eorrection was 
necessary for earth curvature or refraction. These readings 
were repeated on different days and by different eorps. 

57. Transfer by Tide Gauges.—In cases where the waterway 
is not obstructed by islands or by the confluence of other streams, 
the transfer may be done also by tide gauges set on opposite sides of 
the waterway. Simultaneous readings of the gauges repeated 
often enough will give a means of establishing points of the same 
elevation on both sides of the waterway. 

58. Example.—In the case of the Hudson River tunnels of the 
Pennsylvania Railroad (A-18), readings were taken over a period 
of 8 hr. for 31 consecutive days. The readings were taken at 
intervals of 2 min. atslaek water and every 5 min. during the 
rest of the period. The mean difference of elevation between 
the benches as obtained from high and low water and intermediate 
readings were used to average with the results obtained by the 
instrumental method deseribed in par. 56. It may be of interest 
to record the values obtained as a basis of comparison with 
other work. 


TABLE XL.—Hupson River, New YORK. RELATIVE ELEVATIONS FOR 
A Вехсн Mark OBTAINED By TIDE GAUGES AND BY LEVELING ACROSS 


THE RIVER 
METHOD ELEVATION OF BENCH MARK 
lide gauge at Шей water ee 303.656 average of set of readings 
Tide gauge at low water.............. 303.752 average of set of readings 
Tide gauge during tide run............ 303.669 average of set of readings 
Mean of tide gauge results............ 303. 692 


By leveling, Ist line of sight (Corps 5) 303.711 average of set of readings 
D ái anl ПО " с. 


3 1) 3rd 23 ) 3 (Corps 1) 303.618 ,' 9° Уз 19 3? 
|“ Ath Согра 1) 3037591 á MGE dt 5 
á я Sth ” рор 1) 808.608 E ~ М 


2 » Oth F1 о 3) 303139 dá QE dE a 
7 7 1 7” (Corps 1 & 3) 303.606 ОО a ПИ 


ви i a nie ee e ae ee 303.670 
мос 303.681 


SURVEY 385 


(D) TRANSFER OF THE WORKING LINES AND LEVELS TO THE 
TUNNEL 


(A) LINE 


59. Shafts.— Most tunnel work of the kind dealt with in this 
book is conducted from shafts. These shafts may be on the line 
of the tunnel or offset from the tunnel and eonnected by a eross 
heading. The center line and level bench mark having been 
loeated on the surface and the shaft sunk it becomes necessary 
to transfer the line and level as laid out on the surfaee to the 
bottom of the shaft and thence within the tunnel in order that 
the proper guidance for construction may be given. 

60. Method of Transfer, Shaft on Center Line of Tunnel.—1t 
is usual to transfer the center line from the surfaee to the bottom 
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Ета. 150.—Plan of method of transferring the center line of a tunnel from the 
surface to the tunnel when the shaft is on the line of the tunnel. 


of the shaft by means of fine steel wires supporting heavy weights. 
The general method is as follows in the simple ease of the shaft 
being located on the center line of the tunnel (Fig. 150). We 
have, it may be supposed, a shaft A situated on the center line 
1-2 of a tunnel B. The center line has been laid out on the 
surface and marked with monuments 1 and 2. If a transit is set 
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Fic. 151.— Plan of method of transferring the center line of a tunnel from the 
surface to the tunnel when the shaft is not on the line of the tunnel. 


over monument 1 and sighted on monument 2 it will mark the 
center line. If we take two wires x and у each supporting a heavy 
weight and let them hang down the shaft they may be brought 
into line with 1 and 2 andif an instrument isset up in the tunnel, 
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say at C, and brought into hne with x-y then this instrument will 
be also on the line 1-2 and can be used to establish points 3 and 4 
in the tunnel whieh will be on the desired center line 1-2. 

61. Shaft off the Center Line of the Tunnel.— The next most 
usual ease is where the shaft 1s not directly over the tunnel but 
offset to one side as shown in Fig. 151. Here А is the shaft, В 
the tunnel and C the cross heading connecting the shaft and the 





Fic. 152.—A leaden wing weight used to transfer the center line of a tunnel 
from the surface to the tunnel. These weights are hung down the shaft sup- 
ported on a thin steel piano wire. The weight hangs in a pail of water, oil or 
molasses to prevent and check oscillation. 
tunnel. The center hne of the tunnel 1-2-3 has been laid out on 
the surfaee, the shaft has been sunk and the cross drift driven and 
à heading started along the approximate line of the tunnel. On 
the surface the angle 01s turned in series to à. point 4 and the 
wires, 2, y, set from point 4. Below ground, two points, as Z and 
W, would be set first. This is done by transit readings lined 
in on the wires at the same tine that the wires are set on the 
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surface. A point in the tunnel directly below point 1, on the 
surface is established by measuring from the wire y and the 
angle 0 then turned in the tunnel from the points W and Z thus 
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lic. 153.—Details of reel with lateral adjustment for bringing into final position 
the wires, used to transfer the center line down the shaft. 


enabling points on the center line as 5, 6 and 7 to be established 
in the tunnel. 

62. Plumbing Wires.— The plumbing wires may be “No, 5" 
steel piano or spring wire, 0.018 in. diameter. They are kept 
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wound on a spool and when unwound kept under some tension, 
otherwise they will kink. New wire will be needed after every 
second or third use. 

63. Weights.—The weights should weigh not less than 20 lb. 
and preferably from 30 to 35 lb. They may ђе of lead so that 
they are as small as possible. The proper form is the winged 
weight which is in the shape of a cross (sce Fig. 152). The 
weights are hung in pails of water, oil or molasses. "This is to 
prevent oscillation and to check it quickly if it occurs. 

64. Reels.— The reels over which the wires are hung must be 
provided with a slow lateral adjustment so that the wires may 
be brought into perfect alignment. For this purpose they have a 
screw attached to the drum or cylinder over which the wire is 
hung. By turning the screw a lateral movement is given to the 
wire. Figure 153 shows one form of adjusting reel which has 
been found good. Tension is put on the wire by gradual applica- 
tion of the weight while this is in the pail of liquid; applying it 
otherwise will break the wire. 

65. General Procedure.—Suppose for simplicity, that the 
shaft is placed over the center line of the tunnel. This line has 
been established on the surface. А transit is set up on a monu- 
ment on the center line within reasonably close distance of the 
shaft, say from 10 to 50 ft. The instrument is sighted on 
the foresight and the wires lined in. The wires are suspended 
so that they are clear of the shaft by about a foot and careful 
inspection should be made to sec that the wires are not touched 
by any object, such as projecting timbers. While the observer 
on the surface is sighting on the foresight and lining in the wires, 
another observer with another instrument is set up in the tunnel 
below as near as he ean get within focus to the rear wire so that 
the near wire is out of focus when the transit is sighted on the 
far wire. When the observer on the surface has the wires lined 
in he signals to the observer below. This observer has an 
instrument with an orienting head. Не shifts his instrument 
on the head until it is exactly on line with the two wires and then 
sights ahead on two or three vernier scales as far apart as the 
length of the tunnel already built will permit. ‘These scales are 
made of brass and ean be read by vernier to one-thousandth of 
a foot. 

66. Operations Repeated.—This operation is repeated many 
times, a record being kept of the vernier reading at cach repeti- 
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tion. Readings are taken with the telescope reversed, with the 
operator changed, with the upper instrument taken below and 
the lower to the surface, with the pails in which the weights are 
submerged turned around, with the wires shifted and then reset 
and in faet with everything possible done to eliminate all possible 
source of error. 

67. Adopted Line.—After all this is done the verniers are set 
on the computed mean of the consistent readings and this is 
adopted as the working line below ground. 

68. Stationing.— Тһе stationing 15 transferred. below by 
measuring from the monument on which the surface transit is 
set up, the stationing of which is known, to the nearest wire. 
This gives the station of the wire. By measuring from this wire 
at the bottom of the shaft to a plug or monument in the tunnel 
a referenee point for the stationing of the tunnel is established. 

69. Two Parallel Tunnels.—In shield driven work it is а com- 
mon ease to have two tunnels driven on parallel lines. It has 
been found convenient to set out the center line of the other 
tunnel from the center line of the first by means of a large “beam 
compass" set to the required distance between the two center 
lines. By this means it 1s certain that the two center lines are 
parallel. Whatever error there may be in the beam compass it 
is the same and true parallism is achieved, rather than minutely 
accurate distance apart of the two center lines. The beam is 
made of lumber, say, 12 in. by 2in. and about 2 ft. longer than 
the required distance apart of the two center lines. Copper tacks 
are placed in the beam near its lower edge at the required distance 
apart and the distance marked on the tacks with fine punch marks, 
using a standardized tape (see Fig. 154). Monuments are 
established in the floor of the tunnel opposite eross openings 
between the two tunnels. 

70. Method of Use of Beam Compass.—The beam is set up at 
right angles to the center line and levelled in accurately. The 
punch mark at one end is sighted in by transit so that it is directly 
over one of the monuments in the tunnel whose center line has 
been established. A monument plug has been set previously 
by approximate measurement in the floor of the other tunnel, 
a seale is set on this monument and the position of the seeond 
copper tack read by transit reading the seale. This observation 
is repeated by several operators until a set of consistent readings 
has been obtained. The mean of the scale readings is then taken 
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as the adopted measurement and the mark on the monument 
marked by a punch mark. The operation is repeated for the 
other monument and then the line of the second tunnel is parallel 
to the first. 


71. Method of Transfer by Transit Sights. —In place of wires 
used for transferring the line from the surface to the tunnel, 
transits have been used. These instruments are made so that 
the telescope can be used when pointing vertically downward. 
This is achieved by mounting the telescope on an overhanging 
support so that, when vertical, the telescope clears the horizontal 
limb and the leveling plates, or the instrument ean be made with 
the telescope mounted in the ordinary way but having a slot 
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Fig. 155.— Method of transferring line from surface to tunnel where the shaft 
is on the line of the tunnel and large enough to enable the tunnel monument to 
be visible from the top of the shaft on the opposite side. 


cut in the horizontal plates so that it may be swung to a vertical 
position. These instruments should afford a useful cheek on 
the accuracy of the work done with the wires. In very deep 
shafts to be perfeetly sure that the wires are not touching some 
obstruction and to cheek the oscillations are quite difficult 
matters. If the shaft is very large in plan it may be possible to 
transfer the line by using ordinary transits, using two transits 
simultaneously and transferring the line diagonally (see Fig. 155). 


72. Work Done at Night.—As in most of this survey work, the 
transfer of line from the surfaee to the tunnel is best done at 
night, the sights being lit by eleetrie light boxes placed behind 
them. 
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73. Trial Run.—It is well to make a trial run in the day time, 
however, so as to have the advantage of day light to set the wire 
reels to closely approximate position, to see that the wires hang 
free and in general to test out all the methods and appliances. 
Then the party goes out at night to make the real observations 
eertain that everything will go well. When the chief of the party 
is fussed and worried about how everything is going to turn out 
his anxicty, worry and nervousness will be communicated to 
every man in the party. Good work cannot be done under such 
conditions. 

74. Alignment by Bore-holes.— Where the tunnel 1s long and 
the base distance between the two wires in the shaft is compara- 
tively short, as generally it is, a longer baseline for the projection 
of the center line may be had by putting down bore holes on the 
line of the tunnel and by dropping wires down these holes. The 
positions of the borings are determined by sighting on the fore- 
sight. Borings of a good big diameter should be made. Ten- 
inch casings down to rock and 8-in. borings through rock are 
none too large, as the holes may not be quite plumb and itis essen- 
tial that the wires shall hang free. 

75. Method of Procedure.—The borings having been made, 
wires are supported above the holes and lowered down the bores 
with plumb-bobs at their lower ends. The wires are lined in by 
observations to the foresight on the surface. Permanent monu- 
ments are then established in the floor or roof of the tunnel in 
front of the wires. These monuments are brass plugs set in 
concrete and will vary in detail according to local conditions. The 
monuments having been set, the wires are again lowered down the 
bore holes and the heavy wing weights attached to their lower 
ends. Аз before, the weights are immersed in pails of water, oil 
or molasses. The wires are carried on adjusting reels as for the 
shaft work and brought to exaet alignment with the foresight 
by an observer on the surface. Simultaneously two transits in 
the heading near each monument are set in line with the two 
wires. When satisfactory sets of scale readings have been taken 
on several different occasions with different observers and differ- 
ent instruments the mean scale reading is marked on each monu- 
ment plug by small drill holes. It is essential that the wires do 
not touch the sides of the bore holes. А powerful electrie light 
ean be used from the top and from the bottom to see that the 
wires are free. If the bore hole is eased with pipe for its whole 
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length an electrical device may be used to tell whether the wire 
is touching the casing. 


(B) TRANSFER or LEVEL 


76. Method of Procedure.—4A bench mark is established near 
the top of the shaft. A standardized tape supported several 
feet above the surface 1s hung down the shaft and the standard 
tension obtained by hanging a weight fastened at the lower end. 
At the surface a level reading is taken from the beneh mark to 
the tape. Sinultancously at the bottom a reading is taken from 
а level to the tape. The difference between the two readings, 
corrected to the temperature at which the tape is standard is 
the differenee in level between the two instruments. Sinee the 
elevation of the line of collimation of the upper instrument is 
known, that of the lower is known also. The lower instrument- 
men observe the elevation of the lower bench mark. The opera- 
tion is repeated by different observers until a consistent value is 
obtained for the lower bench mark. 


(Е) CARRYING FORWARD THE LINE AND LEVEL IN THE TUNNEL 


TT. Effect of Character of Ground.—The process of carrying 
forward the line and level is simple or complicated depending 
on the kind of ground which the tunnel penetrates. If the tunnel 
is through firm soil and is under normal air pressure, it is a com- 
paratively simple matter {о carry forward the working lines and 
levels. If compressed air is used a complication is at once added 
by the presence of the bulkhead wall, as the transfer of all lines 
and levels has to be made through the air locks. If the ground 
through which the tunnel is built is unstable mud, the entire 
tunnel, while under construction, will be in a state of movement, 
both vertical and horizontal, so that marks established in the tun- 
nel will not be stable and cannot be used as guidanee for the 
construction without constant renewal by carrying forward lines 
and levels established in the portion of the tunnel which is in 
stable ground. 


(A) TUNNELS UNDER NORMAL AIR PRESSURE 


78. Guidance of Shield. -Virtuallv, the shield is continually 
traveling forward and the position of the shield determines the 
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position of the tunnel whieh is built within the shield. It is 
consequently important to be able to “cheek” the shield before 
and after each shove so that preeise knowledge of its relationship 
to the desired line may be had so that if it is deviating from the 
line immediate steps may be taken to stop and correet such 
deviation. The same is true of grade. 

79. Line Carried Close to Working Face.—It will be the duty 
of the alignment engineer, therefore, to see that his line is kept 
well up to the working face so that it may be at all times read у 
available for the inspectors and the shield foremen. This work- 
ing line is projeeted ahead from the precise line and at least three 
points on the precise line should be used to projeet forward the 
working line. 

80. Laying out Curves.— To lay out a curve, the tangent offsets 
from the first tangent are computed for each 10-ft. station 
until a point, perhaps 50 ft. beyond the interseetion is reached. 
Enough distanee beyond the intersection point is allowed to turn 
the intersection angle for temporary use. 

81. Points on Curves.—On a curve it is customary to place 
two points, one a direet foresight point established by repeated 
readings on the seale, the other a right angle offset point on the 
curve itself. 

82. Permanent Foresight on Curve.— When the tunnel is 
about 250 ft. ahead of the intersection a permanent foresight 15 
set. This is done usually by setting a scale approximately on the 
curve at a known distance from the intersection and then turning 
a series of angles to a point set roughly to line and correcting 
any error by measuring the correction on the scale by a eorrected 
tangent offset. It is possible often to cheek the seale also by 
setting a point at the desired station on the first tangent pro- 
longed and then measuring the entire tangent offset. If the 
interseetion point does not fall within the eonfines of the tunnel 
the eurve is laid out 1n like manner, using one or more chords and 
interseetions. 

83. Distance between Monuments.— The distant apart of the 
precise line monuments will vary with the degree of clearness in 
the tunnel air. It will be found usual that they cannot be much 
further than 300 ft. apart, and 200 ft. is а common interval. In 
order to obtain the accuracy derived from repetition it is the 
custom to use alignment scales arranged as shown in Fig. 156. 
On these seales repeated readings ean be taken and the adopted 
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line set asa mean of the vernier readings. These scales not only 
serve to give an accurate point but preserve a record in case of 
movement and give a cheek on individual runs. 

84. Work Not to Interfere with Construction.—The survey 
work must be done without interfering with the progress of 
construction, which in tunnels is usually carried out continuously 
the by night as wellasby day. Consequently it is found best to set 





Fig. 156.— A vernier “alignment bar” in a cast-iron lined tunnel, showing the 
plumb-line hanging from it and a light box of the second or shrouded type (see 
text, Par. $7) behind the plumb-line. Pennsylvania Railroad Hudson River 
Tunnels (А-15). (Courtesy of Pennsylvania Railroad). 


instruments on special tables or brackets permanently attached 
to the lining of the tunnel for this purpose. By the use of these 
tables the tripods of the instruments are not needed and the 
instruments сап be set up on three-legged stands or trivets 
standing on the tables, which are placed so that the man using 
the instrument is out of the way of the construction and tunnel 
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transportation work. The trivets must be heavy castings with 
wide spread of feet. No spidery-legged trivet is of any use. 

85. Platforms on Center Line of Tunnel.—When the tunnel 
is of 20 ft. diameter or over it is possible to use instrument 
tables on the center line of the tunnel above the traffic, a separate 


platform being used by the observer. 
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Fic. 157.—Tunnel light-box with electric lights screened by tracing cloth. 


86. Sighting.—It is usual and best to take sights on a sus- 
pended plumb line. The hairs are conveniently set to intersect 


at ап angle of 60 deg. with a horizontal hair. There must be 
no vertical hair in the tunnel transit. 
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Fie. 158.— Tunnel light-box with lights shrouded from direct sight. 


87. Lighting.— he plumb-bob line has to be lit so that it 
stands out clear and black against a white background. For this 
purpose a “light box" is used. Опе form consists of an open box 
with the face covered with tracing cloth and having one or more 
16-candle power clectric lights behind the tracing cloth (see 
Fig. 157). This type has certain objections. Where the air is 
thick and several lamps have to be used there is too much glare. 
Another type which overcomes this glare is shown in Fig. 158. 
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This type contains four or six 16-candle power lamps placed at 
the side of the box and the lamps themselves concealed by front 
boards. The inside of the box is painted dull white and acts 
as а background against which the plumb-bob line is outlined 
through the opening between the cover boards. Figure 156 shows 
one of these light boxes set up below a vernier scale alignment bar. 

88. Levels.—' The levels are carried forward from the original 
bench mark as established from the surface. A fresh run should 
be made from the original bench mark once a week. The turning 
points should be about 200 ft. apart. Turning points may be 
some projection of the lining or a bolt head or some special 
turning point made for the purpose, for example an inverted rail- 
road spike projecting from a block of concerte set in the side of 
the tunnel. An ordinary Wye level is the most convenient type. 


(B) TUNNELS iN COMPRESSED AIR IN STABLE GROUND 


89. Air Locks.—In tunnels driven under compressed air through 
stable ground the only complication added to the ease of the 
tunnel in normal air is the air lock. When the tunnel is large 
enough there will be three air locks through each bulkhead wall. 
Two of these will be on the working floor level and will be used 
for the passage of men and materials. The third lock will be the 
emergeney lock, set as high in the bulkhead as possible, and kept 
open to the compressed air ehamber at all times to afford a means 
of escape to the shield gang should the face be lost. Sometimes 
the emergency lock is used to carry the lines and levels through 
the bulkhead. "This is not good as it deprives the shield gang of 
its safety exit, but using the other locks would interfere with the 
work of construction. In Chap. VII it is suggested that when the 
eross-section of the tunnel is large enough a special enginecr's lock 
should be provided. 

90. Position of Lock.— Whatever lock is used, its position in 
ihe bulkhead wall should be laid out with reference to the earry- 
ing forward of the working lines through it without having to 
make a special offset in the line to get through the lock. It will 
be found better not to place the axis of the lock directly eoineident 
with the working line but a little to the one side, thus giving 
more room to pass the transit when set up in the lock. 

91. Transferring Line through Lock.—' The method of setting 
an instrument in the lock is shown in Fig. 159. The line point may 
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be marked by a brass plug set in a drill hole in the bottom of the 
lock. A plumb-bob is hung above, and just avoiding, the plug 
and readings taken on a small seale temporarily set for the 
purpose at each run of the line. This gives no permanent record, 
however, and it 1s better to set in the erown or floor of the lock 
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Fic. 159.— Methods of setting transit in air-lock. 


à brass alignment seale 1 or 2 in. long and divided to 
150 in., on which readings may be interpolated to 14 оо in. Sights 
‘an be taken on a suspended plumb-bob outlined by a light 
box set up at the rear of the plug. If the material lock is used 
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for the line work the vernier must be set close to the roof to 
avoid damage to the scale. 

92. Method of Transfer to Lock.— Го transfer the monument 
line to the lock the transit is set up over the monument near the 
lock and a plumb-bob suspended over the rear monument and 
both transit and back sight lined 1n with auxiliary instruments. 
A back sight is then taken and the line transferred by transiting 
the telescope to the plumb hine suspended from the scale in the 
lock. Several series of readings with reversal of telescope should 
be taken. If the air is clear a cheek can be made by setting up 
over the rear monument, sighting on the monument nearest the 
lock and reading the scale in the lock. 

93. Method of Transfer through the Lock.—The method of 
transferring the line through the lock is shown in Fig. 160. The 
back sight is set up over the monument nearest the lock by an 
auxiliary transit and an observer stationed in position A in the 
lock with the door bs open. The instrument being set on the 
back sight the observer locks through and the door bı opened. 
The observer takes up the position A!, the foresight plumb line 
is moved to position, a reading taken on the scale and recorded. 
This process is repeated and after several readings the positions 
of the instrument and back sight are carefully rechecked. When 
lack of clearance in the loek does not permit the observer to pass 
the instrument two observers are used, one at A and the other 
at A'. The one at A takes the back sight and the one at А! 
sets the fore sight. 

94. Method in High Air Pressure.—When the air pressure 1s 
high a method ean be used which avoids the necessity of a man 
locking through with the instrument. The observer A takes the 
back sight and then leaves the lock by the door be. The instru- 
ment is then locked through. The observer A! enters by the 
door b, and sets the fore sight, after which he leaves the lock 
and the instrument is locked out to normal air. Time is saved 
by this method. 

95. Transferring Levels through Lock.—To transfer the levels 
through the lock a turning point is established on a point in the 
air lock. The instrument is then taken to the first level table 
inside the air chamber and a baek sight taken on the point in 
the lock. No set up in the lock is necessary. 

96. Stationing in Tunnel during Construction, Rapid Method.— 
A method of stationing in the tunnel which permits rapid work 
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but is not as accurate as a second method, which will be described, 
is carried out as follows: Intermediate points are set at. rather 
less distanee apart than the length of the tape, say at 98 ft. 
more or less for a 100-ft. tape. "These points may consist 
of horse-shoe nails drilled for a bob string and driven in a 
block of wood wedged in the lining. The tape is supported at 
the ends only under a standard tension and several readings taken 
and recorded. The mean difference is corrected for sag, tempera- 
ture, gradient and tape constant. This method is good for a 
first approximation or check. 

97. Stationing, Accurate Method.—The second method uses 
the same sort of intermediate points but leveled tape supports are 
used every 20 ft. The tension is obtained by spring balance 
or weight. Corrections are made for slope, temperature and tape 
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Fra. 161.— Two methods of “stationing” in a tunnel. The upper is a rapid 
method giving a good approximation as the work of tunnel driving proceeds. 
The lower is a slower but more accurate method for use after the driving period 
is over, 


constant. "This method takes longer time but gives better results. 
It should be used for final stationing. The methods are shown 
in Fig. 161, 


(С) TUNNELS ах UNSTABLE MATERIAL 


98. Conditionsin Unstable Ground.—Some shield driven tunnels 
have been built through unstable mud. In this material the 
troubles of the alignment corps are much intensified, because the 
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tunnel itself will not be т a fixed position and shape. It will rise 
and fall, will move laterally and will change shape. Any line 
mark or bench mark, therefore, which is established in the tunnel 
will not be stable and in order to have true lines and grades at the 
working face it is necessary to re-run the line and levels from 
monuments and bench marks estabhshed in a stable part of the 
tunnel. The frequeney with which the lines and levels must be 
re-run will depend on the rate of advance of the shield and on the 
magnitude of the movement and distortion, but it will be neces- 
sary to make the run at monthly intervals or less, as the progress 
of the shield through such materialis usually great. The methods 
used will be as deseribed above. The alignment seales will 
have to be 10 in. or so in length so that the movement of 
the tunnel will not carry the scale off the line. When the line 
is re-run a record must be taken of the reading on each seale so 
that the movement of the tunnel is recorded. The same applies 
to the elevations. 

99. Check through Cross Pipes.—4A useful method of making 
a check on the accuracy of the line and level as run in cach sepa- 
rate tunnel, is afforded when two tunnels are run parallel to each 
other, by driving a pipe or a pair of pipes some distance from each 
other from the side of one tunnel to and into the side of the 
other. Through these pipes the distanee between the center line 
in one tunnel from that in the other may be measured and a eheck 
on the accuracy of the work is thus obtained. It is a cheap and 
easy thing to put in these pipes and even in the softest mud no 
diffculty exists. It may then be necessary to tap bolt a stuffing 
box on the inside of the tunnel lining in which the pipe can slide, 
and thus exelude mud and water from entering the tunnel. 
In general a 6-in. pipe will do. The pipe should be driven 
square to the center line, but above all else it must be level so 
that the line and level measurements may be taken direetly 
through it without computation. This method of obtaining a 
check 15 analogous to that obtained by sinking a vertical boring 
froin the surface through which to drop a plumb line. 


(F) CHECKING THE POSITION OF TUNNEL AND SHIELD 


100. Work of Alignment Corps.—In any shield driven tunnel 
the work of the alignment corps will be divided into two main 
parts, namely: 
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(А) Running the precise lines and levels through the tunnel 
so that a means is afforded of knowing whether the shield is 
traveling on the pre-determined lines and gradients. 

(B) “Checking” or testing the position of the shield in order 
to see whether it is traveling in the direction desired and at the 
same time observing the general shape and condition of the 
lining ereeted. 

The methods in gencral use for the first part of the alignment 
work have been described and some account of the second part 
will be attempted. 

101. Conditions Met.—Ideal conditions for keeping true line 
and grade may be imagined. The material passed through 
should be stable and self supporting and the segments of which 
the lining is built up should be absolutely true to shape. In such 
a case, if the first ring of the lining were erected in its true position 
and perfectly square to the desired line and the shield shoved 
perfectly square to this ring then the shield would travel on the 
desired line and grade and by constant repetition of this condition 
a perfectly aligned and graded tunnel would result. In practice 
such conditions are not, and will not be, met. ‘The segments are 
never absolutely true and even if they were, it is impossible, even 
with the greatest сате, to prevent small quantities of dirt getting 
between the joints, especially at the bottom. The shield rarely 
‘an be driven perfeetly normal to the true center line, because the 
method of control, which is by the jacks, is not delicate enough to 
permit this to be done. The material passed through is generally 
far from ideal from the view point of keeping true to line and 
grade. Rock, sand, gravel, clay and mud all have their particular 
peculiarities. As a general statement, it may be said, that no 
shield driven tunnel is built exactly to line and grade. The 
actual work will consist of a series of undulations around the 
line and gradient laid down. These deviations cannot be allowed 
to exceed the small limits imposed by the design. For motives 
of economy the cross-section of the tunnel will be kept down to 
the smallest limit and deviations from line and grade conse- 
quently must be small. The smaller and gentler the undulations 
are the better. 

102. The Secret of Success.— If the shield is high, for example, 
do not. get scared and try to jam it down in the shortest possible 
length. To do so will invariably lead to its ос ће {оо low та 
short distance and will make it difficult to establish a final gradi- 
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ent that is satisfactory. The secret of success is frequent and 
eareful checking so that any tendency to deviate is known as soon 
as it begins to oceur and proper steps taken to remedy the fault. 
Accuracy is absolutely essential. All measurements should 
be verified by an independent observer. Cases have been known 
where a shield check indicated the shield to be too high so that 
steps were taken to bring it down, whereas in reality it was low. 
This could have been avoided by proper recheck. The result of 
bringing down the shield which was already too low was a hornble 
kink in the grade after months of careful and accurate work. 
Here, if anywhere, is a place where no visual check on the 
accuracy of survey work is possible. The whole thing depends 
on the men and on their instruments and no pains and care 
should be spared in seeing that their work is reliable. А tunnel 
built with bad lines and grades is an abomination and everything 
should be done to see that the deviations are kept within the 
smallest possible limits. The seriousness of the matter will be 
understood when it is realized that, if the deviations exeeed the 
permissible limits set by the design, a part of the tunnel may have 
to be rebuilt, and this will be at any rate expensive, and 
possibly a dangerous matter. 

108. Position of Tunnel and Shield.— The building of a shield 
driven tunnel is peculiar in that the permanent position of all 
parts of the structure, (aside from the generally slight subsequent 
movements) is determined before it 1s built, by the position of the 
work already built and by the position of the shield. The posi- 
tion of any part of the work already built is the result of the posi- 
tion of previous work. "The position of the shield after a shove 
is a matter whieh cannot be more than roughly predieted or 
governed under the conditions by which it is controlled. For 
this reason every shove is virtually a new experiment. 

104. Factors Determining Position.—The principal factors 
which determine the position of a ring with regard to line and 
стаде arc: 

1. The position of the preceding ring. If the preceding ring 
is 3 in. off line the next ring will be about 3 1n. off line too. 

9. The direction of the face of the preceding ring. If the face 
of the ring deviates from a plane at right angles to the axis on 
which it should be traveling it is said to have a lead. Thus, if it 
is said that a ring has a lead of 2 in. on the right, this means that 1f 
a line at right angles to the center line is projected across the 
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tunnel it will be found that the right hand edge of the ring is 2 1n. 
ahead of the left. "The next ring when built against it will be 
thrown to the left. If the lead is on the top the next ring will be 
thrown downward and if on the bottom, upward. The lead of 
the lining ean be ehanged by the use of taper rings or by taper 
packings in the eireumferential joints between adjacent straight 
rings. 

3. The “play” or clearance between the lining and the shield. 
If the shield is square to the line of the tunnel and the tail 
bears against the outside of the lining at the bottom, the next 
ring will be about the same height above grade. If, on the other 
hand, there is room between the shield and the lining at the 
bottom, the lining, taking advantage of whatever play there ts in 
the bolt holes or other connections between ring and ring, will 
drop by its own weight to a slightly lower position. If at the end 
of the shove the shield is bearing against the iron on one side and 
itself has a lead on the same side, the next ring will be forced over 
slightly to the opposite side. The size of the play can be changed, 
but only gradually, by changing the leads on the shield. When 
the shield is not bearing on the lining at any point and itis 
desired to have it do so, large leads may be used on the shield 
until it begins to bear, after which the lead on the shield should be 
reduced. To gain time, wedges may be driven between the 
shield and the lining. This has to be done with great care and 
should be done only in emergencies. It is inadvisable to have 
the shield bear on the top of the lining for any longer than ean be 
helped as it makes the erection of the lining difficult. 

4. The lead of the shield from the iron. For example, if the 
shield has a lead of 2 in. on the right and at the same time is bear- 
ing against the lining at that side, the ring being built will be 
thrown toward the left. In soft mud the shield leads are easily 
controlled and may be entirely changed in the course of a single 
shove. In sand or gravel sudden changes of lead should be 
avoided as they may cause the tail of the shield to split. А lead 
of the shield cannot affect the tunnel, however, until the shield 
is actually bearing against the lining. Then it ean throw the ring 
that is being erected over by taking advantage of the play in the 
lining connections. 

105. Meaning of Shield Check.—It will be seen from the fore- 
going that in order to enable the engineer to understand fully the 
conditions at the face and, so understanding, to issue the proper 
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orders for the guidance of the shield and the building of the tun- 
nel, he must have the following, whieh comprises the shield 
check: 

(A) The position of the last ring completed with regard to line 
and grade. 

(B) Its leads, both lateral and vertical. 

(C) The ehanges in (A) and (B) since the previous eheck. 

(D) The actual leads of the shield. 

(E) The play of the lining in the tail of the shield at each side 
and at top and bottom. 

(F) In soft mud, since the shield is guided tosome extent by the 
volume of ground taken in through the shield and the position of 
the opening through which it is taken in, it is necessary to know 
the volume of mud taken in and the point at whieh this was done. 

106. Method of Checking.— The cheek, which takes а party of 
four men to do, is made on the shield and on the last ring on whieh 
the shield has been shoved. The reason why this ring is used 15 so 
that true diameters and radial measurements may be obtained. 
The bolting up on the leading ring before a shove has been taken 
on it is liable to be unfinished and, therefore, a cheek on this ring 
is not desirable. 

107. Deviation from Line.—To obtain the deviation from line 
the transit is set up under the leading transit point and two or 
more sets of reversed readings taken on the forward eircumferen- 
tial flange at the top of the ring next to the shield. The mean of 
the readings is marked with a peneil or a 
chisel. This point is marked on the near 
side of the far flange of the ring as shown 
in Fig. 162. The tape is stretched across 
the tunnel between the front flanges of the 
ring ehecked and swung to determine the 
horizontal axis a-c and the largest reading 

| reeorded as the horizontal diameter. A 

Y и Tha plumb-bob is hung from the line point just 
tion of a tunnel from marked and the interseetion b of the 
the correct line. plumb line with the tape read and recorded. 
'The difference of the two lengths a-c and 

a-b, gives the measurement b-c. These radial measurements 
should be read separately by holding the tape sueeessively at the 
two sides and reading at the plumb line аха cheek. The readings 
are recorded т a note book specially ruled for the use of the shield 
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checking corps. One-half the difference of the radial measure- 
ments a-b and b-c will be the deviation of the tunnel from its 
proper center line. The direction of the deviation will be on the 
side of the longer radial reading. 

108. Vertical Diameter.—The vertical diameter is taken by 
holding the zero of the tape on the top edge of the front circum- 
ferential flange at the bottom of the ring being checked and 
swinging the tape at the top against the same flange. The 
longest reading will be the vertical diameter. This is recorded 
in the note book in the place provided. 

109. Diagonal Diameters.— Tho diagonal diameters are taken 
the same way as the vertical diameter, except that the tape 15 
held so as to give diameters which are on lines inclined 45 deg. 
more or less to the vertical. 

110. The Inclination.— The inclination, or vertical lead, of the 
lining is taken by lowering a plumb-bob from the top face of the 
front flange which is being ehecked to a point opposite the lower 
flange and then reading the distance 
from the plumb line to the lower face 
(see Fig. 163). The inclination of the 
shield is obtained by measuring from 
the face of the ring to the face of the 
shield. Ona deseending gradient, if the 
upper measurement а is greater than 
the lower b, the inclination of the shield 
is greater than that of the hning and the Fre. 163.— Method of 
difference of the measurements 15 added io ae Mss 
to the inclination of the lining to obtain ing and of the shield. 
that of the shield. If the lower measure- 
ment b is the greater, the inclination of the shield is less than 
that of the lining and the difference of the two is subtraeted from 
the inclination of the lining to obtain that of the shield. On an 
ascending gradient the reverse is true. These top and bottom 
measurements are recorded in their proper places in the note 
book as well as the resultant inclinations both of the shield and 
of the lining. The difference between the actual and that proper 
for the designed gradient are also recorded. 

111. The Lead of the Lining and Shield.— Lead boards” are 
maintained on the sides of the tunnel at axis level and within 50 
ft. of the face. These are pieces of board attached to the tunnel 
lining. On each board is a mark so placed that a line Joining 
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the marks is at right angles to the true center line. Measure- 
ments are taken from the square marks on each board to the 
front edge of the lining ring being checked. These measure- 
ments are recorded in the note book. The difference between 
the two measurements is the lead of the lining. The lead is on 
the side of the longer measurement. The lead is also recorded 
in its proper place in the note book. The lead of the shield is 
obtained by measuring from the lining to the face of the shield. 
If the lead of the shield from the lining is on the same side as the 
lead of the lining from the square the two leads are added to get 
the actual lead of the shield. If on opposite sides, the difference 
is taken and subtracted from the lead of the lining. These 
shield measurements and consequent leads are recorded in their 
places in the note book. On curves the lead required on the 
outside of the curve must be computed. 

112. Stationing.—4As the station of the leading line point from 
which the right angle 15 turned to the points on the lead boards 
is known, the stationing of the points on the lead boards is known 
also and the average of the two measurements for lead added 
to this station will give the station of the ring which is being 
checked. The stationing of the leading line point and lead 
points are entered in the note book and also the station of the 
ring checked. The station of the cutting edge of the shield is 
obtained by adding a fixed dimension, depending on the shield, 
to the station of the ring checked. 

113. Levels and Elevations.—Using a bench mark at least 
900 ft. back from the shield for the starting point elevations are 
taken on the rings previously cheeked upon from the second tenth 
ring back from the shield up to and ineluding the leading ring. 
After taking these readings a eheck should be made upon the 
bench to see that the instrument has not shifted nor error made 
in the first reading. This eheck back never should be omitted. 
The proper elevation for the leading ring 1s worked out from a 
table of grades previously prepared and the distance the invert 
of the tunnel above or below the designed elevation is entered 
in the note book. On vertieal curves the computed offsets must 
be applied. The vertical diameter is added to the elevation of 
the invert and the variation of the sofht elevation from that 
designed 13 also recorded. Invert and soffit elevations together 
with a horizontal diameter are taken on every even tenth ring 
as soon after erection as possible, unless such ring is one on which 
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complete cheek has been made. These tenth ring records are 
for the purpose of subsequent surveys in order to know whether 
the lining is undergoing changes of elevation, shape or both. 

114. Check Measurements.—On the second tenth ring behind 
the shield the elevations are taken as described together with a 
number of measurements by which subsequent changes of shape 
in the Наше may be observed. The vertical and horizontal 
diameters should be taken, also the diagonal diameters at an 
angle of 45 deg. If these cannot be taken by reason of the 
trailing platform or other obstructions then some such chords 
and diagonal measurements which can be repeated at a later 
date should be taken. This is indicated in Fig. 164. There 
should be a standard way of making these measurements so that 
they are always made to the same points. 
If the lining is erected to break joints the 
points to which measurements are taken 
may not come always on cross joints. 
In such eases chisel marks should be cut 
in the lining at the points to which the 
measurements are taken so that sub- 
sequent measurements are made from 
the identical points. Fic. 164.—Check or 

115. Special Rings.—All special rings ри 
must be recorded. For example, taper lining. 
rings with their direction, such as depres- 
sors, elevators, or side tapers; if side tapers, the side of the tunnel 
on which the taper is placed. If cast steel rings are used in 
places, these should be recorded, or rings tnrned over in special 
positions for cross passages or other purposes. И different 
weights or dimensions of segments are used this should be 
recorded. Everything should be entered in the note book which 
leads to a complete record of the lining. 

116. Tests of Air.—In many compressed air tunnels it is made 
а practice to take cach day a sample of the air in the working 
chamber and to analyze this sample for the contents of earbon 
dioxide (СО). The result of this test when made should be 
entered in the book. 

117. Notes.—The notes taken should be recorded legibly and 
fully so that any one, beside the writer, may read and understand 
them. All computations should be worked out in the tunnel and 
checked by another man on the spot so that any discrepancy 
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may be discovered and checked at once. 
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The notes should be 


signed by the note keeper and the checker. 
118. Report Cards.—After the cheek is complete report cards 


are made out. 


Tunne ЕО CLE nee К: 


CUPVALUTO И ШЕК 
Station of cutting edge of shield. .... 
Last eompleted ring number........ 
Vertical diameter of last ring...... 
Horizontal] diameter of last ring... .. 
Station of front of last ring®.......... 
Elevation of KEV... ни eee ни 
Elevation of invert............ 
Deviation from line to-day.......... 
Deviation from line last report... ... 
Difference in line deviation........ 
Deviation from level to-day... 
Deviation from level last report. .... 
Difference in level deviation....... 
Inclination of lining, actual........ 
Inclination of lining, required....... 
Lead on iming. sere eT 
LAU оп hield ал Gee SMS 
Number of rings erected since last 


Other special IringsS................ 
Second tenth ring behind shield, 


These cards should show the following: 


Second tenth ring behind shield, 
vertical diameter РУ 
Second tenth ring behind shield, 
horizontal diameter "M 
Second tenth ring behind shield, top 
chord: с у... 
Second tenth ring 
bottom chord а ий 
Second tenth ring behind 
right side chord... mR 
Second tenth ring behind 
left side chord: УЯ 
Second tenth ring 
right diagonal... OMM 
Second tenth ring 
left diagonal... ND 
Second tenth ring 
elevation oi key TT 
second tenth ring behind shield, 
elevation of Invert. пе а T 
Air analysis at face СО», parts per 
1 000%... И ооо ШОГО 
Air analysis at face, quahity......... 
Am temperature ТУИ 


Asst. Engineer. 


119. Use of Report Cards.—The engineer in беја charge uses 
these reports as a basis on which to frame his instructions for 
driving the tunnel until the next check. 

120. Colored Cards.—It is found convenient, where there are 


several tunnels being driven 


simultaneously to distinguish 


between reports by assigning a different color to the сага reports 


and forms for each tunnel. 


121. Card of Instructions.— Dased on the report of the shield 


cheek a eard is made out for the shield foreman and tunnel inspec- 
tor. This eard is kept filed in a special box made for it which is 
hungin the tunnel near the shield at the telephone so that the fore- 
man and the inspector can refer to Ц at any time. This card 
shows: 
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Deviation from line 

Deviation from level.. 

Lead on shield........ 

Lead on lining...... У 

Inclination on shield... . 

Inelimátion on linite.....s--........ 
Vertical diameter of lining.. ........ 
Ilorizontal diameter of hning...... 

Play of lining in shield, right side....... 
Play of lining 1n shield, left side........ 
Play of lining in shield, їор............. 
Plav of lining in shield, bottom .. а 


and a copy of the engineer's instructions as to what leads are to 
be used in shoving, what taper rings to use and any other neces- 
sary instructions. 

122. Cards Made in Triplicate.—The report cards and the 
shield eards are made in triplicate, one eopy for the chief engi- 
neers office, one for the eontractor and one for the resident 
engineer's own file. 

123. Graphical Records.—It cannot be urged too strongly that 
the deviations from line and level as disclosed by the daily shield 
check and tunnel eheek be plotted graphically on cross section 
or profile paper so that a continuous picture of the line and gradi- 
ent of the aetual tunnel as eompared with the designed line and 
gradient is at all times before the eye. The diagrams should be 
plotted at every cheek and not allowed to lag behind. They are 
of the greatest possible help to the engineer in his efforts to direet 
the shield properly and to keep the inevitable undulations of the 
tunnel along its pre-determined eourse as long and as slight as 
possible. А similar graphical reeord should be kept of the meas- 
urements on the seeond tenth rings behind the shield so that 
any marked change of shape or of elevation may be noted at once 
and proper steps taken to eorreet such changes or to prevent them 
from inereasing. 

124. Routine.— Everything should be laid out so that the 
operations of cheeking and recording the tunnel become a matter 
of well organized routine, making everything go like elock work 
and reducing speeial work to a minimum. 

125. Anxious Period at Junction of Shields. — No опе who has 
been through it ean forget the period of anxiety whieh pervades 
the engineer's mind in the few days before his shields come to 
their meeting point. He eannot see where they are and he turns 
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over and over in his mind all his days and nights of work and 
wonders whether, hidden somewhere unsuspected, some obscure 
error will lead to a bad junction. 

126. Special Work at Junction.—It is possible generally to 
take some steps which will allow any small irregularities to be 
ironed out before the shields come together. A small heading 
may be driven through from one shield to the other so that the 
line and level in one tunnel can be checked through with those 
in the other. If they do not agree exactly a new line and а new 
gradient which will bring the tunnels together without pereepti- 
ble eurve or kink are used for the elosing portion. 

127. In Soft Mud.— In some kinds of soft mud it is impossible 
todrivea heading. In such cases a pipe ean be pushed or washed 
through when the shields are 50 ft. or so apart. The line and 
grade are checked through the pipe and if adjustments are needed 
they ean be made. 


- = — ow 
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SOUTH TUNNEL 
Fic. 165.—The “overlap check" of lines and levels previous to a junction. 


128. The Overlap Check.—When the work comprises two 
tunnels lying side by side a satisfactory check can be obtained 
by driving one tunnel of the pair from one shaft until it overlaps 
the other tunnel of the pair driven from the other shaft. This is 
shown diagrammatically in Fig. 165. When the requisite over- 
lap has been obtained a pipe may be driven through from one 
tunnel to the other and thus a satisfactory relationship between 
the lines and grades earried forward from one shaft and those 
from the other shaft established. It is clear from the figure that 
the lines and grades in the tunnels Al and A2 agree while those 
in the tunnels B1 and B2 are the same, since they will have been 
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checked through at al, a2 and b1, b2 respectively. The doubt is 
whether the A lines truly coincide with the В lines. By trans- 
ferring the B2 line through the pipe c the effect is that the tunnel 
Al is placed on the BI line, and thus a perfect cheek is afforded. 
The same applies to the levels. 

129. Actual Results, Pennsylvania Railroad Tunnels (A-18) 
and (A-19).—In order to indicate the accuracy with which 
tunnels may be driven by shield to a junction under waterways 
meet, Table XLI gives the results of the closures made on the 
Pennsylvania tunnels under the East River (А- 19) and under the 
Hudson River (A-18). The figures for the East River tunnelsare 

taken from a paper by Francis Mason, Harvard Engineerring 
Journal, April, 1910. 


TABLE NXLI.—PENNSYLVANIA RAILROAD TUNNELS UNDER EAST RIVER 
(А-19)дхо Hupson River (A-18) New York. LENGTH OF LINE 


AND ERROR OF CLOSURE 
NENNEN  "—— ИИ Nn у —— 


Length of tunnel | Error of elosure 





Tunnel Er Curve, Total, Line, Level, Mon 
gent, tance, 
f feet feet feet feet 
eet fect 
| 
East River Line A..... 9,071 269 3,940 | 0.08 0-017 О 05 
East River Line В...... 29,020 € 311 | 3,9431 0.016; 0.015 0.08 
EST River Line С. 8, 3,709 245 || 3,9547] 0.01 | 0.031 0.09 
East River Line D...... 3,0; 255 W 3,956 0.03 10.051 0.05 
Hudson River, North... 6,381 177. || 6,525 f 0.0417 0.015@ 0.325 
Hudson River, South.. 6,380 178 6,555 | 0.080 § 0.030 0.325 





CHAPTER NYT 
COMPRESSED AIR ILLNESS 


1. Reason for This Chapter.—This chapter is written for 
engineers by engineers, as a guide to the precautions and treat- 
ment whieh experienee has shown to minimize the illness which 
is caused by exposure to compressed air. Readers who wish to 
know more of the physiological features of this illness are referred 
to the bibliography attached to this chapter. This illness is 
called “Compressed Air Sickness," “Caisson Disease," “ Diver's 
Palsy” or “The Bends.” Unless proper precautions are used 
on a work where men must work in compressed air, sickness and 
death will take a heavy toll. 

In the large towns where eompressed air work previously has 
been done, it is possible to find doetors who have had praetieal 
experienee in looking after the health of the working force. 
In such plaees no eompressed air work should be attempted 
without the services of such an experieneed doctor. In faet it 
is the eustom in the modern specifications for compressed air 
work to state in so many words that such service shall be provided 
as part of the work to be done. 

Compressed air work is not always done, however, in plaees 
where phvsieians experienced in compressed air work are to be 
found. Here the engineer must rely upon himself to use 
sueh safeguards as experienee and seienee have shown to be 
neccessary. Even in these cases a physician must be attached 
to the staff but it will be the engineer's duty to see that the 
proper precautions are taken, the proper treatment given, and 
the proper records kept. It is for this reason and for this purpose 
that the following paragraphs are written. 

2. Cause of Compressed Air Sickness.—The cause of com- 
pressed air sickness is this: “The blood passing through the 
lungs is in contact with a wet film of protoplasm, whieh, in its 
turn, is in contact with the air breathed. The blood takes up 
the gases of the air in solution and, if exposed to eompressed air, 
will dissolve oxvgen and nitrogen in an amount increased pro- 
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portionally to the pressure.” (L. B. Hill, M. B. Е. R.S. “Caisson 
Sickness." 1912, р. 196). The oxygen gas thus taken up, 
under the ordinary conditions of engineering work in compressed 
air, has no harmful effect on the body. The trouble is due to the 
nitrogen gas which is taken in solution by the blood. 

While a man continues at work in the compressed air no harm- 
ful effects are felt. If reduction of pressure occurs too rapidly 
the nitrogen held in solution is set free in the form of bubbles. 
See Fig. 166. These bubbles are taken to the various tissues. 
The particular portion of the body in which the bubbles are found 
determine the symptoms exhibited in each ease. Speaking in 
general terms, the higher the pressure, the longer the exposure 
to pressure and the quieker the decompression, the greater is the 
chance of illness. 





Fic. 166.—Micro-photograph of the section of the spinal cord of a goat killed 
by sudden decompression. A number of gas bubbles can be seen. From “ Report 
of a committee . . . on deep water diving." London, 1907. 


3. Symptoms of Compressed Air Illness.— l'here are several 
different manifestations of this illness, depending upon the posi- 
tion of the nitrogen bubbles. 

The commonest type of the illness is that known as “The 
Bends." This is eaused by the pressure of the bubbles in the 
joints of the limbs, and gives rise to pain of an intensely severe 
degree. In general this symptom may be looked on as a non- 
dangerous type. 
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Another form is “The Chokes.” This is caused by bubbles in 
the blood vessels of the lungs giving rise to a form of suffoeation. 
The “Staggers” or “Vertigo” is caused by bubbles in the brain 
or in the middle ear. Both these types are dangerous. 

Collapse, followed by death, is due to quantities of free gas 
bubbles in the eirculation. 

4. Precautions.—In order to keep the cases on any piece of 
work to a minimum certain precautions must be taken. These 
may be summarized as consisting, in the main, of 

(A) Examination of eaeh man. 

(B) Limitation of hours of work. 

(C) Slow decompression. 

(D) Avoidanee of chill during decompression. 

(E) Making the men stay near the work for a period after 
deeompression. 

Each of these main divisions into which the precautions are 
here divided are diseussed in greater detail as follows. 

5. Examination of Each Man.—lIt goes without saying that 
the greatest safeguard possible is a physieian with previous 
experience on compressed air work. It is as important and 
valuable to the medieal department of the work to have an 
experieneed doetor as it is to the engineering department to have 
experienced engineers. It may not be possible to get such a 
doetor. What then must the doctor look for? What men must 
he exclude or restrict? In general, he must examine chiefly for 
(a) age, (b) fatness and (c) blood pressure. 

The compressed air worker should be а young man, of spare 
build and with arteries that have not begun to harden. The 
reason he should be of spare build is that fatty tissue absorbs 
about five times as much of the nitrogen gas as the watery tissue 
and takes, therefore, much longer not only to saturate, but 
what is more important, to de-saturate. 

During the war, the Transit Commission of New York were 
building several compressed air tunnels across the East River. 
Since a large number of the sturdy young men were in the army 
the usual physical standards for compressed air workers had to 
be lowered. Dr. Levy (‘Compressed Air Illness and Its Engi- 
neering Importance,” page 11) savs in this eonneetion, “Actual 
experience led to the eonclusion that, in the selection of men, the 
essentials are, normal lungs, normal kidneys and a good heart; 
in the older men the blood pressure must not be high." 
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When a man has worked in compressed air regularly for 2 
months he should be re-examined before being allowed to eon- 
tinue work in the air. Repeat this re-examination of each man 
at each 2-monthly interval. 

When a man is absent from the work for any cause for 10 
days or more he should be re-examined before being allowed to 
enter the air. Record the date and result of each re-examination 
on eaeh man's examination form. Some men are naturally 
unfit for work under compressed air under any conditions. 
This unfitness is not always disclosed by а physician's examina- 
tion. It is only discovered by the man having several attacks 
of bends when others do not. Such a man must not be allowed 
to continue at such work. For this reason it is a good plan not to 
allow a man who has never worked in compressed air before to 
go regularly to work until he has worked one-half shift in a 
moderate pressure—one not over 20 lb.—and to re-examine such 
aman at the end of this experimental half shift. This precaution 
will save many а сазе. 

6. Forms to be Used by Physician.—To obtain a full and 
orderly record of the cases which occur it is essential that cach 
examination and eaeh ease be recorded on a earefully drawn 
form. The following forms have been adopted in the State’ of 
New York as a result of conference between compressed air work 
contractors, the compressed air workers’ union, the Pubhe 
Service Commission and a number of insurance companies. 
They are given as examples of what should be covered by the 
records. 





(A) Form FOR REPORTING PHYSICIAN’S EXAMINATION OF CoMPRESSED 
AIR WORKERS 


ree О ds ec лт 
КО ee г И Residence Toana a EE ГИ 
ENGR TETUER ENT ^ NATO A ue: xx EISE СОО ОО ТЕ 
Smgle......2Marned..... Widower....... Children. se How maus 
Compressed Air Experience. 

КООШ Кым уу А ООУР СЕЕ Expenence. 

Ооо п ево... es AT было ег... 
Previous Wess.. о. № BOE. ee meme ео 


State fully habits with regard to the use of 
ее. 


О ea Cn cue рл киз 
When last attended by a physician and for what cause 


s.. a.. ө ө 9 « « ® • 
И а л н Каак и леа ж Каши пик уа е ши КРЕ о е wi и ел ә; is аа теа са еп е Ка че а опуса сир NUN US ето 


е е ке за колено и чи о бал шл» ә үш е ев а € E егес «Та е 9 в 


Signature of applicant 


t2 
EST 
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СИ ОРИ. МО Sel. ..IIearing........ 
Раве lr ees Ое TO И у ^.---...... 
Is the character of the heart action free and clear?...................... 
Are its sounds and rhythm regular and normal?........................ 


Are there any indications of disease of this organ or of the blood vessels... . . 
Circumference of chest... ес о се ЕТУИ 


(а) Forced expirAtion...............-. (b) Forced inspiration. 
NM DCT of réspiraZiOns..-:.25 ооо ТЭИНИН 
Is the respiratory murmur clear and сас пп 
General appearance and carriage.. -ee ле и 
Blood pressure..... n sc Ке STOIC.) я (5) Diastolic? T 
Are the muscular and nervous systems apparently in a healthy state?........ 


What is the specifo grawity of his ипе. 1 
(a) Albumem: cee m ТИИ 
(D Sugar соо Л И TEE 


Full or half shift. 
Accepted Rejected 


Date mer crm 192- Remarks ЭЭЭН 

TM. M.D 
Reexanlinedl cor ВО ҢепагКв.................. MD. 
Кёехапипе УУ TORE Remarks.....- 255). ee): 
Reexamined................ 102 Remarks... ы и M.D. 
Кеса lea 1922 Remarks. . 7 M.D. 


Country of Dirili eee e yy Color a И 
ОИ E TS Single, Married, Widower, or Divoreed.. ....... 
Present occupation. sosea nie ен. ле а COD TP 
How long has ће worked in compressed air? 

Date employed by present ешр охёг........... e OT 
Present employer: io cc cae зз... и Ко АН 
Present лс... rss CAM л ы о Ко MED 
ATE ORES SUT Ot so co a: a mA EM Ib. 

Time of shifts. 


ROUTE c EP. c fO... cd ыс eee 
Time of decompression: 

First loek оо T EDIDI 

second sock И minutes. 


#9 = а йй T э Ево A * d a ам е ата а а а а ооо оо э ө wap ry жє ө жш а кај ня 


Onsst of illness; Date. У 192534 ШИС РУ А.М./Р.М. 
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СЕ... оком E eee RR S 
Medical-lock decompression : 
зас» E По e КАШ ЛИЕ = 
CIO CERTE ШЕИ Е СТИ У таш 
Em: Е I OR Sacer voe ТА и, 
Relieved: Yes 

No 
а ор: E ED 


7. Limitation of Hours of Work.—Since the cause of this illness 
is the taking up of nitrogen gas in the body fluids while under 
compression, Ц is natural that there 1s a relationship between the 
pressure and the period of time in which saturation of the body 
fluids with the gas becomes complete. The higher the pressure 
the less time required to produce saturation. In order to safe- 
guard the worker, therefore, 1% is proper to limit the hours of work 
which may be spent by a man in compressed air in each 
24-hr. period. The higher the pressure the shorter these 
hours of work should be. The following Table XLII shows 
the hours of labor specified in Rule No. 1151 of the New York 
State regulations (1921). 


TABLE XLII.—Houns or LABOR РЕВ MAN PER 24 Houns. NEw YORK 
STATE RULES 





First. period | Period of СЕЕ period Total period 


Gauge pressure of work in rest. Normal, of work in | of work in 

in working compressed alr eompressed | compressed 
chamber, 1b. air | alr air 
per square | 

inch Hr. | Min. Hr. | Min. | Hr. | Min. , Hr. | Min. 

0 to 20 4 ообу 0 30 1 00 8 00 

21 to 29 3 00 1 00 8 00 6 00 

30 to 34 2 00 D 00 2 00 + | 00 

Зо 39 1 30 3 00 1 30 3 | 00 
40 to 44 1 00 4 00 1 00 2 00 

45 to 49 () 45 5 00 | () 45 1 30 








The figures of this table have been plotted and are shown as 
Fig. 167. This clearly shows how the rules provide for а decrease 
in the number of hours worked 1n the compressed air as the pres- 
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sure in the working chamber is increased and that there is inter- 
posed in the middle of the working period a period which must be 
spent in air of normal pressure and that the length of this rest 
period inereases with an inerease of pressure. The objeet of 
these periods of return to normal air pressure is to prevent the 
complete saturation of the blood with the nitrogen gas from 
taking place. 


GAGE AIR PRESSURE 18 PER SOUARE INCH. 


























M Ü 40 / 20 2 30 3 40 4 و د‎ 
ie Ec c a ЕЕ 2: 
I TI Ш HE БА ml O 1 
СИ П ПН BEET E ПЕЛИН Еа [NEN » 
КЕ ee), чч d 
g D a ee ee) ја 
» L e ا‎ Е Е E 
СОВ) ЕРИ HNIC E Ss ا‎ rT ke 
ا ا ا إا‎ | I M 
Б LR: eee | — nr aaa. 
wp ا .| ل‎ ee. a SS. 
„у | ү | ee eee 
p.d op. qe |= _[ "meer шыш. 
“о || | не ا‎ [Шш ы ЕЕ 
1g LE de le Ge. c м Bae e — | — co —— ies 
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AIR PRESSURE (IN POUNDS PER SQUARE INCH ABOVE ATMOSPHERE) AT WORKING FACE OF TUNNEL. 


Fic. 167.—Graphieal representation of the relationship between the air pres- 
sure at the working face and the hours of work per man per day. Industrial 
Code, Department of Labor, State of New York. 


This schedule may seem rather arbitrary in its make-up. It 
is founded, however, on the expericnee gained from a great 
volume of work and may be looked upon as a safe and proper 
guide for work where the care of the workers’ health is a chief 
concern to those in responsible direction. 

8. Slow Decompression.—Since the cause of compressed air 
sickness is the formation of nitrogen bubbles in the tissues due 
to arate of decompression which has been too rapid to permit of 
the escape of the gas which has been taken up in solution by the 
body fluids during the stay in compressed air, it follows that the 
process of decompression must be conducted at a rate slow 
enough to prevent the formation of these bubbles. 
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[t was noted by Dr. John Scott Haldane, К. В. S. and it isa 
matter of observation among compressed air workers that no 
serious сахех or practically none, have occurred for rapid decom- 
pression when the working pressure has not exceeded 19 Ib. per 
square тер on the gauge, 7.e., for 2.3 atmospheres absolute 
pressure. Haldane argued, therefore (Journal of Hygiene, vol. 
$, No. 3, June 1908, p. 356). “Since supersaturation to the 
extent of about 1.25 atmospheres above normal atmospheric 
pressure can be borne with impunity, it seems clear that, in 
decompressing after prolonged exposure to high pressures, the 
rate of decompression should be sufficiently slow to prevent any 
greater excess of saturation than this in any part of the body at the 
end of decompression. On the other hand, decompression 
should evidently be as rapid as possible consistently with safety. 
A pressure of 1.00 to 1.25 atmospheres above normal corresponds 
to from 2 to 2.25 times the normal atmospheric pressure; but 
the volume (not the mass) of gas (measured at the existing 
pressure) which would be liberated if the whole excess of gas 
present in supersaturation were given off is the same whether 
the absolute pressure is reduced from 2 to 1 atmosphere, or 
from 4 to 2, ог from 8 to 4. Hence it seemed probable that, if it is 
safe to decompress suddenly from 2 atmospheres of absolute 
pressure to 1, 1t would be equally safe to deeompress from 4 
atmospheres absolute to 2, from 6 to 3 and so ов. Our experi- 
ments have shown that this is the ease. The process of desatura- 
tion ean therefore be hastened very greatly by rapidly reducing 
the absolute pressure to one half and so on, arranging the rest of 
the decompression that the saturation in no part of the body 
shall ever be allowed ta correspond to more than about double 
the air pressure." 

It was proposed by Henry Japp (‘Caisson Disease and Its 
Prevention," Trans. Am. Soc. C. E., vol. 56, Dec., 1909), that 
to shorten the period of decompression and at the same time 
to keep the cases of serious illness down to an almost negligible 
percentage of the men employed, the limit of 27 lb. gauge pres- 
sure be adopted as the safe limit instead of the 19 1р. per square 
inch used by Haldane. Не states that the expericnee of most 
tunnel works carried on under compressed air is to the effect 
that up to 27 Ib. gauge pressure there is hardly any real trouble 
from serious compressed air sickness. 

This method of making the decompression in steps is known as 
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the stage method of decompression. So valuable has the method 
proved that it is specified now 1n many compressed air tunnel con- 
tracts that, if the pressure in the working chamber is over 22 lb. 
per square inch on the gauge, there shall be two air bulkheads in 
use as soon as a certain length of tunnel has been built. The 
men come out rapidly through the set of locks nearest the working 
face, in which the pressure is dropped to half the absolute pres- 
sure, or perhaps more safely to half the gauge pressure, walk to 
the second set and come out slowly through this secondset. The 
matter of exercise during decompression is one of great impor- 
tance and tends strongly toward the diminution of serious cases. 
This is because the liberation of the dissolved gas is helped by the 
exercise. (See Hill, Journal of Royal Society of Arts, 3041, vol. 
59, March 3, 1911.) 

This matter of stage decompression is clearly recognized in the 
Industrial Code, Department of Labor, State of New York, Rule 
No. 1152, which says 

“DECOMPRESSION. No person employed in compressed air shall 
be permitted to pass from the place in which the work is being done to 
normal air, except after decompression in the intermediate lock as 
follows: A stage decompression shall be used in which a drop of one-half 
of the maximum gage pressure shall be at the rate of 5 lb. per 
minute. The remaining decompression shall be at a uniform rate and 
the total time of decompression shall equal the time specified for the 
original maximum pressure." 

For example, suppose the working pressure is 40 lb. per square 
ineh and that there are 2 air lock bulkhead walls some 800 ft. 
apart. 

The men enter the lock nearest the face and pass from 40 Ib. to 
20 Ib. per square inch at the rate of 5 №. per minute. This takes 
4 min. They then walk the 800 ft. through the intermediate 
chamber at 20 lb. per square inch pressure. This will take them 
about 5 min. Now they enter the second air lock. They have 
now taken 9 min. altogether. The rate specified for 40 lb. 
pressure is 1 lb. per minute, so that, to go from a pressure of 40 
lb. to normal pressure, would require 40 min. (Themen must take, 
therefore, 31 min. in the second lock to go from 20 lb. pressure to 
normal, making, with the 9 min. taken to get to the second air- 
lock, the total required decompression period of 40 min. 

A word must be said about the rate of entering the compressed 
air or “lockingin.” It is clear from previous paragraphs that the 
danger of eompressed air illness arises on deeompression. Many 
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people unaeeustomed to eompressed air work will loek in slowly 
thinking that some danger is avoided in this way. Compression 
may be done as rapidly as possible. The only limitation is the 
chance of “getting bloeked." The middle car is an air cavity 
communicating by a narrow tube, the Eustachian tube, with 
the back of the позе. If the lZustaehian tube does not admit 
air freely the air pressure in the outer ear becomes greater than 
that in the middle ear. The membrane of the drum of the ear 
is pressed inward, the blood vessels of the wall of the middle саг 
ure distended, so that either rupture of the membrane or bleed- 
ing is apt to occur. This is not only very painful but may 
result in temporary or permanent loss of hearing. Different 
persons vary greatly as to the readiness with whieh their Eus- 
tachian tubes will allow air to pass. A cold in the head may 
cause almost complete stoppage. Ву a swallowing movement at 
the back of the mouth or by holding the nostrils closed and 
then blowing through the nose it is possible to open the Eusta- 
chian tubes and men accustomed to compressed air cnn do this 
readily. Beside the middle car there are other air filled cavities 
especially around the eyes which communicate with the nose by 
narrow passages. These may give trouble also if the pas- 
sages are bloeked. Relief is obtained in the same way. 
Apart from these purely mechanical effects the rate of 
compression has no effect on the health. It is a good thing, in 
fact, to go in as quickly as possible as the chance of getting blocked 
is less and the old hand will go in as quickly as the valve will 
let him. With a novice it is all right to go in slowly. The roar 
of the air and the tight-shut steel doors do not make him feel 
any too comfortable. He does not know how to relieve the bloek- 
ing which he is almost certain to feel and some few persons cannot 
equalize the pressure on the ear diaphragm at all and cannot, 
therefore, go into compressed air. 

9. Avoidance of Chill.— It is found to be most important to 
avoid chill in coming out of compressed air. When the pressure 
in a lock is reduced the air gets cold, damp and foggy. As it is 
usually not possible to move about much in the cramped quarters 
of a lock and as the process cannot be hurried, those who work in 
compressed air should provide themselves with warm extra 
clothes to put on when they come out. There is no good reason 
why the man-lock should not be artificially warmed during 
the decompression, either by steam, hot water or electricity. 
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There seem to be, however, but few cases where this has been 
done. 

It is customary to keep a supply of hot coffee on hand for the 
men when they come out. Any kind of hot drink will do and Dr. 
Edward Levy (Safety Engineering, June, 1920, p. 297) suggests 
that beef extract cubes, dissolved in hot water would be better 
than the questionable coffee sometimes served and which, he finds, 
tends to gastritis. A warm shower followed by a brisk rub down 
is highly recommended before dressing. 

10. Make Men Stay Near Works after Decompression.—On 


the Pennsylvania Railroad East River tunnels, where 3,692 cases 
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Ела. 168.—Relationship between the hours elapsing between decompression 
and the onset of illness and the percentage of the total cases of illness. Records 
of the Pennsylvania Railroad East River Tunnels (A-19) and the East River 
Tunnels of the New York Transit Commission (A-27, А-28, A-30 and A-35). 
were treated 85.9 per cent of the cases occurred within 1 hr. 
after decompression. On the East River tunnels of the Transit 
Commission of New York, where 680 cases were treated, 64.2 per 
cent occurred within 1 hr. Ш both cases nearly all the 
really serious cases occurred within an hour after decompression. 
On the Pennsylvania tunnel work records are in existence showing 
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cases which came on 23 hr. after decompression. On the 
Transit Commission’s work the maximum elapsed period was 
18 hr. This matter is illustrated graphically in Fig. 168. 

Recompression is the only cure as will be described later 
under par. 11. This cannot be done except at a place where 
there is an air lock. ince the recompression should be given 
at the earliest. possible moment a strong effort should be made 
to induce the men to stay near the works for at least an hour 
after they get dressed. The great trouble with this, as well as 
with other rules made for the benefit of the men, is that they 
seem to look upon them as assaults upon their personal liberty 
and spend much ingenuity in evading or breaking the rules. 
If it can be done it is a great thing. It has been found a good 
plan to provide every compressed air worker with an identifica- 
tion tag with directions on it that, if found sick, he should be 
taken at onee to the works. Many cases of bends look like 
drunkenness and the unlucky man may find himself taken to 
some hospital where no one will understand the case or have the 
means to deal with it and much time will be lost and grave 
danger meurred thereby. 

In some countries there are laws whieh prevent any one from 
touching a person found dead, ill or wounded until the police 
have arrived. Such laws may be a great handicap to the imme- 
diate treatment which is so essential. In such countries it is 
more Important than ever to keep the men within the limits of the 
work for an hour after decompression. 

It is dangerous to go to work In compressed air on an empty 
stomach. In the early days of the Havana Sewer tunnel (C-1) 
across the Harbor an undue number of cases were reported. It 
was found that the Cubans eame to work unfortified by anything 
more than а cup of coffee. The contractor thereupon arranged 
to give the compressed air men a good breakfast free of charge 
before they went down. The cases at once showed a marked 
drop. This story may be worth noting for use in countries where 
the Anglo-Saxon type of breakfast does not hold sway. 

11. Cure for Compressed Air Illness.— There is only one сите. 
This is recompression to the same pressure as that in which the 
man has been at work, reducing to the half pressure fairly rapidly 
but not so quickly as in the tunnel and from the half pressure to 
normal at a rate which is at least twice as slow as that prescribed 
for the actual work in the tunnel. 
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l'or the purpose of giving this treatment the " Medical" or 
“Hospital” lock is used. Such a lock ts shown in end elevation 
and longitudinal seetion in Fig. 169. The lock shown is that 
used on the Mast River tunnels of the New York Dual Subway 
System. These tunnels were built in the period from the year 
1914 to the year 1921 and this type of medical lock may be 
taken as representative of the latest practice. 

The lock, in effect, consists of an ordinary tunnel air lock but 
is divided in two compartments by an intermediate diaphragm 
and door. The outer compartment forms an ante room to the 
inner one. The inner compartinent is the hospital in which the 
patient is placed while under compression and decompression. 
By means of the ante room the physician may enter or leave the 
hospital compartment at any time without disturbing the pres- 
sure of the air in that portion. The lock is provided with electric 
lights, telephone, clock, pressure gauge, thermometer, electric 
heater and medical equipment such as cot, blankets, basin, 
water ete. It 1s arranged so that ventilation may be effected. 
The air pipes and valves are arranged so that the pressure in 
each of the compartments may be regulated from the outside and 
that the pressure in cach compartment may be regulated from 
the next compartment. "The pressure in the hospital compart- 
ment may be regulated by its own valves. There 15 a glass 
bulls eye window in each door arranged in line so that the 
patient, the pressure gauge and the thermometer in the hos- 
pital compartment may be seen from the outside. 

The treatment consists in placing the patient in the hospital 
compartment, making him as comfortable as possible and raising 
the pressure to that in which he has been working. The pressure 
is then dropped to half, at a rate twice as slow as preseribed for 
this operation in the tunnel itself. The pressure 15 then lowered 
to that of the atmosphere also at a rate twice as slow as that 
preseribed for the tunnel. In most eases, if the patient has been 
placed in the medieal lock soon after the symptoms have 
appeared, a perfect cure will be made by this process. If a eure 
has not been made the patient should be гесотргеззе and 
decompressed still more slowly and it may be necessary for the 
physician to administer some stimulant if the vitality is low. 
Sometimes recompression has to be done three or four times 
before permanent relief is given. If the patient ean do so he 
should move about and exereise the affeeted part during decom- 
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pression. In severe cases an attendant should give mas- 
sage. In unconscious cases artificial respiration should be 
performed. 

The great thing is promptitude in recompression. А few 
minutes may mean the difference between life and death. Hence 
the huge importance of finding a way to keep the men at hand. 
close to their means of safety, after they have come from work, 

12. Purity of the Air.—It is important that the air supplied 
to the compressed air chambers shall be clean and free from 
impurities and that 1t shall be cooled. 

The air intake, through which the air is drawn into the air 
compressors, is sct up above the roof of the compressor house and 
its mouth covered with wire gauze so that no large pieces of dirt 
may be drawn in. After compression the air is taken into the 
coolers, as the process of compression raises the temperature of 
the air. 

In the coolers most of the lubricating oil which becomes mixed 
with the air during its passage through the cylinders of the com- 
pressors is separated. The air is then led to the receiver, 
a large vertical tank, which serves the purpose of damping down 
the pulsations due to the strokes of the air compressor pistons. 
The air is led into the top of the receiver and taken out at a poirt 
about one-third of the height of the tank from the bottom. In 
this way the air, during its passage from the top of the tank 
toward the lower outlet, deposits the oil and moisture which the 
coolers have failed to remove. From the receiver the air passes 
into the tunnel piping system. 

For years it was thought that the amount of carbon dioxide 
gas (СО) in the tunnel air had much to do with the bends. Ц 
is quite certain that this is not the case. Nevertheless undue 
amounts of this gas do have painful effeets on those breathing it. 
Make а daily analysis of the tunnel air at the working place. If 
the proportion of CO; gas is more than 1 part in 1,000 parts of 
air, take steps to improve the ventilation not on aecount of the 
bends, but beeause larger percentages are harmful anywhere. 

Carbon monoxide is a deadly gas which has a tremendous 
affinity for the hæmoglobin of the blood, so that, if breathed even 
in small quantities, the blood becomes unable to take up the 
necessary amount of oxygen. This gas is given off by dynamite 
used in blasting rock. The amount varies with the quality and 
make of the explosive. If blasting has to be done, take special 
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care to see that fresh air ix supplied close to the working face and 
clear the working place of gas immediately after firing the shot by 
opening the exhaust before allowing the men back at work. 

13. General Precautions.—Several general rules for the safe- 
guarding of health should be stated as they are not specifically 
covered in the foregoing paragraphs, 

(А) Use a recording gauge to show the rate of decompression 
on each man loek. 

(B) Test all gauges once a day. 

(C) Use a good competent man as loek-tender. 

(D) see that the decompression of each man is recorded. 

(А) Keep the tunnel and locks in an absolutely sanitary 
condition. 

(F) Allow no smoking in compressed air. 

(G) Allow no animals (other than men) in compressed air. 

(Н) Give each man an individual clothes loeker. 

(Г) Provide a drying room for wet tunnel clothes. 

(J) Provide hot and cold shower baths. 

(К) Provide wash basins with hot and cold water. 

14. Records of Number and Types of Cases.— To show the 
progress made in combating this illness during the last few years, 
the following pages contain the available statistics as to the 
number of cases and of death whieh have oecurred, expressed 
in terms of the number of decompressions made. A mere recital 
of the number of cases which oecurred on this, that or the other 
tunnel conveys no useful knowledge. А certain piece of work 
might show twice as many cases as another and yet be much 
more free from illness when the total number of deecompressions 
that were made was taken into account. For this reason be 
careful, on any piece of work, to keep proper record of the number 
of decompressions made. Have the lock-tender, or assign some 
one else, to make a record of the name and number of each indi- 
vidual man who is decompressed with partienlars as to the 
pressure, time taken for decompression and the limits of pressure 
between which the decompression takes place. 

Moir has said (Proc. Inst. С. Е., vol. 150, p. 55) that when ће 
сате to New York in the уеаг 1890, to look after the work on 
the old Hudson "Tunnel (A-6) resumed by an English company 
after Haskin’s financial failure, he found that “the men had died 
at the rate of 25 per cent per annum and nobody had seemed to 
саге anything about it." He devised and used the first hospital 
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lock on the old Hudson Tunnel and tunnel men should honor his 
name for this inspiration. 

It is a pity that the statisties whieh follow are so meagre in 
number. The reason is that, while figures are available in some 
cases of the total number of cases and of deaths, no record is 
given of the number of decompressions involved. The cases are 
confined, therefore, to those of the Pennsylvania Railroad tunnels 
under the Hudson and East Rivers at New York, built between 
the years 1904 and 1909, and those of the Transit Commission of 
New York, built between the years 1914 and 1921. 

The Pennsylvania Railroad tunnels were built before the 
present New York State regulations had been framed. Such 
rules as existed were those evolved by the engineers and con- 
tractors concerned, acting with the advice of their medical 
officers. 

The hours of labor on the Pennsylvania tunnels were as follows: 
In pressures of from 1 to 31 №. per square inch above normal 
the men worked 4 hr. in the pressure, had half an hour out for 
luneh and worked 4 hr. again in the pressure. For pressures 
between 32 and 42 lb. per square inch the men worked 3 hr. in 
the pressure, сате out for 3 hr. and worked again for 3 hr. 
The rules about decompression were rather vague. For pressures 
up to 32 Ib. there was а rule that 10 min. should be taken for 
decompression. The rate was left entirely to the men, however, 
who came out as fast or as slowly as they wanted. On the East 
River work of the Pennsylvania some regulation was done when 
the pressure became exceptionally high. After a good deal of 
careful observation on that work the following was done when the 
pressure reached 40 lb. Three sets of air locks were used. The 
inner chamber was kept at 40 Ib. pressure, the intermediate at 
29 Ib. and the outer one at 1215 №. The men were ordered to 
take 5 min. in the first lock, 8 min. in the second and 15 
in the third. There was about 1,000 ft. between the locks. 
This distance took 10 min. for each pair of locks, so that 
48 min. were taken to decompress from 48 lb. to atmosphere. 
Under this pressure 330 men worked for 36 days, working 3 
hr. on, 3 hr. off and 3 hr. on. No severe ог fatal eases occurred 
and such cases as were treated were slight (Japp. Trans. Ат. 
Soc. C. E., vol. 65, p. 21). 

On the tunnels of the New York Transit Commission the hours 
of labor, rates of decompression and so on were as regulated by 
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the New York State regulations which have been deseribed before. 
It is interesting to see the difference which those regulations have 
made. Table XLIII tells the story. 


TABLE XLIII.—CouwupPARnaTIVE STATISTICS OF COMPRESSED Атк ILLNESS ON 
THE East RIVER (NEW YORK) TUNNELS OF THE PENNSYLVANIA RAIL- 
ROAD AND OF THE TRANSIT COMMISSION AND OF THE HUDSON RIVER 
(New York) TUNNELS OF THE PENNSYLVANIA RAILROAD 


—————————— س 


Hudson River, New East River, New York 





York, 
Item Pennsyl- : 
: : Transit 
Pennsylvania vania ово 
Railroad tunnels Railroad : 
tunnels 
tunnels 
Dopo E TT 1904 to 1909 1904 to 1909 | 1914 to 1921 
Maximum air ргевѕцге................ 37 Ib. 42 lb. 48 lb. 
Number of decompressions............ 190,000 557,000 1,361,461 
Number of eases. nr Не 550 3,692 680 
Ratio of eases to ut nace PET. 1 in 346 1 in 151 lin 2,002 
Number of deaths.. em ON 1 20 2 
Ratio of deaths to К ei O. 1 in 190, 000 l in 27,850 lin 680,730 
Type of ease, as % of total cases: 
оса pain in bo ОККО ООО. 94.45% 90. 33 % 91.7% 
о аа. ee lo КЕ 5:385; 6.5% 
Severe 
Central nervous system.... Sum 2.16% 1.6% 
ее. Severe о Si Ud 1.62 65 0.1% 
а o 0.46% 0.1% 


D | ——————— 


The Pennsylvania Railroad Tunnels under the Hudson and 
under the East River were built at the same time and under the 
same general rules as to working hours and so оп. The generally 
better showing made by the Hudson Hiver tunnels may be 
ascribed to the fact that the average air pressure on those tunnels 
was about 26 lb. whereas on the East River it was about 35 Ib. 
On the Transit Commission East River tunnels shown in the 
last column the average air pressure was also around 35 lb. 

The percentage of slight cases (ordinary “ Bends”) is remark- 
ably alike in these three sets of figures and it seems as though, 
for pressures up to 48 Ib. per square inch a percentage of some 92 
or 93 of slight cases may be expected, and that under modern 
regulations and treatment the death rate is only 1 in nearly 
700,000 deeompressions. One of the severe cases on the 
Hudson River Pennsylvania tunnels happened under the low 
pressure of 22 lb. after a shift of 8 hr. The deeompression 
rate in this ease was probably too fast although we have no 
figures on this point. 
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If we take the ratios shown in Table XLIII and consider those 
obtained on the Transit Commission tunnels as represented by 
unity, the following figures are given. 


TABLE NLIV.—PROGRESS IN SAFETY FROM ILLNESS IN THE Last TEN 





YEARS 
| Ratio of 
Tunnel, New York River | Date р ET 

| Cases to de- Deaths to de- 

| compression conipression 
New York Transit Commis- | | 

о Mu East | 1914-1921 | Ie m. 1.0 

Pennsylvania Railroad...... East | 1904-1909 | 13.25 | 24.5 
Pennsylvania Railroad...... Hudson | 1904–1909 5.79 3.58 





This table shows that there is now from one-sixth to one- 
thirteenth the chance of ineurring illness that there was 10 
уг. ago, and that the chance of death is now from l4 
to 1464 what it was 10 years ago, provided the best known 
practice is followed as regards the hours of labor, rates of 


decompression and other modern safeguards. 


For pressures between 40 and 45 lb. Table XLV is instructive. 


TABLE XLV.—CasES AS PERCENTAGE OF DECOMPRESSIONS FOR PRESSURES 
FROM 40-45 Ls. 


























3 Number of 
| | Number Gauge Е сазез аз 
И i River, | of pres- | Num- ` percent- 
unne | Date Dec ЗЕ ber of age ol 
Xor pressions Ib. per Casse decor 
Suet | pressions 
Реппзујуапја ................. East 1904-1909, 8,510, 40 139 1.63% 
ааа | === и м ا‎ 
Transit Commission...........| East 1914-1991 5,325 | 41 5 | 0.094 
Transit Commission........... East (1914-1921 8,456 4972 ET 0. 142 
Transit Commission........... | East i1914-1921! 5,730 413 6 0. 105 
Transit Commisslon........... | East ‘1914-1921 4,702 44 1 0.021 
Transit Commission... 27 19 Bast 1911-1921 39,0985 INI | 24 0. 073 
| | 
Total Transit Commission....| ..,. 11914-1921 57,298 | 41-45 | 48 0.084 





In other words for a pressure of 40 Ib. in 1904 to 1909 there 
were about twenty tines as many cases per unit of decompres- 
sions as in 1914 to 1921 for pressures up to 45 1. 

15. Analysis of Types of Illness.— Dr. Edward Levy (Bureau 
of Mines Technical Paper 285) gives the following analysis of the 
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сахех on the Transit Commission East River Tunnels. Of the 
624 cases of localized pain 335 cases, or 49.3 per cent of the entire 
number, showed one joint only affected; in 251, ог 36.9 per cent 
of all сахех, there was multiple involvement; ш 38, or 5.6 per 
cent of all cases, there were body or head pains. Only one case 
of localized pain, which was in the abdomen followed by collapse, 
was fatal. This was after exposure to a pressure of 33 Ib. followed 
by decompression taking 22 min. 

The knee is the most usual place for the loealized pain. For 
example, in the cases of single joints affected, out of 335 cases 
209 were in the knee. In the cases of multiple joints affected, 
out of 251 cases, 91 were in the two knees and some other part 
also. 

There was one case of “Chokes,” which followed a too rapid 
decompression. The attack came on 2 hr. after decompression 
and the man died an hour later. 

Both fatal cases were followed by autopsies which showed large 
quantities of free gas in all veins. 

16. Numbers of Cases in Various Pressures.— Dr. Levy (in 
Technical Paper 285 of the Burcau of Mines), gives the following 
infonnation with respect to the eases which developed under 
cach pound of pressure on the East River Tunnels of the Transit 
Commission at New York. They are quoted here in order to 
give a standard of comparison on future work. 


TABLE XLVI.— FROM ATMOSPHERIC PRESSURE TO 22 Ls. INCLUSIVE PER 
SovaARE «cH Авохув. + Hr. In, Ю Не. Our, 4 Hr. Ix. 
АЕ amine) ned cuu сс 
Cases of ill- 
hess as per- 


Gauge pres- Number of 


Number of 


sure, pounds Number of decompres- 
deeonipres- | 3 centage of 
per square Cases sions for each 

sions nuniber of de- 

inch ease of illness ut 
compressions 

1 to 14 18S , 496 none infinite 0.0 

I3 19,956 1 13,956 0.00135 

16 17,625 1 17 , 625 0.00569 

17 93,333 1 93,333 0.00107 

18 45,256 2 g2 02s 0.00445 

19 66,907 4 16,749 0.00599 

20 70,605 4 17,651 0.00568 

2T 65,074 3 21,691 0.00462 

1 to 21 621,342 16 38,831 0.00258 


À—— — Ha M a a —— M —— áÀ——Ó‏ سے 


All these cases were trivial. 
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TABLE XJ.VII.—From 22 то 29 Ів. GAUGE PRESSURE INCLUSIVE. 
9 Hn. In, 9 На, Our, НВ т 











Саке Number Cases of ill- 
Бер Number е of decom- ness as per- 
sure, pounds Number | 
of decom- pressions for | centages of 
per square | of cases | 
NI. pressions each case of number of de- 
illness compressions 
22 19,187 0 infinity 0 
23 21,018 3 8,006 0.0125 
24 17,009 10 1,01 0.0589 
25 23.230 5 4,618 0.0215 
26 42,458 19 2,284 0.0449 
27 35,827 29 1,287 0.0810 
28 102,851 96 1,071 0.0936 
29 56,092 139 403 0.248 
22 to 29 320,681 301 1,062 0.0945 





All these eases were trivial. 


TABLE XLVIII.—Fnow 30 то 34 Ів. GAUGE PRESSURE INCLUSIVE. 
2 HR. IN, 2 HR. Our, 2 HR. Ш 


| 


Cases of ill- 














Р Gauge pres- КОГО Number ness as per- 
sure, pounds | Е | Number of of decompres- centage of 
per square | | cases U sions for ДА acne dee 
inch Рајн each case | compressions 
30 28,538 | 14 2,038 | 0.0492 
31 56,291 36 1,563 | 0.0642 
32 41,356 37 1,120 0.0895 
33 63,816 50 1,275 0.0785 
34 (onl 113 665 | 0.1505 
30 to 34 265,142 250 1,060 | 0.0945 
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TABLE XLIX.—Fmuowx 35 то 39 Тв. GAUGE Pressure INCLUSIVE. 
115 Hn. In, 3 Hr. Орт, 115 Hr. In 


Cases of illness 


Gauge pressure, Number Е | Numbers of 
Number | as percentage of 
pounds per of decom- decompressions 
А | of cases number of 
square inch pressions for each case а 
ecompressions 
35 20,816 16 1,300 0.0770 
36 5,629 | 8 1,077 0.0930 
on 5,048 3 1,680 0.0596 
38 9,972 | 3 3,320 0.0302 
39 19,252 11 1,206 0.0831 
35 to 39 57,718 41 1,406 0.0713 





TABLE L.—From 41 то 41 Ls. GAUGE PRESSURE INCLUSIVE. 
1 Hr. IN, 4 Hr. Our, 1 Не. In 


| Cases of illness 











in pounds per " p n; | of cases у, d базе | Of number of 
square inch pressions : с | decompressions 
41 02 5 1,065 0.0625 
42 8,4506 12 705 0.1420 
43 5,730 6 955 0.1045 
44 4,702 1 4,702 0.0213 
41 to 44 21,213 241 1,009 0.1000 
` TABLE LI.—415 Ls. GAUGE PRESSURE. 
34 HR. In, 5 Hr. Our, 24 HR. Ix 
Number of кө 
Gauge pressure | Number of aber hye a illness as per- 
SE ы br cases sions p و‎ o 
ре ог pressions 6 number of de- 
inch each case | 
compressions 
45 33,085 24 1,378 0.0727 





The figures of these Tables XIVI to LI are shown graphieally 
as Fig. 170. 
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17. Conclusion.—If the suggestions given in this ehapter are 
followed, the best practice of modern times will be assured. 
Clearly it is to the advantage of the engineering profession, on 
the basis merely of the promotion of that profession, to say noth- 
ing of the ordinary motives of humanity, to see that the cases of 
compressed air illness are reduced to the minimum in number 
and in severity and that the method of treatment at hand shall 
be the best that expenenee has proved. If work in eom- 
pressed air bears the reputation of bringing to those engaged in 
it a great risk of death or of terrible and perhaps life-long suffer- 
ing then sueh work will be undertaken onlv with the greatest 
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Fic. 170.—Relationship between the air pressure at the working face and the 
cases of illness expressed as percentages of the number of decompressions from 
that air pressure. 


reluctance by those whose responsibility it is to decide upon and 
to direet it. When it is begun, the only ones who will work 
upon it will be the reckless adventurers who are willing to take 
any chance, especially if coupled with the high pay offered for 
such hazards. If, on the other hand, the work 1s eondueted so 
that the risks of suffering and death are reduced to such an 
extent that only a small percentage of the decompressions result 
in suffering and practieally none in death then it will be more 
freely undertaken and it will attract to itself the best and most 
skilled elass of labor. 

Give the physician in charge a large degree of responsibility 
and authority. He should report directly to the Engineer in 













COMPRESSED AIR ILLNESS 437 


charge ог to the contractor himself ог the chief responsible оћест 
as the case may be. His word should be absolute in his depart- 
ment. Give him enough medical assistants so that a qualified 
physician is on duty for every moment of the time that work in 
compressed air is in progress and enough clerical assistance that a 
full and complete written record of the medical history of the 
work may be available. No scientific progress is possible in 
anv line of work without full written record. "The engineer's 
interest lies in making possible work at higher pressures than 
those attempted in the past. The only way this can be done 15 
to see that the best qualified physician is retained and that he is 
encouraged to investigate and record the eases in the fullest 
degree. 

Follow infractions of the rules as to rates of decompressions 
by the instant dismissal of those guilty. It is worse than useless 
to have carefully drawn rules treated as a dead letter. Make 
the men understand that the rules are there for their benefit 
and to save them from suffering and death and let no familiarity 
with the dangers be allowed to breed contempt for the safeguards 
provided. 

The following is a list of books and papers which have been 
published on this subject. It does not pretend to be a complete 
bibliography and it is confined in general to writings ш the 
English tongue. No attempt can be made to diseriminate 
between the references in order of use and importance but it is 
natural to suppose that the most recent publications carry the 
fruits of all previous investigation. The references are listed 
in the chronological order of their appearance. 


PARTIAL List oF Books AND MONOGRAPHS ON COMPRESSED AIR ILLNESS 


1854 “Memoire sur les effets de la Compression de l'air," Pol & Watelle. 
Ann TF Hygiene Publique. Paris. Second series, 1854, Tome I, pp. 
254-259. 

1871 “Compressed Air." Dr. Smith. 

1875 “Га Pression Barometrique." Paul Bert. Paris. Masson et cic. 

1896 “Compressed Air Illness or so-ealled Caisson Disease." E. Hugh 
"nell, London. И. К. Lewis. 

1900 “Die Luftdruckerkrankungen." Heller, Mager & Van Schrotter, 
Vienna. 2 vols. 

1902 “The Influence of High Pressure of Oxygen on the Circulation of the 
Blood." НШ & Macleod. Proc. of Royal Society, vol. 70, р. 454. 

1905 “The Regulation of Lung Ventilation." Haldane & Priestly, 
Journal of Physiology, vol. 32, p. 225. 
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Agricola, Georgius, И 
Air, compressed, see Compressed air. 
Air compressors, 240 
Air ducts, highway tunnels, 71 
Air, foul, discharge pipe for, 157 
Air, high pressure, compressing 
plant, 236, 237 
equipment for, in tunnel, 187 
Air, low pressure, 181-187 
see also Low pressure air. 
Air, low pressure, compressing plant, 
228-236 
Air-loeks, actually used, particulars 
of, 216 
bridge track at, 222 
classification of, 213 
construction of, 218 
doors of, 220 
emergency, 215, 216 
engineers', purpose of, 216 
suggested arrangement, 218 
extension, 226 
fitting of, 222 
haulage through, 197 
hospital, introduced by Moir, 36 
in shields, purpose of, 152 
in small tunnels, 212 
location of, in parallel tunnels, 
224 
material, 213, 214 
men, 214, 215 
purpose of, 211 
survey plugs in, 218 
tender for, 222 
timber, 214 
tunnels with single lock, 213 
Air pressure, in tunnel, 229 
unbalanced, 25, 26 
Alignment of tunnels, tangent pref- 
erable, 67 
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America, shield driven tunnels iu, 
list of, 37-44 

American timbering svstem, 16-18 

Anderson, his exeavator, description 
of, 169 

Angle of repose, Hudson River silt, 
295 

Antwerp, compressed air used in 
tunnel, 31 

Arching of earth, 75 

Area of working sites, 241 

Australia, shield driven tunnels in, 
list of, 52 

Automobiles, carbon monoxide gas, 
60 


В 


Baker, Benjamin, Blackwall Tunnel: 
262 
Hudson Tunnel, 288 
Baker Street and Waterloo Ry., 
construction of, 265 
shield, 173-175, 265 
Ballasted track, 70 
Baltimore Belt Line tunnel, non- 
circular shield, 172 
Barlow, Peter, shield patents, 29 
Beach, A. E., Broadway subway, 30 
Beading for shield tail, defined, 140 
Beam compass for survey, 359 
Binnie, Alexander, Blaekwall tunnel, 
262 
Blackwall tunnel, calking mixture, 
319 
clay blanket, 263 
construction of, in waterbearing 
ground, 262 
shield, 262 
cutting edge of, damaged, 141 
shicld-shutters of, 164 
working platform, 202 
Blanket, clay, 308 
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Blasting in front of shield, 247 
Blind, driving, definition. of, 152 
shoving, at Hudson tunnel, 290 
Pennsylvania R. R. tunnel, 291 
Block, concrete lining, erection of, 
310 
concrete, for lining, 131 
men required for moulding, 353 
lining, concrete, Cleveland, 36 
Blow-out, pipe for, 191 
Blows, and blankets, 300—504 
Boiler plant, capacity of, 241 
or other source of power, 240, 241 
Bolting equipment for cast iron 
lining, 203 
Bolts, cast iron lining, 104 
holes for, 106 
in circumferential flange, 106 
should be tight, 312 
size of wrench, 312 
stress in, 104 
tightening up, 311 
unit stress in, 105 
waterproofing holes for, 108 
Bonnet’s rotary excavator, first used, 
35 
Borings, 870-873 
made in advance of construction, 
67 
Boston, Tremont Street subway, 35 
Bottom heading, in rock, 248 
Bracing of shield, spacing of girders 
for, 148 
Breaking joint, cast iron lining, 105 
Breast-boards, defined, 10 
Breasting, defined, 10 
Broadway Subway, 
shield, 30 
Brunel, cast iron lining specified by, 
ao 
his first shield, 23 
shield patent, 25 
principles of, 29 
sketch of his life, 28 
Thames tunnel, 28 
Bulkheads, air, masonry, 207 
masonry, buttressed, 207 
deterinination of thickness, 209 
dome shaped, 207 


New York, 
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Bulkheads, thickness, actual exam- 
ples, 209 
inaterials of construction, 206 
purpose of, 206 
specifications for, 206 
steel, 211 
at Rotherhithe, 211 


C 


Cable ducts, 71 
Cage, or elevator, in shafts, 241 
Caisson disease, see Illness, com- 
pressed air. 
Calking, combination of rust and 
lead, 324 
groove, 319 
depth of, 325 
machining of, 103, 319 
purpose of, 103 
lead, 108, 323 
machined joints, 318 
materials for, 319 
mixture, Blackwall, 319 
P. R. R. Hudson River Tunnel, 
319 
necessity of waterproofing by, 317 
operation unpleasant, 323 
pockets, around bolts, 320 
results from rust or lead, 324 
rust, 107, 319 
and lead compared, 
sequence of, 323 
tools for, 319 
Cap, of heading, defined, 10 
Carbon dioxide, in compressed air, 
232, 428 
Carbon monoxide gas, generated by 
blasting, 428 
volume emitted by automobile, 60 
Carpenter, his excavator, descrip- 
tion of, 167 
Cars for lining materials, 196 
for muck, 194 
for tunnel construction, usc of, 194 
Carson, Howard A., Tremont Street 
tunnel, 35 
Cast iron lining, bolt holes, 106 
bolt stress in cross joint, 104 
bolting equipment for, 203 


108 


INDEX 


Cast iron lining, bolts, 104 

calking groove machining of, 103 

characteristics of, in London clay, 
112 

in waterbearing ground, 112 

cireumferential flange, stiffness of, 
102 

coating of pitch on, 111 

corrosion of skin, 101 

cost of tunnels with, in London 


ејау, 363 
in waterbearing ground, 364 
cross flange, strength of, 106 


cross joint, staggering of, 105 
distortion of, in silt, 296 
economical thickness of skin, 101 
erection of, in large tunnels, 309 
in small tunnels, 308 
first used with shield, 1 
flange depth, existing tunnels, 102 
general description, 96 
grout holes, 107 
length of key, 100 
of segment, 100 
machined joints, 102 
marking of segments, 97 
patterns of segments, 96 
ring width, 98 
rust calking, 107 
specifications for, 110 
specified by Brunel, 35 
stresses in, 90 
thickness of skin, 100 
unmachined joints, 103 
waterproofing, 107 
waterproofing bolt holes, 108 
by calking and grummeting, 
317-328 
weight of, 108 
Center heading, in rock, 250 
Chagnaud, Colleeteur de Clichy, 
39 
Chamber, shield, defined, 69 
Checking shield and tunnel, 403 
Choice of tunnel, 4 
City and South London Railway, 
assisted shield, 258 
construction of, in waterbearing 
ground, 258, 259 
29 
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City and South London Railway, 
shield and compressed air first 
used together, 32 

timbering on, 20 

Clay blanket, 303, 304 

Clay, dry, excavation 
shields in, 254 

excavation in, 251-257 
London clay, 251 
mechanical excavators in, 255 
method of excavating in, 252 
reason for using shield in, 257 
shield tunneling in, 251 

Clay, London, comparative costs of 

tunnels in, 359 
cost of cast iron lined tunnels 
In, 363 
progress in, 357 
Clay pockets, use of, 261 
Clearance, construction, 65 
allowance for deviations, 69 
in tail of shield, 135 
internal, controlling factors, 53 
of existing tunnels, 53 
of footway tunnels, 62 
of highway tunnels, 57 
of railroad tunnels, 56 
of rapid transit tunnels, 53 
of station tunnels, 55 
of shields, definition of, 135 
in constructed tunnels, 138 

Cleveland, block conerete lining 
used at, 36 

Cochrane, invents compressed air 
for tunnel work, 24, 31 

Colladon, Dr., 24, 25 

Collecteur de Clichy, extra muros, 
roof shield, 35 

intra muros, elliptieal shield, 171 
Compressed air and shield first 
together in tunneling, 32 
carbon dioxide in, 232 
escape of, at tail of shield, 299 
first used in tunnel, 24, 31 
for tunneling invented by Coch- 
rane, 31 
illness, (see Illness, compressed 
air), 414-438 
in tunnel, plant for, 228 


for large 
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Compressed air in tunnel, pressure 
required, 229 
loss by leakage in blows, 234 
measure of volume, 230 
purpose of, 24 
safety appliances for use in, 221- 
DOT 
simplifies work, 24 
sourees of leakage, 229 
used without shield, 36 
volume necessitated by leakage, 
232 
volume required, 229-231 
Compressors, air, preferably driven 
by steam, 240 
Computation of stresses, 89 
Concorde Metropolitain 
unmachined joints, 318 
Concrete, air bulkhead buttressed, 
207 
thickness of, 209 
Concrete block lining, 131 
Cleveland, 36 
erection of, 310 
men required for molding, 353 
Concrete lining, avoid reinforcement 
if possible, 70 
description of, 129 
fresh, Hallinger & Co., 36 
fresh, jack thrusts on, 35 
push bars for jack thrust, 130 
stresses in, 90 
support on forms, 130 
thrust of shield jacks on, 130 
water proofing of, 129 
Conerete track, 70 
Constant “с,” observed elongation 
a measure of, 85 
value of, 76 
Construction, clearance, 65 
allowance for deviations, 69 
purpose of shield in, 245 
staff, offices for, 243 
stresses, in dry ground, 89 
in firm waterbearing ground, 
90 
in soft ground, 90 
should be considered, 70 
work involved in, 245 


tunnel, 
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Corrosion of skin, east iron lining, 101 
Cost of shield driven tunnels, 363- 
368 
basis of comparison, 363 
plant, 368 
shields, 368 
compared with cost without 
shield, 366 
difficulties of comparing, 363 
in London elay, 363 
in waterbearing ground, 364 
with structural steel and cast iron 
lining compared, 366 
with wood and cast iron lining in 
dry ground compared, 365 
in wet ground compared, 366 
Costs, comparative, 358-362 
in Hudson River silt, distribution 
of labor cost, 361 
in London elay, 359 
in varying ground, 360 
purpose and methods of com- 
parison, 358 
U. S. and France, comparison of 
cost distribution, 362 
Cross flange, cast iron, strength of, 
106 
definition of, 96 
Cross joint, cast iron lining, stagger- 
ing of, 105 
Crusher, stone, at working site, 242 
Cutting edge, of shield, construction 
of, 142 
definition of, 133 
deseription of, 141 
length of, 143 


D 


Dead and live loads, 75 
Dead load, moments, 83 
Death rate, Hudson Tunnel, 36 
Definition of air bulkhead, 
air-lock, 211 
assisted shield, 258 
beading in shield tail, 140 
beam compass, 389 
checking shield and tunnel, 403 
clay pockets, 261 
clearance of shields, 135 


206 


INDEX 


Definition of cross flange, 96 
driving blind, 152 
of shield, 305 
emergency lock, 213 
run Way, 294 
engineers’ lock, 214 
face jacks, 163 
erouting, 312 
gruminet, 317 
gun, face support, 163 
hood of shield, 144 
horizontal flange, 96 
iron-bound (of shield), 305 
key, 96 
lead boards, 107 
lead of shield, 305 
lock-extension 226 
low-pressure air, 181 
material-lock, 213 
men-lock, 213 
piles, 252 
pipe lock, 214 
progress, 353 
roof shield, 170 
safety screen, 225 
segment erector, 159 
shield chamber, 69 
cutting edge, 133 
diaphragm, 134 
internal structure, 133 
skin, 133 
tail, 133 
shoving a shield, 304 
skin, cast iron, 96 
sliding platforms, 163 
supporting shutters, 164 
sustained rate of progress, 354 
timber loek, 214 
timbering terms, TU 
ton, 154 
vizor (sloping hood), 145 
water trap in shield, 135 
working platform, 201 
Deflection of elastic ring, SO 
Depth of flange, cast iron lining, 102 
of flange, existing tunnels, 102 
of tunnel, should be minimum, 
68 
Derricks, at working site, 242 
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Design of highway tunnels, points 
fons 11 
stations, points for, 70 
struetural steel lining, 123 
Diameter of shield skin, 135 
Diaphragm of shield, definition of, 
134 
large shields, 150 
small shields, dry ground, 149 
waterbearing ground, 149 
purpose of, 149 
Differential air pressure shicld, 26 
Discharge pipe for foul air, 187 
pipes for water, 72 
Distortion of east iron 
silt, 296 
Doors of air loeks, 220 
shield, in large shield, 150 
Dorchester Tunnel, cost of, 366 
wood lining, 36 
working platform, 202 
Drainage of roadway, 71 
of tunnels, 72 
Drains, location of, 72 
Drills, rock, 198 
Duets for cables, 71 
Dunn, shield patent, 29 
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Earth, arching of, 75 
pressures, 75 
East Boston tunnel, roof shield, 
171 
Elastic ring, deflection of, SO 
moments in, 50 
stresses in, 73 
Elbe tunnel, steel lining, 121 
Electric light and power equipment 
in tunnel, 189 
plant, eapacity of, 239 
eurrent from outside source, 239 
purpose of, 239 
Elm tunnel, non-circular shicld, 172 
steel lining used in, 121 
Elongation, observed, а measure of 
constant 55 S85 
Emergency locks, 215 
Emergency, supply of low pressure 
air for, 185 


lining in 
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Engineers’ lock, necessity for, 216-218 


office, arrangement of, 242 
supervision, 328-335 
air, 329 
pressure, 329 
supply pipe, 329 
bolt tightening, 330 
clearance at end of shove, 331 
compressor records, 333 
daily report, 333 
diameters at end of shove, 331 
emergency air-lock, 329 
engineers’ organization, 334 
erection of lining, 332 
force distribution, 332 
leads, 330 
at end of shove, 331 
monthly report, 333 
muck admitted, 330 
mucking, 331 
nature of face, 331 
office work, 332 
relations with contractor, 334 
revolutions of compressors, 329 
ring record, 332 
shield maintenance, 329 
shoving, 331 
shift records, 333 
temperature, 329 
weekly inspection, 333 
working foree, 328 
English tunneling system, 16-18 
England, shield driven tunnels in, 
list of, 44-48 
Equipment and plant in tunnel, 
items of, 181 
Erection of lining, 308-312 
bolting up, 311 
bolts should be tight, 312 
cast iron, in large tunnels, 309 
cleaning off, 311 
in small tunnels, 308 
of conerete block lining, 310 
of wood lining, 310 
procedure of, 309 
size of wrench, 312 
trailing platform, 309 
Erector for segments, arm of, 161 
definition of, 159 


Erector, first used, 34 


grip for, 162 

location of, 159 

method of use, 306 
purpose of, 159 

turning mechanism of, 161 
two on one shield, 307 


Excavation, equipment, for soft 


ground, 200 
in dry clay, 251-257 
carly methods of, 252 
large shields, 25-4 
mechanical excavators, 255 
Prices excavator, 299 
reason for using shield, 257 
speed in, importance of, 254 
with "piles" London clay, 
252 
in mixed ground, 277-287 
general conclusions, 286 
Hudson tunnel, 280 
mixed ground defined, 277 
Pennsylvania R. R., East River 
tunnel, 283 
Hudson River tunnel, 282 
Ravenswood tunnel, 277 
in mud (or silt), 288-298 
character of work, 288 
Hudson River tunnels, 288- 
290 
Pennsylvania R. R., Hudson 
River tunnels, 291-298 
with embedded obstructions, 
298, 299 
pile obstructions, 299 
rip rap, 299 | 
with escape of air at tail of 
shield, 299 
in rock, 246-251 
blasting in front of shield, 247 
bottom heading, 250 
center heading, 248 
cradle for shield in rock, 250 
in front of shield, 246-251 
method of carrying shield 
through rock, 247 
reason for using shield, 246 
removal of rock through shield, 
247 
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Excavation, (їп rock), position of 


heading, 248 
shield exposed to damage, 217 
top and bottom heading, 248 
ventilation necessary, 251 
waterbearing rock, 251 
in waterbearing ground, 257-277 
assisted shield, 258 
Baker Street and Waterloo Ку., 
205 
Blackwall tunnel, 262 
City and South London Rv., 
258 
clay pockets, 261 
general conelusions, 276 
hooded shield, 259 
Pennsylvania В. R., East River, 
269 
Hudson River, 273 
pilot tunnel, 268 
Rotherhithe tunnel, 267 
shuttered shield, 262 
Waterloo and City Ry., 249 
Excavator, mechanieal, Bonnet's, 
first used, 35 
Anderson’s, 169 
Carpenter's, 167 
in clays 255 
introduced on shield, 34 
Price's, 166 
purpose of, 165 
Thomson's, 166 
Existing tunnels, cross sections and 
profiles, 66 
Exploration of subsurface conditions 
necessary, 370 
External cross section of 
driven tunnels, 63 
forees, summary of, 77 
loadings, 75 


shield- 
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Face jacks, description of, 163 
first used, 34 
method of use, 306 
Face supports, purpose of, 162 
Fin, used on shield to reduce roll, 65 
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Fire, connections in tunnel for, dur- 
Ing construetion, 189 
Fitzmaurice, Maurice, 
tunnel, 262 
Rotherhithe tunnel, 267 
Flanges, cast iron, eireumferenttal, 
bolts in, 106 
cross, definition of, 96 
strength of, 106 
depth of, 102 
in existing tunnels, 102 
stiffness of, 102 
taper of, 102 
horizontal, definition of, 96 
Floor, in tunnel during construction, 
192 
Foot-blocks, defined, 11 
Footway tunnels, head room, 62 
Foree, working, engineers reeord of, 
325 
Forces, external, summary of, 77 
upward vertical, 76 
Foundations unnecessary for tunnels 
in silt, 349 
Fowler, John, Hudson tunnel, 288 
France, shield driven tunnels in, list 
of, +9, 50 


Blackwall 


G 


Gate-valves, in shield for soft 
ground, 152 
Gauge of traek in tunnel under 
construetion, 194 
Geologist, should be eonsulted, 370 
Germany, shield driven tunnels in, 
list of, 49, 50 
Gradients, 67, 6S 
Gravel packing, outside lining, 316 
Greathead, J. H., 262 
Blackwall tunnel, 28S 
City and South London Ry., 259 
his grouting pan described, 204 
Hudson tunnel, 258 
invents grouting pan, 32 
shield, internal annular structure 
of, 145 
sketeh of his life, 30 
Tower subway, 30 
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Greenwich subway, lead grummets, 
318 
Groove, ealking, machining of, 103 
purpose of, 103 
Ground, character of, governs type 
of tunnel, 67 
dry, horizontal earth pressure, 75 
firm, 65 
soft, definition of, 8+ 
economical eross section in, S6 
waterbearing, assisted shield, 288 
Baker Street and Waterloo Ry., 
265 
Blackwall tunnel, 265 
characteristics of tunnels in, 112 
City and South London Ry., 258 
clay pockets, 261 
cost of cast iron lined tunnels in, 
364 
cross section 1n, 65 
excavation in, 257, 277 
hooded shield, 259 
Pennsylvania R. R. East River, 
269 
Hudson River, 273 
pilot tunnel, 268 
progress 1n, average, 355 
open, 357 
Rotherhithe tunnel, 267 
shuttered shield, 262 
Waterloo and City Ry., 262 
varying, comparative costs of 
tunnels in, 360 
Grout, holes for, in cast iron lining, 
107 
Grouting, 312-317 
effects of, may not show at once, 
316 
experienced operators essential, 
315 
general hints on, 313 
machines, 205 
pan, Greathead's, description of, 
204 
invented by Greathead, 32 
mounting of, 204 
size of, 205 
pressure used, 313 
process of, 313 
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Grouting pump, 206 
purpose of, 312 
strips on shield jacks, 157 
under pressure, 313 
with hand syringe, 312 
Grummetting, compared with calk- 
ing pockets, 323 | 
grummets described, 817 
method of, 318 
operation unpleasant, 323 
specification for waterproofing 
bolt holes by, 317 
with lead, 318 
Gun, face support, 
163 


definition of, 
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Haldane, John Scott, 421 
Hallinger & Co., concrete lining, 36 
Haskin, Dewitt Clinton, his Hudson 
tunnel, 31 
Haulage, in tunnels under construc- 
tion, 197 
Hay, David, Blackwall tunnel, 262 
Hay, H. H. Dalrymple, Baker 
Street and Waterloo Ry., 265 
Waterloo and City Ry., 259 
Heading, in quicksand, 
Heading in rock, bottom, 248 
center, 250 
position of, 248 
top and bottom, 248 
Head-tree, defined, 10 
Hersent, 31 
High pressure air compressing plant, 
236, 237 
in tunnel, equipment, 187 
Highway tunnels, drainage of road- 
way, 71 
internal clearance, 57 
material for pavement, 71 
points for design of, 71 
side walks, 57 
space for air-ducts, 71 
ventilation, 60 
Hill, L. B., 415, 422 
Hobson, Joseph, Sarnia Tunnel, 33 
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Hood, fixed Pennsylvania R. R Fast 
River tunnel, 254 
for shield first used, 34" 
of shield definition of, 1-4 
deseription of, 144 
detachable, 1-4 
extensible, 145 
sloping, 145 
sliding, Pennsylvania R. R. East 
River tunnel, 284 
Horizontal earth pressure, 
ground, 75 
flange, definition ог, 96 
pressure, waterbearing ground, 76 
Hospital lock, introduced by Moir, 
Hudson Tunnel, 36 
Hudson and Manhattan Railroad, 
blow, 302 
stability under traffic in silt, 349 
Hudson River silt, description of, $4 
Hudson River Tunnels (Hudson & 
Manhattan R. R.), 280-290 
progress made, 290 
shield first used in mud, 288 
showing blind, 290 
volume of silt admitted, 290 
work of Jacobs, 289 
of S. Pearson & Son, 288 
Hudson Tunnel, compressed air used 
in, 31 
death rate at, 36 
early history, 280 
hospital lock introdueed at, 36 
lock extension, 226 
revived in 1889, 31 
revived in 1902, 31 
segment erector, 34 
shield jacks, 134 
work in mixed face, 280 
Hutton, W. R. Hudson tunnel, 258 
Hydraulic power equipment in 
tunnel, 188 
Hydraulie power plant, 237- 239 
Hydrostatic pressure, 26 


dry 


I 


Illness, compressed air, 414—138 
air, purity of, 428 


455 


Illness, compressed air, analysis of 
types of, 432 
avoidance of chill, 123 
cause of, 411 
conclusion, 436 
eure of, 425 
examination, forms used, 417 
medical of cach man, 416 
general precautions, 429 
limitation of hours of 
419 
list of papers on, 437 
men should stay near works after 
decompression, 424 
numbers of cases in 
pressures, 438 
precautions against, 416 
reasons for chapter, 414 
records of cases, 429 
slow decompression, 420 
symptoms of, 415 
Inspection and repairs after comple- 
tion, 336-341 
access to structures, 240 
east Iron lining bolts and grout 
plugs, 339 
decay, 338 
leakage, 339 
plates, 337 
cleanliness, 341 
composition of 
341 
concrete lining, 339 
cure of decay, 339 
decay of, 339 
discharge water tunnels, 
340 
leakage, 341 
position of leaks, 341 
maintenance, 336 
regular inspection, 336 
secondary lining, 339 
unlined rock tunnel, 336 
wood lining, 337 
Internal clearance, controlling fac- 
tors, 43 
in existing tunnels, 53 
in footway tunnels, 62 
in highway tunnels, 57 


work, 


various 


leakage water, 


450 
Internal clearanee, in railroad 
tunnels, 56 
in rapid transit tunnels, 58 
in station tunnels, 55 
Ireland, shield driven tunnels in 
list of, 48 
Iron east, see Cast iron lining. 
Iron-bound, shield, 305 


J 


Jacks, face, deseription of, 163 
first used, 34 
method of use, 306 
Jacks, propelling, bending of, 305 
capacity of hydraulie pressure 
plant required for, 237 
description of, 163 
first used, 33 
grouting strips on, 157 
heads of, 157 
housing of, 157 
location of, 154 
method of use, 306 
piping for, 358 
pressures in, existing tunnels, 153 
purpose of, 152 
resistance to be overcome by, 153 
types of, 156 
thrust on fresh concrete, 35 
thrust on concrete lining, 130 
working pressures, 154 
Jaeobs, C. M., Hudson tunnel, 32, 
280, 289 
Pennsylvania R. R. Hudson River 
tunnels, 273, 291 
Ravenswood tunnel, 277 
Japp, Henry, compressed air illness, 
430 
Pennsylvania R. R. East River 
tunnels, 271 
Joints, machined cast iron, purpose 
of, 102 
unmachined cast iron, 103 
east iron, water proofing of, 107 


K 


Key, cast iron, length of, 100 
definition of, 96 
Kiel tunnel, steel lining, 122 


INDEX 


L 


Lagging defined, 10 
Lawrence Ave., intercepting sewer, 
cost of, 365 
Lead calking, 108 
Leakage of east iron lined tunnels, 
327 
of compressed air, sources of, 229 
volume necessitated by, 232 
probable, in tunnels, 327 
Legouez, R., Collecteur de Clichy, 35 
Length of cutting edge of shield, 143 
of key, cast iron, 100 
of segment, cast iron, 100 
of shield, 150 
of tail, 140 
Level, transfer of, surface to tunnel, 
393 
Leveling, see Survey. 
Levy, Edward, 416, 424 
Light, electric equipment for in 
tunnel, 190 
Lighting, for permanent use, 72 
for tunnel surveys, 396 
Lining, local pressures 1n, 77 
material, choice of, 69 
effect of, in eross section, 66 
primary, purpose of, 94 
proportioned by judgment, 74 
proportioning by computation, 74 
requirements of, 94 
seeondary, purpose of, 94 
stresses in, 90 
Lining, cast iron, bolting equipment, 
203 
cost of compared with structural 
steel, 366 
with wood in dry ground, 365 
in wet ground, 366 
cost of tunnels with, in London 
clay, 363 
in waterbearing ground, 364 
description of, 96-120 
distortion of, in silt, 296 
ereetion of, bolting up, 311 
cleaning off, 311 
in large tunnels, 309 
in small tunnels, 308 


INDEX 


Lining, cast iron, specified by 
Brunel, 35 
waterproofing by calking 
grummeting, 317-378 
Lining concrete, avoid reinforcement 
in, 70 
block, Cleveland, 36 
erection of, 310 
men required for molding block, 
353 
Lining, masonry, 36 
description of, “129-132 
used with roof shield, 35 
Lining, steel castings, description of, 
12] 
Lining, structural steel, cost of com- 
pared with cast iron, 366 
deseription of, 121-126 
Lining, wood, cost of compared with 
east iron 1n dry ground, 365 
in wet ground, 366 
deseription of, 126-129 
Dorchester tunnel, 36 
erection of, 310 
Melbourne, 36 
men required for sawing, 353 
Live and dead loads, 75 
Load, dead, moments, 53 
Loadings, external, 75 
Loads, live and dead, 75 
Lock, air, see Air-lock. 
London and Southwark Subway, 32 
London elay, cast iron linings in, 112 
characteristies of, 251 
comparative costs of tunnels in, 
309 
cost of iron-lined tunnels in, 363 
progress in, 357 
Low pressure air, branch pipe at 
lock, 186 
caution regarding 
tunnel, 187 
carbon dioxide in, 232 
definition of, 181 
emergency supply of, 185 
loss of pressure with velocity, 152 
measure of volume of, 230 
piping for, 182-186 
pressure required, 229 


and 


pressure in 
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Low pressure air, purpose of, 225 
regulation with tide, 187 
sources of leakage, 229 
volume necessitated by blows, 234 
required, 229-231 
Low pressure air compressing plant, 
arrangement of, 235 
as adjunct to high pressure plant, 
236 
capacity of, 234 
formula for, 234 
several headings, 235 
several units preferable, 235 
spare compressors, 235 
standardization of, 236 


M 


Machine shop, 239 
Maintenance of track in 
under construction, 194 
Maps, geologieal, 370 
Masonry air bulkheads, 209 
Masonry lining, 36 
deseription of, 129, 132 
used with roof shield, 35 
Material locks, air valves in, 222 
bridge track at, 222 
construetion of, 218 
fitting of, 222 
partieulars of actual, 216 
purpose of, 213 
size of, 214 
doors, 220 
Material of lining, choice of, 69 
MeAdoo, W. G., Hudson tunnel, 289 
Mechanical excavators, 165, 255 
Melbourne, accident to shield at, 259 
block lining used at, 36 
wood lining used at, 36 
Men locks, 214, 215 
Men, number of, in tunnel, 350 
on surfaee, 35] 
Military attaek, tunnels 
from, 5 
Miner's art, the, described, 8-27 
Mining methods, effeet of shield оп, $ 
origin of, 8 
Moir, Е. W., Blackwall tunnel, 262 
death rate on Hudson tunnel, 36 


tunnel 


immune 
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Moir, E. W., Hudson tunnel, 288, 429 
introduces hospital lock, 36 
Moments, dead load, 53 
general equation for, $1 
in circular cross section in soft 
ground, 87 
in elastic ring, 80 
symbols used, $1 
Monuments, in tunnel, spacing of, 
439 
Morton, shield patent, 29 
Movement of tunnels in Hudson river 
silt, observation of, 341-348 
Muck 'ears, 194 


N 


Noble, Alfred, Pennsylvania R. R. 
East river tunnels, 269 


O 


Offices and men’s quarters, 242-244 

O'Rourke Engineering Construction 
Co., P. R. R. Hudson River 
tunnels, 273 


E 


Patent, Barlow's, 29 
Brunel’s, 28 
Cochrane’s, 24, 31 
Dunn’s, 29 
Morton’s, 29 
Patterns, cast iron segments mark- 
ing of, 97 
Pavement of 
tunnels, 71 
Pearson, S., and Son—Hudson tun- 
nel, 31 
Blackwall, 270 
Hudson tunnel, 288 
Pennsylvania В. В. East River 
tunnels, 270 
Pennsylvania В. В. East River 
tunnel clay blanket, 303 
compressor plant, 236 
construction of, 269 
guns for supporting face, 271 
shield, 269 
work in mixed face, 283 





roadway—highway 
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Pennsylvania R. В. Hudson River 
tunnel, construction of, 273 
calking mixture, 319 
compressor plant, 236 
distortion of cast iron lining, 296 
effect of opening door, 293 
of volume of mud admitted 
on progress, 298 
elongation of vertical diameter, 
85 
excavation in mud, 291-298 
guiding shield by volume ад- 
mitted, 293 
shoving blind, 291 
shield, 175-180 
silt on landward side, 291 
silt under river, 291 
stability under traffic, in silt, 
349 
suggested cause of distortion, 
296 
work in mixed face, 282 
working platform, 202 
Pile foundations, driving through, 
299 
unnecessary under tunnels in silt, 
349 
Piles, excavating with, 252 
Pilot tunnel, Rotherhithe tunnel, 
270 
Piping for blow-out, 191 
discharge water during construc- 
tion, 191 
foul air discharge, 187 
high pressure air, 187 
hydraulic, 188 
in air-locks, 215 
in material lock, 214 
in men lock, 214 
low pressure air, 182-186 
service water, 189 
shield propelling Jacks, 158 
Pitch coating, cast iron 
111 
Plant, cost of, 368 
and equipment, in tunnel, items 
of, 187 
power house, 228-241 
yard, 241, 242 


lining, 


INDEX 


Platforms, sliding, in shield, de- 
seription of, 163 
survey in tunnel, 396 
working, at Blaekwall tunnel, 202 
at Dorchester tunnel, 202 
construction of, 201 
or trailing, purpose of, 201 
Pennsylvania В. В. tunnels, 
Hudson Hiver, 202 
use of, 309 
Plough—used in shield to reduce 
roll, 65 
Poling boards, defined, 10 
Post, at heading, defined, 10 
Power, electrie, equipment in tunnel 
for, 189 
Power house plant, 223-241 
Power hydraulie, equipment in tun- 
пе] for, 188 
plant, 254—290 
Pressure, hydrostatie, 26 
„ Pressures, earth, horizontal, 
ground, 75 
horizontal, waterbearing ground, 
76 
local on lining, 77 
uncertainties, 75 
Price and Reeves, 
tunnel, 267 
Price, John, his mechanical exca- 
vator described, 166 
rotary excavator first used, 35 
mechanical exeavator in elay, 255 
Primary lining, purpose of, 94 
Profiles and eross scetions of existing 
tunnels, 66 
Progress of work, 353-358 
causes of variations, 353 
definition of, 353 
delays of, 353, 354 
effect of character of ground on, 351 
estimate of time, 354 
in average wet ground, 355 
in open wet ground, 357 
in London elay, 357 
in rock and earth, 357 
in silt, 357 
sustained rate of, 354 
variation in, 353 


dry 


Rotherhithe 
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Propelling Jacks for shield, see Jacks, 
propelling. 
Pug mill at working site, 242 
Pumps and equipment in tunnel 
during construction, 191 
for permanent use, 72 
Purpose of primary lining, 94 
secondary lining, 94 
timbering in tunnels, 8 
tunnels, 4 
Push bars, in concrete to take jack 
thrust, 130 


Q 


Quarters, construction staff, 243 
engineers', 242 
men's, 244 

Quieksand, heading in, 13-15 
tunnel in, 15-16 


R 


Railroad tunnels internal clearanee, 
56 
Raker defined, 11 
Ravenswood tunnel, description of 
work, 277 
shield, 279 
Ring, cast iron, additional ribs, 98 
east iron, width of, 98 
elastic, deflection of, SO 
moments in, SO 
stresses 1n, 75 
short (east iron), 97 
taper, 97 
Rip rap excavation of, 209 
Roadway, drainage of, in highway 
tunnels, 71 
in tunnel under 
height of, 192 
material for pavement of, 71 
Roek, and earth, progress in, 351 
blasting, in front of shield, 247 
bottom heading in, 24$ 
center heading 1n, 250 
cradle for shield in, 250 
excavation in, 246-251 
method of carrying shield 
through, 217 


construetion, 
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Roek, position of heading in, 248 
progress in, 351 
reason for using shield in, 246 
removal of, through shield, 248 
shield exposed to damage in, 
247 
top and bottom heading in, 248 
ventilation necessary in, 251 
waterbearing, 251 
Rock-drills, 198 
Rolling of shields, 64 
Roof shield, deseription of, 170 
East Boston tunnel, 171 
first used, 35 
masonry lining used with, 35 
Rotary exeavator, Bonnet’s, 
used, 35 
Price's first used, 35 
Rotherhithe tunnel, construction of, 
267 
internal structure of shield, 147 
lead grunimets, 318. 
pilot tunnel, 268 
shield, 267 
steel air bulkhead, 211 
working platform used, 201 
Runway-emergeney, in tunnel under 
construction, 224 
Rust calking, cast iron lining, 107, 
319 


first 


Safety applianees for use in com- 
pressed air, 224-227 
Safety sereen. construction of, 22: 
first applied, 37 
in compressed air tunnel, pur- 
pose of, 225 
origin of, 225 
specification for, 225 
suggested 37 
Sarnia (St. Clair 
shield, 32 
segment erector, 34 
shield jacks, 34 
Seotland, shield-driven tunnels in, 
list of, 48 


River) tunnel 


INDEX 


Segment erector first used, 34 
Segments, cast iron, length of, 100 
number of patterns to be a mini- 
mum, 70 
patterns of, 96 
Seurot, Paul, Concorde Metropoli- 
tain, 318 
Shafts, should Ье 
veniently, 68 
Sheathing defined, 10 
Shield, air lock in, 152 
an adjunet to mining methods, 24 
and compressed air together, first 
used, 32 
Baker St. & Waterloo Railway, 
173-175 
Beach's, 30 
binding of, during shove, 304 
Broadway subway, 30 
clearance, deseribed, 135 
clearance of, in constructed tun- 
nels, 138 
cost of, 368 
diameter of skin, 135 
differential air pressure, 26, 172 
effect of, on mining methods, 8 
of size and nature of ground on, 
134 
equipment on, 33-34 
fundamental principles involved 
in driving a, 245 
gate valves on, for soft ground, 152 
general description of, 133-180 
Great head, internal annular struc- 
ture of, 145 
internal cross bracing of, 148 
structure, definition of, 133 
of large, 147 
of Rotherhithe tunnel, 147 
mechanical excavators, in, 34 
method of shoving, 304 
of use, 133 
non-circular, 171 
Pennsylvania R. В. Hudson River 
tunnels, 175-180 
proeedure of shoving, 308 
purpose of, 25, 245 
roof, deseription of, 170 
East Boston tunnel, 171 


located con- 


DIN DEN 


Shield, roof, first used, 35 
rolling of, 64 
Sarnia tunnel, 32 
simplicity essential in, 24 
sliding platforms in, description 


of, 163 
spacing of stiffening girders in, 
148 


Spree tunnel, 172 
structural steel internal rings, 147 
supporting shutters in, 164 
vizor of, 34 
Water-trap in, 135 
Shield chamber, 69 
Shield cutting edge, definition of, 
133 
construction of, 142 
description of, 141 
length of, 143 
Shield diaphragm, definition of, 134 
in large shields, 150 
in small shields, 149 
purpose of, 149 
Shield doors, 150 
Shield-driven tunnels, American, 37- 
44 
Australian, 52 
Cuban, 52 
English, 44—45 
external cross section of, 63 
French, 49-50 
German, 50-52 
Irish, 48 
Scotch, 48 
United States, 37-44 
Shield erector for segments, 34, 159, 
306 
Shield face jacks, description of, 163 
first used, 34 | 
method of use, 306 
Shield hood, definition of, 144 
deseription of, 144 
extensible, 145 
first used, 34 
sloping, 145 
Shield in dry clay, early methods of 
exer ating 115259 
excavating with piles in, 252 
excavation in large, 254 
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Shield, importance of fast driving, 
254 
mechanical excavators for, 255 
Priee's exeavator, 255 
reason for using, 257 
shield in mixed ground, Hudson 
tunnel, 280 
Pennsylvania R. R., East River 
tunnel, 283 
Hudson River tunnel, 282 
Ravenswood tunnel, 277 
Shield in mud or silt, Hudson & 
Manhattan R. R. tunnels, 288 
Pennsylvania R. R., Hudson 
River tunnels, 291 
with embedded obstructions, 298 
Shield in rock, methods of work 
246-251 
Shield in waterbearing ground, as- 
sisted, 258 
Baker Street & Waterloo Ry., 265 
Blackwall tunnel, 262 
City & South London Ry., 258 
hooded, 259 
Pennsylvania R. R., East River 
tunnels, 269 
Hudson River tunnels, 273 
Rotherhithe tunnel, 267 
shuttered, 262 
tendency to dive with hood, 261 
Waterloo & City Ry., 259 
Shield propelling jacks, bending of, 
305 
first used, 34 
grouting strips on, 157 
heads of, 157 
housing of, 157 
hydraulic plant for, 237 
location of, 154 
piping for, 158 
pressures used in, 153 
purpose of, 152 
pushing back, 306 
resistance to overcome, 153 
types of, 156 
Shield skin, eonstruetion of, 140 
definition of, 133 
welding of, 141 
Shield tail, beading in, 140 


7 
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Shield tail, definition of, 133 
length of, 140 
Shift, length of, limited in com- 
pressed air, 419 
working, 350 
Shove of shield, method, 304 
procedure, 308 
Shutters, supporting, in shield, 164 
Sickness, compressed air, see Illness, 
compressed air. 
Side-tree defined, 10 
Sill defined, 10 
Silt, Hudson River, angle of repose 
of, 295 
Silt, Hudson River, angle of repose 
of, 295 
deseription of, S4 
distribution of labor cost in, 361 
fineness of, 204 
guiding shield by volume ад- 
mitted, 293 
Hudson Tunnel, 290 
movements of tunnels in, observa- 
tions of, 341,-349 
causes of movements, 364 
changes of shape, 349 
character of movements, 346 
general downward movement, 
346 
measurement of lateral move- 
ments, 342 
of shape, 345 
of vertical movements, 342 
movements due to changes of 
superimposed load, 347 
observations by leveling, 343 
from fixed points, 344 
purpose of observations, 341 
seasonal fluctuations, 347 


summary of vertical move- 
ments, 347 

tidal fluctuations, 347 

Pennsylvania R. К. tunnels, 


landward side, 291 
under river, 291 
volume admitted, 291 
progress in, 357 
stability of tunnels under traffic 
in, 349 


INDEX 


Silt, tem perature observations of, 345 
tidal fluctuations, 295 
water content of, 295 
weight of, 294 
Siphon de la Concorde, hood of 
shield, 34 
Siphon de l'Oise, shield thrusts on 
fresh concrete, 35 
Sixtieth Street tunnel (East River) 
clay blanket, 304 
Skin, cast iron lining, corrosion of, 101 
definition of, 96 
economical thickness of, 101 
thickness of, 100 
Skin of shield, construction of, 140 
definition of, 133 
diameter of, 135 
welding of, 141 
Skin of structural steel lining, 123 
Soldier defined, 11 
Soundings, 373 
Specifications for air bulkheads, 206 
cast iron lining, 110 
safety screen, 225 
Spree tunnel, shield, 172 
sloping hood (vizor), 145 
vizor on shield of, 34 
Stability of tunnels, under traffic 
in silt, 349 
Staggering joints, cast iron lining, 
105 
Station tunnels, internal clearance, 
55 
Stationing in 
method, 401 
rapid method, 400 
Stations, points for design of, 70 
St. Clair River tunnel (Sarnia), 32 
Steel castings, linings of, 121 
Steel structural, air bulkhead, 211 
for tunnel linings, 121-124 
lining cost of, 336 
should be covered in tunnels, 70 
Stone crusher at working site, 242 
Strength of concrete lining, 129 
Stresses, computation of, 89 
construction, in firm waterbearing 
ground, 90 
in soft ground, 90 


tunnel, accurate 


INDUS 


Stresses, due to construction should 
be considered, 70 
during construction in dry ground, 
$9 
in an elastic ring, 78 
in bolts, east iron lining, 101 
in east iron lining, 90 
in concrete lining, 90 
in steel lining, 90 
in wood lining, 90 
permanent in dry ground, 59 
in firm waterbearing ground, 90 
iu soft ground, 90 
Structure, internal annular of Great- 
head shield, 145 
annular structural steel, 147 
of shield, definition of, 133 
Subdivision of traffic, 66 
"ubsurface, exploration, 
for, 370 
"umps, location and eapacity of, 72 
Supervision, engineers, sce Engineers 
Supervision. 
Survey, in tunnel, 393-413 
preliminary, 369 
preeise of surface, 373—384 
transfer of levels to tunnel, 393 
of lines to tunnel, 385-898 
Symbols, used for thrusts 
moments, 51 
Syringe, hand, for grouting, 312 


P 
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— 


necessity 


and 


Tail of shield, beading in, 140 
clearance in, 135 
definition of, 133 
length of, 140 
Taper of cast iron flange, 102 
Telephone, in tunnel during con- 
struction, 190 
Thames, Brunel's tunnel, 28 
Thiekness of skin, cast iron lining, 100 
economical, 101 
Thomson, Thos., mechanical exea- 
vator, 166 
Thrust in eireular eross section in 
soft ground, 8S 
dry ground, 83 
firm waterbearing ground, 84 
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Thrust of shield jacks on concrete 
lining, 130 
Thrust-bars, introduced by Carson, 
35 
Thrusts, symbols used, 51 
Tide, rise and fall of silt with, 295 
Timbering, American system, 17-18 
English system, 18-20 
large tunnels, principle of opera- 
tion, 20 
methods, 9 
are old, 11 
precautions, 21 
purpose of, in tunnels, 8 
quantity of limber required, 21, 
22 
reduced by shield and compressed 
air, 23 | 
small tunnel; dry soft ground, 10 
wet ground, 11 
terms used, 10 
tunnel in quicksand, 16 
Ton, definition of, 154 
Tower subway, shield for, 30 
Track, ballasted, 70 
concrete, 70 
double, 194 
in tunnel under construction, 192 
gauge, 194 
maintenance of, 194 
'Traffie, subdivision of, 66 
Transfer of level, surface to tunnel, 
393 
line, surface to tunnel, 385-393 
through air lock, 397—400 
Trap, water, in shield, description of, 
135 
Tremont Street (Boston) subway, 
35, 130 
‘Tunnels, charaeteristics of, in London 
play 1? 
characteristies of, in waterbearing 
ground, 112 
choice of, + 
eross section fixed by purpose and 
design, 53 
depth of, should be minimum, 68 
existing, eross sections and profiles 
of, 66 
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Tunnels, external cross section, 65 
highway, air ducts, 71 
internal clearance, 57 
points for design of, 71 
side walks, 57 
ventilation, 60 
immune from military attack, 5 
in quicksand, 15-16 
parallel, preeautions to be taken, 
67 
purpose of, 4 
railroad, internal clearance, 55 
rapid transit, internal clearance, 
56 
stations, internal clearance, 55 
timbering of, American system, 
17-18 
English system, 18-20 
tvpes of, 5 
vertieal dimension of should be as 
small as possible, 69 
wood lined, existing, 127 
Types of tunnel, classified, 5 
governed by character of ground, 
67 
proper selection, 6 


U 


United States, shield driven tunnels 
in, list of, 37-44 


V 


Van der Veyde, suggested safety 
screen, 37 І 
Ventilation, after blasting in rock, 
251 
by cross currents, 61 
compressed air, volume required by 
authorities, 231 
required, for, 230 
of highway tunnels, 60 
Vertieal forees upward, 76 
Vizor, of shield, description of, 145 
on shield, first use of, 34 ! 
Vyrnwy Aqueduct, Mersey tunnel 
shield, 32 
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W 


Water content of Hudson River silt, 
295 
discharge of, during construction, 
191 
pipe, 72 
serviee, in tunnel during construc- 
tion, 189 
Waterbearing ground, cross section 
in, 65 
Waterloo and City Ry., elay pockets 
used in, 261 
construction of, in waterbearing 
ground, 259 
face jacks of shield, 34 
hood of shield, 34 
shield, 259 
Waterproofing, east iron lining, bolt 
holes, 108 
east iron lining, by calking and 
grummeting, 317—328 
purpose of, 107 
head of water, 107 
unniachined joints, 107 
concrete lining, 129 
struetural stecl lining, 124 
Watertrap, applied to shield, 32 
in shield description of, 135 
Waterways, tunnel or bridge, 4 
Weight, cast iron lining, 108 
Welding, fabrieating structuralsteel 
by, 121 
of shield skin, 141 
Whitehall tunnel, cost of, 366 
Width of ring east iron, 98 
Wood lining, cost of, in dry ground 
compared with east iron, 365 
cost of, in wet ground compared 
with cast iron, 366 
deseription of, 126 
Dorehester tunnel (Boston), 36 
existing tunnels, 127 
Melbourne, 36 
men required for sawing, 953 
stresses in, 90 
Working force, 350-353 
eonerete block force, 353 
engineers record of, 328 


INDEX 


Working force, in tunnel, 350 
on surface, 351 
length of shift, 350 
saw-mill force, 353 
tunnel work intensive, 350 
Wrench, size of, for bolting cast iron 
lining, 312 


Y 


Yard plant, 241-242 
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Yard plant, cages or elevators in 
shaft, 241 
derricks, 242 
pug mill, 242 
railroad sidings, 242 
size of yard, 241 
stone crusher, 243 
storage space, 242 
traction in yard, 242 
water front equipment, 242 
working site, description of, 241 


30 





























